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PREFACE 

In  preparing  this  volume  the  aim  of  the  authors  has  been  to 
treat  in  a  systematic  manner  the  entire  subject  of  foundations 
for  bridges  and  buildings  as  represented  by  American  engineer- 
ing practice.    Only  occasional  references  are  made  to  foreign 
practice.     It  was  hoped,  at  first,  to  accomplish  this  task  within 
the  limits  of  about  300  pages,  but  as  the  work  progressed  it 
became  evident  that  this  could  not  be  done  without  abbreviat- 
ing the  treatment  of  many  topics  so  much  as  to  become  un- 
satisfactory.   In  many  cases,  space  has  been  economized  by 
inserting  additional  illustrations  and  reducing  descriptions  in 
the  text. 

A  large  proportion  of  space  is  devoted  to  piles  and  pile  driving, 
since  young  engineers  are  more  likely  to  obtain  their  early 
experience  with  pile  foundations  than  with  any  other  class  of 
foundation  construction.  Many  facts  derived  from  experience 
are  given  to  emphasize  and  illustrate  the  application  of  funda- 
mental principles  and  to  iorm^  %  rfitdonal  basis  for  that  kind 
of  judgment  which  is  su6h'4A  important  element  in  an  engineer's 
professional  practice.  The.ujidesirabl^  features  of  considerable 
pile  driving  in  this  country'  have-oeeif  Si^e^as  much  to  the  as- 
sumption that  the  art  of  pile:<lriying  is  $0  simple  that  the  aid  of 
science  is  not  essential,  as  to  the  attempt  of  some  engineers  to 
base  the  art  upon  theoretical  rules  which  fail  to  take  into 
account  many  practical  factors  of  the  problem.  Another 
reason  for  extending  the  treatment  is  due  to  the  recent  intro- 
duction of  concrete  piles  which  will  help  to  retain  the  dominant 
place  that  pile  foundations  have  held  heretofore  among  other 
classes  of  foundations. 

The  attention  of  engineering  teachers  is  called  to  the  arrange- 
ment of  the  topics  in  the  first  five  chapters.  Instead  of  combin- 
ing the  treatment  of  all  kinds  of  piles  in  chapters  on  descriptions, 
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equipment,  driving,  and  bearing  power  respectively,  the  subject 
is  developed  in  accordance  with  pedagogical  principles  for  the 
benefit  of  students  who  approach  it  without  any  previous 
knowledge  of  the  subject.  It  is  believed,  however,  that 
practicians  will  find  this  arrangement  equally  useful  for  their 
study  and  reference.  The  full  discussion  of  the  bearing 
power  of  timber  piles  before  considering  that  of  concrete  piles, 
conforms  also  to  the  order  of  historical  development. 

The  treatment  of  the  pneumatic  process  and  its  application, 
to  both  bridges  and  buildings,  is  supplemented  by  a  chapter  on 
pneumatic  caisson  practice  by  T.  Kennard  Thomson,  an 
experienced  consulting  engineer  who  has  specialized  in  founda- 
tion construction.  The  results  of  his  experience  and  ob- 
servation should  be  helpful  to  all  engineers  and  contractors 
of  lesser  experience. 

Three  chapters  on  piers  and  abutments  are  incorporated  in 
this  work  since  courses  of  instruction  in  technical  colleges 
frequently  include  these  topics  in  masonry  construction  with 
foundations.  During  the  past  decade  considerable  improve- 
ments have  been  made  in  the  design  of  piers  and  abutments 
by  the  introduction  of  new  types,  including  hollow  and  arched 
forms,  in  order  to  reduce  the  loads  upon  foundation  beds  and  to 

eliminate  a  large  iJart  of-  fli6  laterel;  thrust  of  embankments, 

•  ^••*       •       ••••••• 

as  well  as  to  decfelL"fe^  fh*e  Tolum*e  ofcirfasonry  in  some  cases. 

The  limits  of  the  vodfimt*.tn:eel4iied  historical  notes  in  con- 
nection  with  every  clag;&*o*£  Tojirf^ation,  but  they  are  introduced 
in  certain  cases  relaViijg  tV.ncfrt^^  of  construction,  or  where 
the  process  of  development  indicates  the  features  which  are 
likely  to  persist  in  the  future. 

Since  a  subject  embracing  so  many  details  of  design  and 
construction  cannot  be  exhaustively  treated  in  a  single  volume 
of  convenient  size  to  meet  the  needs  of  all  practicians,  a  chapter 
has  been  added  which  contains  a  large  number  of  carefully 
selected  and  classified  references  to  the  vast  amount  of  illus- 
trative material  on  foundations  contained  in  engineering 
periodicals  and  the  proceedings  of  engineering  societies.  It  is 
hoped  that  young  technical  graduates  will  form  the  habit  of 
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consulting  the  articles  referred  to,  making  suitable  abstracts, 
and  filing  them  for  future  use.  To  compare  the  manner  in 
which  different  designers  have  solved  a  given  problem  is  a 
most  valuable  study. 

Grateful  acknowledgments  for  photographs  are  due  to  S.  W. 
BowEN,  A.  S.  Crane,  A.  O.  Cunningham,  Dravo  Contracting 
Co.,  Lackawanna  Steel  Co.,  Ralph  Modjeski,  C.  K.  Mohler, 
J.  H.  Prior,  J.  R.  Rablin,  E.  J.  Schneider,  H.  E.  Stevens, 
F.  L.  Thompson,  and  M.  M.  Upson;  to  J.  Q.  Barlow,  J.  D. 
Isaacs,  and  H.  K.  Seltzer  for  permission  to  reproduce  draw- 
ings; to  R.  A.  CuMMiNGS,  Engineering  News,  Engineering 
Record,  Engineering  and  Contracting,  and  Railway  Age 
Gazette  for  permission  to  reprint  illustrations;  to  C.  W. 
Reinhardt  for  the  excellent  drawings  from  which  a  number 
of  illustrations  were  reproduced;  and  to  E.  H.  Connor,  L.  L. 
Davis,  Walter  Ferris,  J.  E.  Greiner,  H.  Ibsen,  A.  R. 
Raymer,  R.  Trimble,  and  many  other  engineers  who  have 
kindly  furnished  information.  Acknowledgment  is  made  for 
several  photographs  on  the  half-tones  themselves,  or  their 
titles. 

April  X5,  1914. 
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BRIDGES  AND   BUILDINGS 


CHAPTER  I 
TIMBER  PILES  AND  DRIVERS 

Art.  I.     Foundations 

A  structure  usually  consists  of  two  parts  one  of  which  is  sup- 
ported by  the  other;  the  upper  part  being  known  as  the  super- 
structure and  the  lower  part  as  the  substructure.  In  a  bridge 
the  superstructure  is  composed  of  the  beams,  girders,  or  trusses, 
together  with  the  floor  system  and  bracing  which  they  carry; 
while  the  substructure  consists  of  the  piers  and  abutments, 
including  their  supporting  bases. 

The  substructure  frequently  consists  of  two  parts  which  differ 
more  or  less  in  form  and  character,  the  lower  part  being  called 
the  foundation  which  supports  the  rest  of  the  entire  structure. 
Sometimes  the  term  foundation  is  used  without  regard  to  any 
substructure;  as,  for  example,  when  it  is  applied  to  the  independ- 
ent structure  which  supports  a  machine. 

The  foundation  of  a  structure  may  then  be  defined  as  that 
part  of  it  which  is  usually  placed  below  the  surface  of  the  ground 
and  which  distributes  the  load  upon  the  earth  beneath. 

Foundations  are  divided  into  various  classes.     The  simplest 

form  is  obtained  by  widening  merely  the  base  of  a  wall  or  pier,  so 

as  to  distribute  the  load  over  a  sufficient  area  on  the  foundation 

bed  of  earth.     Another  form  is  known  as  the  spread  footing,  in 

which  the  bearing  area  is  enlarged,  either  by  reinforcing  the 

concrete  base  with  steel  bars  or  by  inserting  one  or  more  tiers  of 

steel  beams. 
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Pile  foundations  consist  of  a  base  of  concrete  or  of  timber 
grillage,  supported  by  piles  which  distribute  the  load  to  the  earth 
through  a  considerable  depth,  either  by  friction  alone  or  by 
friction  combined  with  bearing  on  the  ends  of  the  piles. 

When  the  bottom  of  the  foundation  has  to  be  located  on 
a  bed  of  hard  material  at  a  considerable  depth  below  the  surface 
of  the  ground,  the  classes  of  foundations  are  distinguished  by 
the  respective  methods  required  to  sink  them  into  position. 

Foundations  built  in  open  wells  are  used  when  the  excavation 
can  be  made  either  in  the  dry  or  with  no  more  interference  by 
water  than  may  be  controlled  by  a  reasonable  amount  of 
pumping. 

When  open  caissons  are  employed,  the  excavation  is  made 
through  the  water  under  ordinary  atmospheric  conditions,  and 
after  the  bottom  is  sealed  by  concrete  the  rest  of  the  foundation 
is  built  in  the  open  air. 

Pneumatic  foundations  are  those  in  which  the  excavation  is 
made  by  working  in  compressed  air  in  the  chamber  of  a  caisson, 
on  the  roof  of  which  the  concrete  or  masonry  is  built  up  in  the 
open  air  during  the  operation  of  sinking. 

Many  kinds  of  foundations  also  require  the  use  of  a  temporary 
structure  known  as  a  cofferdam  in  order  to  exclude  the  water 
from  the  site  of  the  foundation  during  its  construction. 

The  character  of  the  earth  at  the  site,  extending  down  to  the 
bed  on  which  it  is  to  be  founded,  and  the  influence  of  water,  if 
any,  determine  the  kind  of  foundation  to  be  employed  in  any 
given  case;  with  due  regard,  however,  to  economic  limitations. 

These  general  classes  of  foundations  and  their  subdivisions 
will  be  described  and  illustrated  in  the  subsequent  chapters  of 
this  volume,  together  with  the  general  methods  of  placing  them 
in  position.  Occasional  notes  on  some  of  the  special  equipment 
required  will  also  be  given. 

Art.  2.    Classification  of  Piles 

A  pile  is  an  element  of  construction  placed  in  the  ground,  either 
vertically  or  nearly  so,  to  increase  its  power  to  sustain  the  weight 
of  a  structure,  or  to  resist  a  lateral  force. 
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Piles  are  designated  by  the  material  of  which  they  are  com- 
posed; as,  for  example,  timber  piles;  by  their  form  of  cross-sec- 
tion, as  round  or  octagonal  piles;  by  their  inclination,  as  batter 
piles;  by  their  use,  as  guide  piles,  sheet  piles  or  fender  piles; 
or  by  some  attachment  to  their  feet  in  order  to  increase  their 
bearing  power,  as  screw  piles  or  disk  piles. 

A  bearing  pile  is  one  which  carries  a  superimposed  load.  Its 
form  of  cross-section  depends  upon  the  material  of  which  it  is 
composed,  and  may  be  round  or  circular,  square,  hexajgonal  or 
annular.  Its  longitudinal  section  is  frequently  tapering,  but 
sometimes  its  cross-section  remains  uniform  throughout  the 
length  of  the  pile. 

The  head  of  a  pile  is  its  upper  end;  the  foot  of  a  pile  is  its 
lower  end;  the  butt  of  a  pile  is  its  larger  end;  the  tip  of  a 
pile  is  its  smaller  end.  These  definitions  show  that,  the  terms 
head  and  foot  relate  to  the  pile  in  its  final  position  only,  while 
the  terms  butt  and  tip  apply  to  a  tapered  pile  either  before  or 
after  it  is  placed  in  position. 

The  term  '  top '  is  often  applied  to  one  end  of  a  pile  but  this  is 
ambiguous,  since  the  upper  end  of  the  pile  in  the  tree  may  be 
either  the  upper  or  the  lower  end  after  the  pile  is  driven;  its 
use  should  therefore  be  discouraged.  The  same  objection  holds 
with  respect  to  the  term  'point,'  which  is  often  used  to  desig- 
nate the  small  end  of  the  pile,  which  may  be  either  point- 
ed or  left  blunt  by  cutting  off  the  end  perpendicular  to  the 
ads  of  the  pile. 

A  batter  pile  is  one  driven  at  an  inclination  to  resist  forces 
which  are  not  vertical.  They  are  sometimes  called  spur  piles. 
When  a  pile  structure  is  built  to  resist  lateral  pressure,  expe- 
rience has  proven  the  importance  of  relying  chiefly  upon  batter 
piles,  rather  than  upon  the  cross-bracing  of  vertical  piles,  to 
insure  lateral  stability.  When  piles  are  employed  to  resist  the 
lateral  pressure  of  earth  and  to  form  a  wall  which  is  intended  to 
be  water-tight,  they  are  called  sheet  piles.  Their  form  usually 
differs  from  that  of  other  piles,  there  being  a  considerable  va- 
riety in  their  cross-sections  both  for  timber  as  well  as  steel  sheet 
piles.     The  subject  of  sheet-piling  is  discussed  in  Chap.  V  and 
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various  applications  are  given  in  subsequent  chapters.  Short 
piles  are  sometimes  driven  in  order  to  compress  and  consolidate 
the  ground  over  a  considerable  area  to  increase  its  bearing 
power,  but  usually  this  result  is  more  economically  attained  by 
means  of  sand  piles,  perhaps  combined  with  sand  or  cinder  filling 
on  top. 

Bearing  piles  are  used  in  foundation  construction  under  two 
typical  conditions:  first,  when  the  piles  are  driven  through  soft 
or  fluid  material  into  or  to  a  stratum  of  fijrm  or  practically 
unyielding  material;  second,  when  no  hard  bottom  can  be 
reached  by  any  reasonable  length  of  pile  and  the  friction  of  the 
pile  in  the  ground  is  sufficient  to  support  the  load  with  safety. 

In  the  first  case,  the  pile  receives  littie  if  any  lateral  support 
and  therefore  acts  as  a  column;  while  in  the  second  case,  the 
true  pile  action  occurs  and  the  load  is  either  limited  by  the  adhe- 
sion of  the  ground  to  the  surface  of  the  pile  or  the  compressive 
resistance  of  the  material  in  the  upper  part  of  the  pile. 

Bearing  piles  located  in  streams  often  have  to  resist  lateral 
forces  due  to  the  impact  of  drift,  ice,  etc.  As  far  as  possible  such 
forces  should  be  provided  for  by  sway  or  lateral  bracing. 

The  most  favorable  condition  for  the  use  of  bearing  piles 
occurs  when  a  firm  stratum  can  be  reached  by  piles  of  ordinary 
dimensions,  and  therefore  easily  obtainable  in  the  markets,  and 
the  overlying  material  is  compressible,  so  as  to  be  readily  pene- 
trated by  piles,  but  sufficiently  compact  to  prevent  the  piles 
from  bending  and  lateral  displacement. 

Guide  piles  are  used  to  support  the  horizontal  timbers  or 
wales  which  in  turn  guide  and  support  the  vertical  sheet-piling. 
Their  principle  application  occurs  in  cofferdam  construction 
(see  Art.  67),  but  they  are  also  used  in  ferry  slips,  and  to  aid 
in  locating  and  sinking  open  and  pneumatic  caissons  in  streams 
or  lakes. 

Fender  piles,  as  their  name  implies,  are  driven  at  wharfs  or  in 
front  of  large  masonry  structures  or  other  important  works, 
to  protect  them  from  sudden  blows  by  vessels.  In  addition  to 
the  uses  of  piles  mentioned  above,  they  are  employed  in  dikes, 
jetties,  and  other  structures. 
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Timber  piles  are  very  extensively  employed  in  railroad  con- 
struction and  maintenance;  for  trestle  bridges,  either  as  tem- 
porary structures  until  the  filling  in  of  embankments  or  more 
permanent  bridges  of  steel  or  concrete  can  be  built  to  replace 
them,  or  until  they  are  reconstructed  of  the  same  material. 
Trestle  bridges  with  pile  foundations  are  generally  built  in 
emergencies  resulting  from  washouts,  fire,  or  accidents  of  any 
kind.  This  is  due  to  the  rapidity  with  which  the  pile  foundation 
can  be  put  in  place  and  the  rest  of  the  structure  built;  piles  and 
large  dimension  timbers  for  framing  being  regularly  carried  in 
stock.  Guide  piles,  fender  piles,  and  in  fact  all  piles  used  in 
temporary  structures  are  likewise  composed  of  wood. 

It  will  hence  be  noted  that  piles  are  very  extensively  used 
in  modern  engineering  construction.  While  it  is  certain  that 
timber  piles  were  known  as  long  ago  as  the  early  lake  dwellers  of 
Europe,  they  have  been  used  continuously  since  that  time,  for 
foundation  purposes.  On  the  contrary,  concrete  piles  were 
introduced  in  the  opening  years  of  the  twentieth  century. 
Metal  piles  were  first  used  in  1838. 

The  materials  employed  for  piles  include  wood,  concrete 
(either  plain  or  reinforced),  cast  iron,  wrought  iron,  steel  and 
sand.  Sometimes  two  materials  are  used  in  combination;  as. 
for  example,  in  a  wooden  pile  surrounded  by  a  protection  of 
reinforced  concrete,  x>t  in  a  hollow  metal  pile  filled  with  concrete, 
either  with  or  without  reinforcement.  Piles  composed  of  sand 
are  made  in  place  in  the  earth  in  a  vertical  cavity  formed  for 
the  purpose  and  hence  serve  chiefly  to  compact  the  earth  and 
thereby  increase  its  bearing  power. 

In  practice,  a  pile  is  usually  placed  in  position  in  the  ground  by 
driving  it  with  a  steaih-hammer  or  a  drop-hammer,  either  with 
or  without  the  aid  of  one  or  more  water -jets.  In  rare  instances, 
a  pile  may  be  sunk  in  place  by  static  pressure,  either  by  means  of 
block  and  tackle  or  a  weight  of  some  kind.  Sand  piles  or  certain 
types  of  concrete  piles  are,  however,  cast  directly  in  place. 

The  principal  use  of  piles  occurs  in  the  foundations  of  bridges, 
buildings  and  other  structures  in  which  they  act  simply  as 
bearing  piles. 


6  TIMBER  PILES  AND  DRIVERS  Chap.  I 

Art.  3.    Timber  Piles 

In  the  specifications  for  timber  piles  adopted  in  1909  by  the 
American  Railway  Engineering  Association,  the  following  kinds 
of  wood  are  included  for  piles  intended  for  standard  construction 
purposes  and  designated  as  'railroad  heart  grade':  white,  burr, 
and  post  oak;  longleaf  pine;  Douglas  fir;  tamarack;  eastern 
white  and  red  cedar;  chestnut;  western  cedar;  redwood  and 
cypress.  For  temporary  construction,  the  following  kinds  of 
wood  are  included  for  piles  designated  as  'railroad  falsework 
grade':  red  and  all  other  oaks,  not  included  in  railroad  heart 
grade;  sycamore;  sweet,  black  and  tupelo  gum;  maple;  elm; 
hickory;  Norway  pine  or  any  sound  timber  that  will  stand 
driving. 

The  principal  difference  between  these  two  grades  relates  to 
durability,  although  the  former  includes  several  of  the  most 
valuable  species  of  wood  used  in  modern  engineering  construc- 
tion, as  longleaf  yellow  pine,  Douglas  fir  and  white  oak.  Cedar 
piles  are  noted  for  their  long  life  or  durability.  Spruce  is  not 
specifically  mentioned  in  these  specifications,  although  spruce 
piles  are  extensively  used,  especially  in  New  England,  both  for 
railroad  structures  and  other  buildings.  Spruce  from  certain 
localities  has  unusual  toughness,  giving  the  piles  increased  resist- 
ance to  the  tendency  to  split  and  broom  when  driven. 

Among  other  species  which  have  been  used  to  a  very  limited 
extent  for  piles  may  be  mentioned  beech,  ash  and  basswood. 
In  Florida,  palmetto  piles  are  used,  as  this  wood  is  comparatively 
free  from  attacks  of  marine  borers,  known  as  the  teredo.  White 
pine  piles  were  used  in  the  northern  central  states  before  the 
close  of  the  nineteenth  century,  but  since  then  this  species  has 
become  too  valuable  on  account  of  its  demand  for  other  uses  in 
building  construction.  Yellow  pine,  Douglas  fir,  spruce,  cedar 
and  other  conifers  have  increased  value  for  piles  because  they 
are  so  straight  and  free  from  large  branches,  and  can  be  obtained 
in  greater  lengths.  .The  longest  piles  used  in  single  sticks  are 
Douglas  fir.  Oak  piles  are  hard  and  tough,  but  are  not  so 
straight  and  smooth  and  have  the  added  disadvantages  on 
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account  of  weight,  of  increased  cost  of  transportation,  and  of 
liability  to  sink  in  water  unless  lighter  logs  are  used  in  rafts  to 
buoy  them  up. 

The  specifications  of  the  American  Railway  Engineering 
Association  also  include  the  following  requirements,  for  the 
railroad  heart  grade:  Piles  shall  be  cut  from  sound  trees;  shall 
be  close  grained  and  solid,  free  from  defects,  such  as  injurious 
ring  shakes,  large  and  unsound  or  loose  knots,  decay  or  other 
defects,  which  may  materially  impair  their  strength  or  durabil- 
ity. Piles  must  be  cut  above  the  ground  swell  and  have  a  uni- 
form taper  from  butt  to  tip.  Short  bends  will  not  be  allowed. 
A  line  drawn  from  the  center  of  the  butt  to  the  center  of  the  tip 
shall  lie  within  the  body  of  the  pile.  Unless  otherwise  allowed, 
pOes  must  be  cut  when  the  sap  is  down.  Piles  must  be  peeled 
soon  after  cutting.  All  knots  shall  be  trimmed  close  to  the  body 
of  the  pile.  Square  piles  shall  show  at  least  80  percent  heart 
on  each  side  at  any  cross-section  of  the  stick,  and  all  round  piles 
shall  show  at  least  10^  inches  diameter  of  heart  at  the  butt. 
Piles  of  the  railroad  falsework  grade,  however,  need  not  be 
peeled,  and  no  limits  are  specified  as  to  the  diameter  or  propor- 
tion of  heart.  These  specifications  as  revised,  from  time  to 
time,  are  published  in  the  Manual  of  the  American  Railway 
Engineering  Association. 

The  provision  regarding  the  lateral  curvature  of  a  pile  is  modi- 
fied by  some  engineers  so  that  the  center  of  any  cross-section 
shall  not  depart  more  than  one-eighth  of  its  diameter  from  the 
straight  line  joining  the  centers  of  the  butt  and  tip.  In  another 
specification,  this  distance  is  made  i  percent  of  the  length  of 
the  pile.  When  a  pile  has  bends  in  two  directions,  it  is  regarded 
as  a  sufficient  cause  for  rejection  on  first-class  work.  It  has  been 
found  by  experience  that  spruce  piles  selected  for  their  straight- 
ness  and  smoothness  could  be  driven  satisfactorily  where  it 
was  impossible  to  drive  oak  piles,  which  were  irregular  in  shape 
and  covered  with  knots.  Timber  piles  are  driven  with  the 
butt  down  under  some  conditions,  this  topic  being  discussed 
in  Art.  14. 

The  time  of  year  in  which  timber  is  cut  for  piles  does  not 
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receive  the  degree  of  attention  which  it  deserves.  It  affects 
both  the  strength  of  the  timber  and  its  durability.  Tests  made 
in  Germany  on  four  spruce  trees,  growing  close  together  in  the 
same  soil,  showed  that  if  the  strength,  when  cut  in  December,  is 
taken  as  loo  percent,  those  cut  in  January,  February,  and  March 
had  strengths  of  88,  80,  and  62  percent  respectively.  **Beech 
timber  cut  in  December  and  January  gave  an  average  mechan- 
ical life  of  six  years,  whereas  the  same  kind  of  timber  cut  in  the 
same  location  in  February  and  March  gave  a  service  of  only 
two  years." 

Experience  in  this  country  has  also  shown  conclusively,  that 
the  use  of  piles  of  the  best  species  of  wood  may  lead  to  serious 
loss  when  it  is  cut  in  the  summer  and  left  only  a  short  time 
before  the  bark  is  peeled.  Decay  due  to  fungi  and  the  ravages 
of  worms,  which  became  manifest  when  the  sapwood  began  to 
decay,  required  in  one  case  involving  a  very  large  number  of 
piles,  the  replacement  of  the  whole  lot  within  four  years,  some 
of  them  being  eaten  through  entirely  within  two  years  (see  Rail- 
road Gazette,  vol.  31,  page  865,  Dec.  15,  1899). 

Foundation  piles  when  cut  off  below  the  ground-water  level, 
apparently  have  an  indefinite  life.  For  example,  in  recon- 
structing a  bridge,  timber  piles  were  removed  which  indicated 
no  material  decay  after  being  in  service  600  years.  A  still  more 
conspicuous  example  was  brought  to  the  attention  of  engineers 
and  architects,  when  the  Campanile  of  St.  Mark's  in  Venice 
fell  in  1902.  The  piles  in  the  foundation  which  had  been  in 
service  for  icx>2  years  were  found  to  be  in  such  a  good  state  of 
preservation  that  they  were  allowed  to  remain  to  support  the 
reconstructed  tower. 

A  lagged  pile  has  pieces  of  timber  bolted  around  the  sides  of 
the  pile,  in  order  to  increase  its  bearing  power.  It  increases 
the  area  of  cross-section  and  also  the  surface  of  the  sides  of  the 
pile  which  is  of  more  importance,  since  such  piles  are  used  only 
in  very  soft  material.  The  New  York  City  Dock  Department 
made  a  test  in  1902  of  the  relative  bearing  power  of  lagged  and 
unlagged  piles  driven  in  North  River  mud,  the  results  of  which 
are  recorded  in  Trans.  Am.  Soc.  C.  E.  (1905),  vol.  54  F,  pages  8 
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and  27.  The  discussion  by  the  author  of  the  paper  implies 
that  the  ultimate  bearing  power  was  increased  about  50  percent. 
The  total  penetration  of  the  piles  ranged  from  47.1  to  52.6 
feet,  while  the  lagging  was  only  30  feet  in  length.  Although  it  is 
not  stated  what  position  vertically  the  lagging  occupied,  it 
appears  that  the  surface  in  contact  with  the  mud  was  increased 
about  70  percent.  An  expert  on  pile  driving  has  expressed  the 
opinion  that  the  lagging  of  piles  is  unnecessary  and  relatively 
costly.  In  general  practice,  lagged  piles  are  rarely  ever  used, 
and  it  may  therefore  be  concluded  that  they  are  not  desirable. 

Art.  4.    Form  and  Dimensions 

Since  a  timber  pile  generally  consists  of  the  lower  portion  of 
the  trunk  of  a  tree,  after  its  branches  and  bark  are  removed, 
and  the  knots  trimmed  close  to  the  body,  its  cross-section  is 
round  or  approximately  circular.  Square  piles  are  rarely 
used  as  bearing  piles,  and  only  to  a  limited  extent  for  special 
purposes,  one  of  which  is  to  form  large  timber  sheet  piles  by  the 
addition  of  scantlings  on  two  sides  to  form  tongue-and-groove 
joints.  Since  the  introduction  of  steel  sheet-piling,  there  is  but 
little  need  for  framing  sheet  piles  out  of  12  by  12-inch,  or  even 
larger,  timbers  (see  Art.  59). 

The  specifications  referred/ to  at  the  beginning  of  the  preced- 
mg  article  contain  the  following  paragraph,  relating  to  dimen- 
sions: For  round  piles,  the  minimum  diameter  at  the  tip  shall 
be  9  inches,  for  lengths  not  exceeding  30  feet;  8  inches  for  lengths 
over  30  feet  but  not  exceeding  50  feet;  and  7  inches  for  lengths 
over  50  feet.  The  minimum  diameter  at  one-quarter  of  the 
length  from  the  butt  shall  be  12  inches,  and  the  maximum  diam- 
eter at  the  butt  20  inches.  The  same  requirements  apply  to 
the  square  pile,  by  substituting  thickness  for  diameter. 

The  relation  between  the  diameters  of  butt  and  tip  depends 
iif>on  the  length  of  a  pile  and  naturally  varies  for  diflferent  spe- 
cies of  wood.  The  diameters  of  piles  for  ordinary  buildings  are 
usually  somewhat  smaller  than  for  bridges  and  very  heavy 
buildings,  but  the  diameter  of  tip  should  not  be  less  than  6  inches 
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in  any  case.  When  a  pile  acts  principally  as  a  column,  it  should 
have  a  larger  tip  than  if  its  resistance  depends  mainly  on  friction. 

The  clearance  between  the  leads  of  pile  drivers,  and  between 
which  piles  must  be  placed  to  drive  them,  is  ordinarily  22  inches 
and  it  will  be  noted  that  the  maximum  limit  placed  upon  the 
diameter  of  butt,  in  the  specifications  quoted  above,  is  2  inches 
less.  It  may  be  stated  that  the  diameter  of  butt  usually  ranges 
from  II  to  16  inches  in  foundations  which  are  neither  intended 
for  very  light  not  exceptionally  heavy  structures. 

The  length  of  a  pile  necessarily  depends  upon  the  character 
of  the  earth  into  which  it  is  to  be  driven.  Piles  as  short 
as  10  feet  have  been  used  but  it  is  questionable  whether  this  is 
not  too  low  a  minimum.  In  ordinary  construction,  the  length 
of  piles  varies  roughly  from  20  to  40  feet.  As  an  illustration  of 
the  use  of  long  piles,  Douglas  fir  piles  ranging  in  length  from  60 
to  120  feet  were  driven  in  1907  for  the  trestle  approaches  of  the 
Dumbarton  bridge  at  San  Francisco  Bay,  the  penetrations  in 
some  cases  being  as  great  as  60  feet.  The  tip  was  not  less  than 
9  inches,  while  the  butt  was  limited  to  22  inches.  In  the  jetty 
construction  at  the  mouth  of  the  Columbia  River  piles  130  feet 
long  were  driven  50  feet  into  the  bed  of  the  river;  they  were  30 
inches  in  diameter  at  the  butt.  Even  greater  lengths  up  to  175 
feet  were  formerly  used  on  the  Pacific  Coast,  but  since  the  best 
timber  next  to  the  coast  or  navigable  streams  has  been  cut,  the 
available  lengths  are  limited  by  the  conditions  of  railroad  trans- 
portation. Where  the  character  of  the  earth  or  of  the  several 
strata  to  be  penetrated  is  fairly  uniform  over  the  area  of  a 
given  site,  it  is  desirable  to  use  piles  as  nearly  alike  in  diameter 
and  length  as  can  be  secured  economically  in  the  available 
markets.  Where  the  driving  is  easy  a  small  pile  is  frequently  as 
advantageous  as  a  large  one;  but  where  the  driving  is  hard  a 
large  pile  is  required  so  as  to  have  the  necessary  strength  and 
stiffness  to  stand  the  driving. 

The  principles  of  good  design  and  economic  construction 
require  the  proper  lengths  of  piles  to  be  determined  in  advance. 
In  the  absence  of  definite  knowledge  by  previous  pile-driving 
experience  at  the  same  location  or  contiguous  to  it,  a  careful 
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exploration  of  the  ground  should  be  made  by  means  of  auger  or 
wash-borings  or  by  means  of  test  piles.  Tests  should  be  made  at 
certain  intervals  along  the  line  of  a  trestle  bridge,  at  the  loca- 
tions of  piers  and  abutments,  or  at  several  places  distributed 
over  the  area  of  a  building,  foundation.  Driving  test  piles  is 
advantageous,  since  it  furnishes  information  at  the  same  time  on 
the  number  of  blows  required  to  secure  the  necessary  total  pene- 
tration and  hence,  the  approximate  time  for  the  subsequent 
work.  This  item  alone  is  frequently  worth  far  more  than  the 
cost  of  the  investigation.  On  the  other  hand,  emergencies  may 
arise  in  which  the  value  of  such  preliminary  tests  in  saving 
material  and  labor  in  construction  may  be  offset  by  a  greater 
loss  due  to  delay  in  resuming  traffic  operations.  Methods 
of  making  explorations  by  different  appliances  are  described 
in  Chap.  XVII. 

If  some  other  method  is  used  to  determine  the  supporting 
power  of  the  earth,  and  it  is  proposed  to  compute  the  size  of 
pile,  it  is  well  to  consider  that  '*  with  the  usual  methods  in  vogue, 
in  which  large  initial  stresses  are  to  be  expected,  it  is  not  safe  to 
use  piles  of  diameters  which  would  be  just  large  enough  to  sup- 
port the  developed  supporting  power  of  the  earth,  nor  would  it 
be  practicable  to  secure  or  drive  them." 

A  convenient  table  prepared  by  E.  O.  Faulkner,  for  cal- 
culating the  volume  of  piling  in  cubic  feet,  and  which  is  based  on 
the  prismoidal  formula,  may  be  found  in  Eng.  News,  vol.  54, 
page  170,  or  in  Richey^s  Building  Foreman's  Pocket-book. 

Art.  5.    The  Phenomena  of  Pile  Driving 

The  term  pile  driving  is  applied  to  the  operation  of  taking  a 
pile  and  forcing  it  into  a  definite  position  in  the  ground  without 
previous  excavation.  A  number  of  different  methods  are 
employed  for  this  purpose  which  require  different  kinds  of  equip- 
ment. Historically  the  oldest  method  of  driving  a  pile  is  by 
means  of  a  hammer.  While  very  small  bearing  piles,  or  posts, 
were  doubtless  driven  at  first  by  hand  with  a  maul  or  beetle, 
those  of  larger  size  usually  designated  as  piles  required  the  use  of 
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a  machine  by  which  a  hammer  was  raised  with  the  aid  of  a  pulley 
and  rope  and  allowed  to  drop  on  the  head  of  the  pile.  A  weight 
used  in  this  manner  was  hence  called  a  drop-hammer.  At  first 
men,  then  horses,  and  afterward  the  steam  engine  were  used  to 
raise  the  hammer. 

After  the  invention  of  the  steam  engine,  steam-hammers  were 
designed  in  which  the  driving  weight  is  lifted  a  short  distance 
by  steam  pressure  and  allowed  to  fall  by  gravity,  the  rapidity  of 
action  being  greatly  increased.  Subsequently  steam-hammers 
were  invented  in  which  steam  pressure  reinforces  the  action  of 
gravity  on  the  down  stroke.  At  one  time  pressure  due  to  the 
explosion  of  gunpowder  was  used  to  drive  piles  but  that  method 
is  now  regarded  as  antiquated.  To  a  very  limited  extent  pile 
driving  has  been  accomplished  by  placing  a  static  weight  upon 
a  pile  and  rocking  it  to  and  fro  in  soft  ground,  to  which  condi- 
tion this  method  is  practically  limited. 

Another  method  of  more  recent  discovery  which  has  greatly 
advanced  the  art  of  pile  driving  consists  in  the  use  of  the  water- 
jet  to  aid  in  displacing  the  earth  at  the  foot  of  the  pile  and  to 
lessen  the  friction  of  the  pile  as  it  descends  through  the  surround- 
ing material.  This  method  is  generally  employed  in  conjunc- 
tion with  the  use  of  a  hammer,  although  occasionally  the  hammer 
may  serve  merely  as  a  static  weight  during  a  portion  of  the  time 
required  to  sink  the  pile. 

The  phenomena  of  pile  driving  may  perhaps  be  most  readily 
understood  by  the  student  by  considering  the  case  in  which  a 
timber  pile  is  driven  vertically  into  the  ground  by  means  of  a 
drop-hammer.  After  the  piles  are  delivered  on  the  site  within 
reach  of  one  of  the  lines  of  the  pile-driver  which  is  used  to 
handle  the  piles,  the  line  is  made  fast  to  a  pile  near  its  head 
and  first  dragged,  if  necessary,  close  to  the  front  of  the  pile- 
driver,  and  then  hoisted  until  it  is  suspended  in  the  air.  It  is 
next  placed  and  held  laterally  between  the  pair  of  tall  parallel 
members  of  the  pile-driver  known  as  the  leads  and  between 
which  the  hammer  is  guided  in  its  movements.  After  lowering 
the  pile  until  its  foot  rests  on  the  ground,  the  line  is  released. 
The  hammer,  being  held  at  the  top  of  the  leads  by  the  other 
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line,  is  now  released  and  in  falling  strikes  the  head  of  the 
pile.  It  is  then  raised  again  and  released  for  the  second  blow, 
and  so  on  for  successive  blows  until  the  required  penetration 
of  the  pile  is  obtained. 

During  its  fall  the  velocity  of  the  hammer  is  accelerated  until 
the  instant  when  the  hammer  and  the  pile,  in  connection  with 
a  certain  mass  of  earth  beneath  and  around  it,  move  together. 
When  the  hammer  strikes  the  head  of  the  pile  the  pressure 
between  the  pile  and  hammer  increases  from  zero  up  to  a  certain 
value  when  the  pile  as  a  whole  begins  to  move.  After  all  the 
compression  in  both  hammer  and  pile  has  taken  place  they  will 
move  together.  Their  velocity  is  then  gradually  reduced  to  zero 
by  the  varying  resistance  of  the  earth  during  the  time  of  pene- 
tration for  the  pile.  Some  of  the  work  done  by  the  falling  ham- 
mer is  consumed  in  overcoming  friction,  in  crushing  and  heating 
the  head  of  the  pile,  and  in  compressing  the  pile  and  hammer, 
while  the  remainder  causes  the  penetration  of  the  pile. 

In  careful  experimental  investigations  conducted  by  Ernest 
P.  Goodrich,  with  an  apparatus  designed  to  show  the  exact 
vertical  motion  of  the  pile,  the  time  occupied  by  this  motion, 
the  velocity  of  the  hammer  as  it  strikes  the  pile,  the  velocity  of 
the  pile  at  each  instant  of  its  movement,  and  the  amount  of 
compression  suffered  by  the  head  of  the  pile  from  the  blow  of  the 
hammer,  it  was  found  that  on  the  average  the  penetration,  meas- 
ured from  the  deepest  point,  varies  practically  as  the  square  of 
the  time  measured  from  the  final  instant.  The  autographic 
records  showed  also  that,  in  the  majority  of  cases,  the  final  mag- 
nitude of  the  force  acting  on  the  pile  is  the  same  as  its  initial 
magnitude  when  the  pile  and  hammer  move  together;  and 
prove  conclusively  that  the  hammer  remains  in  contact  with 
the  pile  until  the  motion  of  the  latter  has  ceased. 

Small-sized  experiments  on  pressing  sticks  with  blunt  tips 
into  sand  and  other  kinds  of  earth,  as  well  as  observations  of 
regular  piles,  show  that  a  conical  mass  is  formed  at  the  tip  and 
pushed  along  while  curved  flow  lines  of  earth  appear  as  the 
material  is  pushed  aside  and  compressed.  The  extent  of  the 
movement  depends  upon  the  compressibility  of  the  earth. 
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Often  some  of  the  material  near  the  sides  of  the  pile  will  move 
upward  slightly.  It  is  thus  seen  that  the  supporting  power  of 
the  ground  penetrated  is  one  of  the  elements  which  determines 
the  load  which  a  pile  can  bear.  In  most  cases  this  supporting 
power  of  the  ground  increases  more  or  less  with  the  depth,  and 
hence  the  load  depends  upon  the  total  depth  of  penetration. 
Sometimes  the  larger  part  of  the  superimposed  load  is  trans- 
mitted by  the  pile  through  its  foot  to  a  hard  substratum,  and 
therefore  acts  like  a  column.  When  the  pile  is  supported 
entirely  by  the  frictional  resistance  between  its  sides  and  the 
earth,  the  load  is  transmitted  to  a  deep  ground  level  in  a  conoid 
of  pressure  through  the  earth  above  it.  Usually  these  two 
methods  of  transferring  a  load  from  a  pile  to  the  earth  act 
together  in  varying  proportions. 

Art.  6.    Pile-Drivers 

A  pile-driver  is  a  machine  for  driving  piles.  Its  characteris- 
tic feature  consists  of  the  leads,  which  are  upright  parallel  mem- 
bers to  support  the  sheaves  used  to  hoist  the  hammer  and  piles, 
and  to  guide  the  hammer  in  its  movement.  The  leads  are  held 
in  position  by  being  framed  with  back  stays  and  other  bracing 
into  the  form  of  a  tower  supported  on  horizontal  sills.  In  a 
standard  form  of  contractors'  pile-driver  the  bed  frame  con- 
taining the  sills  is  extended  back  far  enough  to  support  the  hoist- 
ing engine  and  boiler,  and  the  whole  outfit  is  mounted  on  rollers 
as  illustrated   in  Fig.  6a. 

Pile-driver  towers  are  constructed  either  of  timber  or  steel, 
and  are  built  in  a  variety  of  forms  for  different  purposes,  or 
conditions.  Rungs  are  attached  to  the  rear  inclined  posts,  or 
back  stays  of  the  tower,  to  form  a  ladder.  The  bracing  consists 
of  horizontal  and  diagonal  members.  In  the  figure  two  long 
diagonal  braces  are  shown  in  addition  to  the  diagonals  in  each 
panel.  Sometimes  the  long  diagonals  are  omitted  and  only 
short  diagonals  are  placed  in  every  panel,  while  in  the  smaller 
towers  all  diagonals  may  be  omitted.  Occasionally  the  lower 
diagonals  are  extended  over  two  panels,  or  long  diagonals  may 
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be  employed  without  any  short  ones.  The  tower  is  braced 
laterally  either  by  guy  ropes  attached  to  the  rings  near  its  top  or 
by  long  inclined  posts,  or  wind  braces,  in  which  case  the  bed 
frame  is  generally  widened  to  support  these  braces.  Leads  as 
long  as  ICO  feet  and  i  inch  under  the  head-block  have  been 
built.     See  also  Fig.  62a. 

By  the  addition  of  roller  bearings  a  driver  may  be  moved  for- 
ward, backward,  and  sidewise.  When  it  is  mounted  on  a 
turntable  it  is  called  a  swiveling  pile-driver,  and  combines  swing- 
ing to  the  right  or  left  with  the  motions  noted  in  the  previous 
sentence,  the  movement  sidewise  being  made  however  by  chang- 
ing the  rollers.  The  inner  faces  of  wooden  leads  are  protected 
by  channel-iron  liners,  in  order  to  reduce  friction  and  wear. 

A  driver  intended  to  be  used  in  excavations  to  drive  piles 
below  the  level  of  its  supporting  track,  sometimes  has  rigid 
detachable  leads  which  extend  to  the  required  depth.  A  better 
arrangement  consists  in  the  use  of  telescopic  leads  which  slide 
inside  of  the  stationary  leads,  and  are  handled  by  an  extra  line 
to  a  third  hoisting  drum.  By  this  means  piles  may  be  driven 
without  the  aid  of  a  follower  in  deep  trenches  or  through  con- 
tracted openings,  or  in  the  bottoms  of  cofferdams  containing  a 
large  amount  of  internal  bracing.  Floating  pile-drivers 
mounted  on  scows  have  had,  in  exceptional  cases,  100-foot 
telescopic  extension  leads  working  within  100-foot  fixed  leads. 
With  such  equipment  it  has  been  possible  to  drive  piles  35  to  40 
feet  below  the  water  surface  with  the  aid  of  a  follower  that  was 
thus  guided  at  its  lower  end  as  well  as  at  its  upRer  one.  Hang- 
ing leads,  which  can  also  be  used  for  the  same  purpose  as  exten- 
sion leads,  are  often  used  in  connection  with  ordinary  derricks 
or  cranes. 

Art.  7.    Track  Pile-Drivers 

Pile-drivers  of  recent  design  for  railroad  service  have  been 
developed  to  a  high  degree  of  efficiency.  In  the  report  of  the 
Committee  on  Wooden  Bridges  and  Trestles  of  the  American 
Railway  Engineering  Association  in  19 11  (see  Proceedings,  vol. 
12,  part  I,  page  290),  are  contained  the  following: 
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DESIRABLE  FEATURES  OF  A  TRACK  PILE-DRIVER 

(i)  Steam-hammer.  To  secure  greater  rapidity  in  driving 
,nd  with  less  injtiry  to  the  pile  than  that  secured  by  the  drop- 
lammer.  (2)  Water-jet  apparatus.  (3)  Tiurntable  allowing 
practically  a  complete  rotation.  In  most  cases  the  work  can  be 
lone  froin  either  side,  and  in  many  of  the  remaining  cases  it  is 
possible  to  foresee  the  nature  of  the  work  and  to  head  the 
driver  in  the  proper  direction  at  the  nearest  Y  or  turntable. 
Sometimes,  however,  turning  facilities  may  be  far  distant,  or  a 
pile-driver  may  be  caught  between  two  washouts  when  it 
becomes  essential  to  be  able  to  turn  the  machine  to  perform  the 
work  at  both  places.  (4)  Swinging  leads.  The  leads  require 
an  efficient  rigging  to  permit  driving  piles  with  a  batter  in  either 
direction.  When  driving  across  the  track  on  such  work  as 
driving  bents  for  an  adjacent  track,  it  is  convenient  to  be  able 
to  drive  with  the  leads  not  fully  raised,  so  as  to  secure  the  proper 
batter,  (s)  Self-propelling  mechanism.  The  greater  the  tract- ' 
Ve  fwce  and  speed  the  more  independent  is  the  pile-driver  from 
ocomotive  service.  They  should  preferably  be  sufficient  to  dis- 
>ense  with  a  locomotive  except  for  long  hauls.  (6)  Restricted 
Diojection  on  the  side  opposite  the  leads  when  swung 
icross  the  track  and  without  unnecessary  weight.  (7)  High- 
speed power  service  for  raising  the  leads.  On  a  main  line  it  is 
Erequently  possible  to  drive  only  one  or  two  piles  before  running 
to  a  siding.  In  some  cases  the  character  of  this  apparatus  to 
raise  the  leads  determines  whether  a  single  pile  can  be  driven 
l)etween  trains  or  will  delay  a  train.  (8)  Adequate  overhang. 
To  enable  machines  to  drive  piles  as  far  ahead  of  the  leading 
wheels  and  as  far  sidewise  as  possible.  On  work  for  double- 
txacking  the  sidewise  reach  should  be  sufficient  to  drive  a  bent 
on  the  new  track  from  a  position  on  the  old  track.  (9)  Facili- 
ties for  driving  below  the  track.  (10)  Ability  to  shift  the  ham- 
mer when  the  leads  are  down.  (11)  No  obstructions  in  the 
view  of  the  engineman  and  niggerhead  operator.  (12)  Length 
of  leads.  To  accommodate  the  longest  piles  practicable.  (13) 
Strength  and  rigidity  of  supports  for  leads  and  hammer.    They 
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Buildiug  a  J'ile  Trestle. 

The  is-foot  leads  swing  freely  on  the  boll  by  which  Ihey  am  suspcndol  from 
boom;  when  driving  tliey  are  l)rw:etL  by  BtrutH  to  some  of  the  Roishei]  work-  V. 
pieces  on  Che  bock  of  the  learls  and  an  iron  bar  placed  oeros  the  Irvnt  on  two  h< 
at  the  bottom  of  the  leads  hold  the  pile  in  position.  The  drop  hammer  k  open 
by  the  regular  hcii:>ting  nipe.  and  the  aamc  rope  is  used  to  hnist  the  pile  into 
leads,  the  hanuner  meantime  b«<ing  held  at  the  Wf  of  the  Elides  by  a  bolt. 
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should  be  adequate  to  handle  the  hammer  and  the  heaviest 

wooden  pile  without  damage.    It  is  now  becoming  important 

to  be  able  to  handle  concrete   piles.     (14)  Stability.    The 

driver  while  standing  on  its  own  wheels,  without  any  jacks 

or  special  supports,  should  be  able  to  pick  up  and  drive  a  pile 

^^  any  position   within   its    reach.     (15)  Flush    ends.     For 

Convenience  of  transportation  in  freight  trains,  no  part  project- 

^g  beyond  the  drawheads.x   Otherwise  an  idler  is  required 

Which  then  may  be  used  as  a  tool  car.     (16)  No  lengths  of 

steam  hose  that  might  be  replaced  by  pipe. 

No  single  make  or  design  of  driver  has  incorporated  every  one 
of  these  desirable  features.    Those  which  come  nearest  to  doing 
So  are  not  of  the  combination  type  but  are  designed  especially 
for  exclusive  use  as  pile-drivers.    In  different  makes  the  reach 
ranges  from  15  to  21  feet  ahead  of  the  wheel  base,  the  reach  side- 
vrays  from  20  to  33  feet  from  center  of  track,  while  the  longer 
leads  are  from  40  to  47  feet.     Some  drivers  are  equipped  with 
both  steam-  and  drop-hamipers  and  the  best  ones  have  a  water- 
jet  outfit.    The  turntable  is  usually  on  top  of  the  car  body 
but  in  one  case  a  hydraulic  turntable  is  provided  which  takes 
bearing  on  the  track,  raises  and  turns  the  entire  car  (Fig.  7a) . 
Those  which  are  self-propelling  have  a  speed  from  8  to  25 
miles  per  hour. 

In  one  typical  form  the  aim  has  been  to  combine  the  functions 
of  a  pile-driver  with  those  of  a  steam-derrick  car  in  the  erection 
of  small  bridges,  the  maintenance  of  bridges  and  culverts,  pulling 
down  temporary  structures  and  old  bridges,  or  clearing  up  a 
wreck.  A  boom  is  therefore  provided  of  sufficient  capacity  for 
such  work.  In  some  instances  it  is  placed  in  front  of  the  leads 
when  in  use,  while  in  others  the  boom  always  remains  in  place, 
being  connected  by  blocks  and  tackle  to  a  transverse  frame  and 
mast,  the  pile  driving  being  done  by  leads  hanging  from  the 
boom.  In  transit  the  boom  is  down  and  extends  over  the  length 
of  a  flat  idler  car  coupled  ahead.  In  another  typical  form  the 
leads  and  their  supporting  truss  and  braces  are  replaced  by 
other  appliances  to  convert  it  into  a  locomotive  crane  or 
excavator. 
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Art.  8.    The  Drop  Pile-Hauuer 

A  drop-hammer  is  one  which  is  raised  by  means  of  a  rope  and 
then  allowed  to  drop.  It  consists  of  a  solid  casting  with  jaws  on 
each  side  which  £t  into  the  guides  of  the  pile-driver  leads,  with 
a  pin  near  the  top  for  the  attachment  of  the  rope  or  of  the  nip- 
pers, and  with  a  broad  base  on  which  it  strikes  the  pile. 

Fi^.  8ffl  shows  a  drop-hammer  of  modern  design  with  all  cor- 
ners rounded.  It  is  made  as  long  as  practicable  to  increase  the 
bearing  in  the  leads,  while  the  jaws  have 
as  little  play  as  possible  between  the 
leads  and  hammer  to  reduce  the  jar  on 
the  driver  when  the  pile  is  struck.  The 
form  is  arranged  to  have  its  center  of 
gravity  as  low  as  possible.  When  the 
hammer  is  to  hit  the  head  of  the  pile 
directly,  its  base  is  made  slightly  con- 
cave, but  when  a  pile  cap  is  employed, 
as  is  done  in  the  best  practice,  the  base 
is  made  flat. 

When  the  hammer  is  to  have  a  free 
fall,  as  may  be  required  on  test  piles  or 
for  very  light  hammers  raised  by  horse 
power,  the  pin  is  triangular  in  section 
with  its  lower  face  horizontal,  to  engage  the  'nippers'  auto- 
matically. The  upper  ends  of  the  nippers  are  curved  so  that 
when  the  trip  is  reached,  they  are  drawn  together  and  thus 
release  the  hammer  for  its  drop  on  the  pile.  When  the  ham- 
mer is  to  be  raised  by  a  hoisting  drum  with  a  friction  clutch,  a 
round  pin  is  used  to  which  the  line  is  attached  directly.  The 
latter  method  affords  the  following  advantages  for  regular 
work:  More  rapid  operation;  facility  in  regulating  the  height 
of  drop;  and  avoiding  the  danger  of  losing  the  hammer  if  it 
should  pass  out  of  the  leads. 

The  weight  of  drop-hammers  most  generally  used  in  American 
practice  to  drive  timber  piles  ranges  from  about  2000  to  3800 
pounds.     For  posts  and  very  small  piles  the  weight  runs  as  low 
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as  500  pounds,  while  for  heavy  construction  requiring  very  long 
piles  it  runs  as  high  as  5200  pounds.     For  very  light  service  a 
heavy  block  of  oak  wood  is  sometimes  employed.    The  weight 
of  drop-hammers  to  be  adopted  depends  upon  the  weight  of  the 
piles  and  the  character  of  the  ground  to  be  penetrated.    The 
relation  of  the  weight  and  fall  of  the  hammer  to  the  bearing 
power  of  piles  and  to  success  in  securing  adequate  total  penetra- 
tion without  injury  to  timber  piles  is  discussed  in  Art.  27. 
The  weight  of  hammers  to  drive  concrete  piles  is  referred  to 
in  Art.  48. 

Art.  9.    The  Steam  Pile-Hammer 

A  steam-hammer  is  one  which  is  automatically  raised  and 
dropped  a  comparatively  short  distance  by  the  action  of  a  steam 
cylinder  and  piston  supported  in  a  frame  which  follows  the  pile. 
It  was  invented  in  England  by  James  Nasmyth  in  1845,  ^ind 
was  first  used  on  October  6,  1846,  to  drive  piles  for  a  bridge 
foundation.  One  type  of  steam-hammers  has  been  built  in 
this  country  since  1875  and  after  various  improvements 
has  continued  in  use,  being  known  at  present  as  the 
Warrington  hammer. 

Steam-hammers  are  of  two  general  classes  si,ngle  acting  and 
double  acting.  In  the  former  and  older  class  the  steam  pressure 
is  applied  to  raise  the  striking  part  of  the  hammer,  while  it  falls 
by  gravity.  The  force  of  the  blow  depends  upon  the  length  of 
stroke  and  the  movable  weight,  the  number  of  blows  depending 
upon  the  steam  pressxire.  In  the  latter  class  the  steam  pressure 
raises  the  hammer  and  also  reinforces  the  action  of  gravity  dur- 
ing its  descent,  the  force  of  the  blow,  as  well  as  the  rapidity  of 
action,  being  functions  of  the  pressure.  The  latter  apparatus  is 
more  compact,  lighter  and  operated  with  greater  rapidity.  The 
Warrington  and  Cram  hammers  are  single  acting,  while  the 
Amott,  Industrial  Works,  New  Monarch,  Goubert,  and  McKier- 
nan-Terry  hammers  are  double  acting.  Another  classification 
may  be  based  upon  whether  the  striking  part  is  attached  to  a 
movable  piston  or  to  a  movable  cylinder.    The  Warrington, 
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Arnott,  New  Monarch,  and  McKiernan-Terry  have  the  former 
arrangement,  while  the  Cram,  Industrial  Worlis,  and  Goubert 
have  the  latter.  The  latter  arrangement  is  also  incorporated, 
however,  in  the  McKiernan-Terry  hammer  since  it  contains  an 
auxiliary  fijced  piston  which  operates  in  a  cylinder  bored  out  of 
the  upper  end  of  the  main  piston.  This  novel  feature  forms  a 
device  to  accelerate  and  intensify  the  down-stroke. 


I  -^      "^^ 


The  following  table  gives  weights,  dimensions  and  other 
data  for  the  largest  regular  size  of  hammer  for  each  of  six  differ- 
ent makes.  It  is  noted  that  in  the  double-acting  hammers  the 
weight  of  striking  parts  is  only  about  one-half  to  one-fourth  as 
great  as  in  the  single-acting  ones.  The  table  also  indicates  the 
steadily  increasing  number  of  blows,  as  well  as  the  reduced 
height,  thus  requiring  less  space  in  the  leads.  The  piston  speed 
is  nearly  uniform.    The  Arnott  and  the  McKiernan-Terry  ham- 
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mers  may  also  be  operated  by  compressed  air.     The  Arnott 
steam-hammer  is  illustrated  in  Fig.  6a. 


Largest  Sizes  of  Various  Steam  Pile-Hammers 


Trade  designation 


Size  number 

Total  weight  in  pounds 

Weight  of  striking  part,  pounds. 

Total  height  in  inches 

Diameter  of  cylinder,  inches. . . . 

Stroke  in  inches 

Total  downward  force,  pounds. . 

Number  of  blows  per  minute 

Bofler  pressure,  lbs.  per  sq.  in. . . 
Boiler  required,  HP 
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The  total  weights  of  the  smallest  sizes  are  respectively  1350 
1000,  365,  750,  950,  and  17s  pounds.  The  number  of  blows 
per  minute  for  the  double-acting  hammers  for  the  same  sizes  are 
3oo>  350,  200,  and  500.  Generally  the  hghtest  hammers  are 
used  for  light  sheet-piling  only.  Additional  data  may  be  found 
in  the  illustrated  catalogues  published  by  the  manufacturers. 

During  the  operation  of  driving,  the  steam-hammer  and  its 
frame  rest  upon  the  pile,  the  head  of  which  is  trimmed  to  fit 
into  the  recessed  or  open  base  of  the  frame.  The  frame  has 
channel  or  angle  guides  on  the  sides  which  engage  the  leads  of  the 
driver.  The  frame  in  turn  guides  the  hammer  in  its  movement, 
and  in  several  makes  entirely  encases  it.  While  the  weight  of 
the  striking  parts  is  only  a  fraction  of  the  total  weight,  the  extra 
dead  weight  of  the  frame  helps  to  keep  the  pile  in  motion  after 
it  is  started  by  the  blow.  Generally  the  blows  follow  each  other 
so  rapidly  that  the  pile  is  in  continuous  motion.  The  Umited 
vibration  thus  developed  in  the  pile  is  also  an  aid  in  securing  its 
penetration,  particularly  in  ground  containing  a  large  percent- 
age of  sand  which  otherwise  offers  considerable  resistance.  The 
vibration  is  limited  by  the  weight  which  constantly  rests  upon 
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the  pile.  The  effect  of  the  short  quick  blow  in  securing  pene- 
tration is  analogous  to  the  method  of  driving  an  ordinary  pin 
into  a  block  of  lead  by  many  hght  taps  with  a  very  small  ham- 
mer, which  could  not  be  done  by  fewer  but  heavier  blows. 


Art.  10.    Advantages  of  Steam-Hammers 

The  following  selected  records  of  actual  experience  are  pre- 
sented in  order  to  indicate  the  relative  values  of  steam-  and 
drop-hammers  when  used  under  practically  the  same  conditions. 
The  interests  of  good  practice  would  be  materially  aided  if  more 
tests  of  this  kind  were  made  under  a  wide  range  of  conditions. 

In  driving  piles  for  cylinder  piers  20  feet  in  diameter  for 
a  bridge  on  the  Norfolk  and  Western  Railroad,  at  Norfolk, 
Va.,  the  piles  in  one  cyhnder  were  driven  by  a  3300-pound 
drop-hammer  with  a  fall  of  10  feet,  while  those  in  the  twin 
cylinder  of  the  same  pier  33  feet  away  and  in  the  nearest  cylinder 
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of  the  next  pier,  44  feet  distant,  were  driven  by  a  steam-hammer 
with  striking  parts  weighing  3000  poimds,  a  total  weight  of  6000 
pounds,  a  normal  stroke  of  36  inches  and  an  eflfective  fall  of  30 
inches.  The  following  record  relates  only  to  the  averages  for 
the  first  six  piles  driven  in  each  cylinder  respectively.  In  the 
first  cylinder  the  average  penetration  imder  the  last  blows  was 
J  inch,  and  for  each  of  the  other  cylinders  the  average  penetra- 
tion under  the  last  100  blows  was  7  inches  or  practically  14 
blows  per  inch.  The  total  penetrations  averaged  28,  36,  and 
26  feet  respectively  for  the  three  cylinders.  The  drop-hammer 
broomed  the  heads  of  the  piles  and  no  increase  in  penetration 
was  secured  by  increasing  the  drop  above  10  to  15  feet.  With 
the  stQam-hatnmer  no  brooming  occurred  and  the  full  force  of 
the  blow  was  effective  at  all  stages  of  the  driving.  The  piles 
were  driven  in  about  38  feet  of  water,  about  16  feet  of  the  soft 
silt  having  been  dredged  out  so  that  all  the  penetration  secured 
was  through  firm  blue  mud  and  sand  in  layers  of  varying 
thickness. 

On  the  Chicago  and  Eastern  lUinois  Railroad  the  perform- 
ances of  a  steam-hammer  and  drop-hammer  were  compared  by 
using  them  on  the  same  pile,  changing  the  hanmier  in  the  leads 
as  quickly  as  possible.  The  former  had  a  total  weight  of  5170 
pounds,  and  striking  parts  of  2840  poimds,  while  the  latter 
weighed  2900  poimds.  The  former  had  a  drop  of  28  inches, 
and  the  latter  of  32  feet.  With  the  steam-hammer  66  blows 
produced  i  foot  of  penetration  in  i  minute,  and  another  foot 
by  83  blows  in  ij  minutes;  the  next  foot  of  penetration  was 
obtained  by  the  drop-hammer  MPth  12  blows  in  2  minutes, 
and  the  following  4  feet  respectively  by  12,  10,  10,  and  12  blows 
wi  2,  2,  3^,  and  2§  minutes;  the  steam-hammer  being  replaced 
caused  the  next  foot  of  penetration  with  203  blows  in  3  minutes, 
and  the  following  9  feet  by  341  blows  in  5  minutes. 

In  driving  piles  for  a  large  wharf  and  warehouse  at  Pensa- 
cola,  Fla.,  requiring  7000  piles,  two  piles  75  feet  long  were 
driven  3  feet  apart,  one  by  a  drop-hammer  and  the  other  by  a 
steam-hammer.  The  former  was  driven  by  120  blows  in  50 
minutes,  dropping  the  hammer  from  the  top  of  the  75-foot  leads; 
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and  the  latter  by  130  blows  in  90  seconds.  As  shoiild  be  ex- 
pected under  such  abnormally  high  falls  the  former  pile  was 
broomed  for  a  depth  of  over  3  feet  at  the  head,  while  the  one 
driven  with  the  steam-hammer  was  not  broomed  at  all.  The 
piles  were  creosoted  and  cost  40  cents  per  linear  foot  delivered. 

On  the  North  River  at  New  York  City  piles  from  5  5  to  60 
feet  long  were  driven  from  43  to  50  feet  below  low  water  through 
a  lo-foot  layer  of  cobble  stones,  and  layers  of  very  fine  sand, 
coarse  gravel,  and  sand  gravel,  as  shown  by  test  borings.  To 
drive  12  piles  in  10  hours  by  a  crew  of  10  men  was  regarded  as  a 
good  day's  work,  an  average  of  175  blows  with  a  3300-poimd 
drop-hammer  falling  10  feet  being  required,  at  a  rate  of  15  blows 
per  minute.  With  a  crew  of  2  or  3  men  less,  18  piles  per  day 
could  be  driven  by  a  steam-hammer  and  braced,  some  of  the 
piles  requiring  over  1200  blows  at  the  rate  of  60  per  minute 
without  showing  any  sign  of  brooming.  The  hammer  had  a 
total  weight  of  -8400  pounds,  and  a  striking  weight  of  4000 
poimds. 

A  contractor  endeavored  to  drive  some  4S-foot  piles  through 
sand,  gravel,  and  boulders,  for  bridge  piers  on  the  New  York, 
Westchester  and  Boston  Railroad  at  Pelham,  N.  Y.,  using  a 
3000-poimd  drop-hammer  falling  20  to  40  feet,  but  did  not 
succeed.  A  steam-hammer  was  then  obtained  with  a  3000- 
po\md  striking  weight,  which  secured  the  full  penetration  with- 
out brooming  or  splitting  any  piles. 

The  following  advantages  are  claimed  for  the  use  of  the 
steam-hammer  by  those  who  have  also  had  experience  with  the 
drop-hammer :  ( i)  The  pile  is  held  in  position  and  guided  more 
firmly  while  driving,  thus  keeping  the  pile  from  dodging,  or 
getting  out  of  Une,  and  avoiding  the  labor  of  toggling.  (2) 
Serious  damage  to  the  pile  such  as  brooming,  splitting,  etc.,  is 
avoided.  Hence  piles  of  softer  wood  may  be  employed.  (3) 
Extra  time  and  cost  for  the  use  of  a  ring  on  the  pile  head  is 
saved.  (4)  The  driving  is  equally  efifective  for  any  position 
of  the  pile  head  in  the  leads.  (5)  A  pile  may  be  driven  several 
feet  (7  or  8  feet  with  some  hammers)  below  the  bottom  of  the 
fixed  leads  without  the  use  of  extension  leads.    A  few  feet  may 
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often  be  saved  in  cut-oflF  by  thus  driving  below  the  elevation 
of  rail.  (6)  When  driving  into  soft  material  or  into  sand,  the 
rapidity  of  action  keeps  the  pile  in  motion  and  prevents  the 
earth  from  recompacting  aroimd  the  pile  until  the  driving  ceases, 
thus  reducing  the  frictional  resistance.  (7)  More  piles  can  be 
driven  in  a  given  time  and  often  with  a  smaller  crew.  (8)  The 
steam-hammer  has  been  used  effectively  in  places  and  under  con- 
ditions where  it  was  found  to  be  impossible  to  use  a  drop-ham- 
mer successfully.  This  relates  to  cases  of  limited  head  room 
as  well  as  to  difficult  subsurface  conditions.  (9)  Less  injiu^y 
is  caused  to  adjacent  foundations,  and  less  breaking  of  glass 
and  plastering  in  adjoining  buildings.  (10)  The  leads  last 
about  three  or  four  times  as  long  as  when  a  drop-hammer  is 
used,  (i  i)  On  track  pile-drivers  less  injurious  strains  are  caused 
in  the  car  and  machinery,  thus  reducing  the  cost  of  mainte- 
nance. (12)  Although  the  first  cost  of  the  steam-hammer  is 
much  greater  the  total  cost  of  driving  is  reduced. 

The  teaching  of  experience  is  indicated  by  the  fact  that  in 
the  dty  of  Chicago,  where  perhaps  more  piles  are  driven  for 
foundations  than  in  any  other  place  in  the  United  States, 
steam-hammers,  are  used  almost  exclusively.  Those  who  have 
had  considerable  practice  in  the  use  of  both  kinds  of  pile- 
hammers  do  not  as  a  rule  wish  to  go  back  to  the  drop-hammer. 
Exceptional  cases  have  been  reported  in  which  a  steam-hammer 
has  been  imable  to  force  a  pile  through  a  hard  crust.  A  drop- 
hammer  may  succeed  in  such  a  case  because  of  its  heavier  blow, 
but  it  is  more  likely  to  break  the  pile.  Perhaps  a  pointed  shoe 
may  be  needed  on  the  pile,  or  a  charge  of  dynamite,  or  a 
dredge.  Sometimes  more  caution  is  needed  with  a  track  driver 
when  the  track  is  out  of  level  if  the  heavier  steam-hammer  is 
near  the  top  of  the  leads. 

Art.  II.    Rings,  Caps,  and  Followers 

It  is  important  to  cut  off  square  the  butt  of  a  pile,  so  that 
the  impact  of  the  hammer  may  be  distributed  uniformly  over 
the  surface.  Since  the  butt  tends  to  change  its  position  slightly 
in  the  leads  during  driving,  it  has  been  found  advantageous  by 
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experience  to  make  the  lower  surface  of  the  drop-hammer 
slightly  concave.  This  provision  coimteracts  the  tendency  to- 
ward lateral  movement  of  the  pile  to  some  degree.  When  the 
pressure  on  any  fibers  exceeds  their  ultimate  resistance  in  com- 
pression they  will  yield  by  bending,  buckling,  or  crushing, 
after  their  adhesion  to  adjacent  fibers  is  destroyed.  When 
the  fibers  are  once  broken  down  every  blow  of  the  hammer 
tends  to  injure  the  fibers  further  down.  As  wooden  fibers 
are  far  more  compressible  when  a  force  is  applied  on  their 
sides  instead  of  their  ends,  the  bruised  head  of  the  pile  thus 
becomes  more  elastic,  and  acts  somewhat  like  a  spring  or  cushion. 
When  the  height  of  fall  for  the  hammer  exceeds  a  certain  value, 
a  part  of  its  energy  is  expended  in  destructive  work  like  that 
just  indicated,  leaving  less  for  useful  work,  reducing  its  ef- 
ficiency in  forcing  the  pile  to  penetrate  the  groimd.  This 
breaking  down  of  the  fibers  is  called  'brooming.'  The  faU  of 
the  hammer  may  be  so  great  that  nearly  all  of  the  energy  is 
used  up  in  brooming  the  pile.  The  relation  of  the  weight  of  the 
hammer  and  the  height  of  its  fall  to  the  bearing  power  of  a 
pile  is  discussed  in  Art.  27. 

It  is  often  found  that  no  increase  in  penetration  is  secured 
by  increasing  the  fall  or. drop  above  10  to  15  feet.  It  is  possible 
to  estimate  approximately  the  loss  of  energy  due  to  brooming 
by  comparing  the  number  of  blows  required  per  foot  of  pene- 
tration before  and  after  cutting  off  the  broomed  top.  From 
the  record  of  a  pile  driven  by  a  steam-hammer,  under  the 
direction  of  D.  J.  Whittemore,  it  is  observed  that  in  driving 
the  pile  from  the  12th  to  the  22d  foot  of  penetration,  4682  blows 
were  struck  or  an  average  of  468  blows  per  foot.  Immediately 
after  cutting  off  the  broomed  top  at  two  different  times,  only 
275  and  213  blows  respectively  were  required  to  drive  the  pile 
the  next  foot.  Their  average  of  244  blows  indicates  the  number 
required  under  the  condition  of  a  sound  head,  and  accordingly 
it  appears  that  on  the  average  only  about  52  percent  of  the 
available  energy  was  consumed  in  securing  the  penetration 
of  the  pile.  The  loss  in  this  case  is  considered  excessive.  The 
progressive  effect  of  brooming  is  shown  in  the  number  of  blows 
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required  for  the  loth  to  the  14th  foot  of  penetration  respectively: 
73, 109,  153,  2S9>  684. 

The  brooming  and  splitting  of  pile  heads  varies  for  different 
kinds  of  wood.  The  record  of  pile  driving  for  the  foundations 
of  a  building  in  Chicago,  shows  that  for  pine  12.5  percent  of 
the  heads  were  crushed  and  5  percent  broken;  for  gum,  7  per- 
cent crushed  and  0.6  percent  broken;  for  oak,  5  percent  crushed 
and  0.8  percent  broken;  for  hickory,  3  percent  crushed  and  none 
broken;  and  for  basswood,  8  percent  crushed.  In  several  of 
the  oak  piles  the  sapwood  and  heart  separated,  the  heart  core 
being  driven  through  the  shell.  A  cast-iron  cap  was  used  in 
driving,  but  in  spite  of  this,  an  average  of  8  percent  of  the  heads 
were  crushed  or  split;  but  when  it  is  considered  that  the  fall 
of  the  hanmier  for  each  pile  was  permitted  to  reach  the  magni- 
tude of  35  and  40  feet  when  the  driving  ceased,  it  is  surprising 
that  these  percentages  were  not  larger.  The  penetration  at 
the  last  blow  averaged  3  inches.  The  percentages  of  piles  used 
on  the  work  of  the  different  species  of  wood  named  above  and 
in  the  same  order  were  22,  32,  21,  15,  and  7  respectively. 

The  crushing  of  the  fibers  is  frequently  followed  by  the 
splitting  of  the  pile  head.  This  tendency  is  promoted  by  fail- 
ing to  cut  off  enough  of  the  butt  as  it  comes  from  the  forest 
to  cover  the  entire  section  area  of  the  pile,  for  if  the  hammer 
hits  only  one-half  of  the  area  it  will  force  that  part  down  into 
the  head  and  spUt  it. 

To  prevent  splitting  and  to  reduce  brooming,  the  head  may 
be  hooped  by  a  pile  ring.  The  sizes  range  from  2  by  f  to  4  by 
I  inches.  The  diameters  vary  to  suit  different  sizes  of  pile. 
They  are  made  of  the  best  quality  of  wrought  iron  that  can 
be  obtained.  Rings  of  the  best  bar  iron  usually  last  to  drive 
50  oak  piles  or  200  cedar  piles;  those  of  the  best  hammered 
iron  for  75  oak  piles  or  300  cedar  piles.  Rings  made  out  of 
old  car  axles  have  been  used  for  250  oak  or  6000  cedar  piles. 

In  fitting  the  ring  the  pile  is  neatly  chamfered  down  at 
least  5  inches  from  the  end  so  that  the  ring  will  just  catch 
on;  a  blow  of  the  hammer  puts  it  into  place.  To  remove  the 
ring  a  cant-hook  or  pevee  is  used,  the  pile  line  being  fastened 
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to  its  end  to  apply  steam  power.  If  the  pile  brooms  too  much 
in  spite  of  the  ring,  the  recognized  remedy  is  to  saw  off  the 
broomed  part,  so  as  to  present  a  solid  surface  to  the  hammer 
and  put  the  ring  on  again. 

A  more  effective  and  less  expensive  method  of  protecting  the 
head  of  a  timber  pile  from  brooming  and  splitting  is  the  use  of 
a  pile  cap  as  shown  in  Fig. 
iia.  It  consists  of  a  cast- 
ing with  a  tapered  recess 
above  and  below.  The 
chamfered  head  of  the  pile 
fits  into  the  lower  recess 
and  a  short  cushion  block 
of  hard,  tough  wood  is 
fitted  into  the  upper  one. 
The  block  is  frequently 
provided  with  an  iron 
hoop  or  ring  around  its 
top.  The  cap  has  jaws  on 
the  sides  like  the  hammer 
which  engage  the  leads, 
and  hence  the  head  of  the 
pile  is  held  in  position  and  guided  while  driving.  After  the 
pile  IS  driven  the  cap  is  hooked  to  the  hammer  by  ropes  and  pins 
and  raised  with  it.  While  the  cap  protects  the  pile  head  the 
short  cushion  block  requires  frequent  renewal  since  it  gets  the 
direct  impact  of  the  hammer.  Sometimes  a  rope  mat  is  placed 
on  top  to  protect  it.  White,  live  or  swamp  oak,  rock  maple, 
and  blue  gum  have  given  good  service  for  cushion  blocks. 

When  both  drop-  and  steam-hammers  are  used  on  the  same 
work  it  is  often  found  that  the  'drop-hammer  causes  brooming 
when  the  steam-hammer  gives  no  indication  of  it.  In  hard 
driving,  however,  it  becomes  'mportant  to  protect  the  pile  head. 
Sometimes  this  is  done  by  spiking  a  flat  steel  plate  on  the  pile 
to  receive  the  blow,  or  a  dished  or  cupped  striking  plate  may  be 
substituted  for  the  flat  plate.  A  better  arrangement  is  adopted 
for  some  makes  of  steam-hammers.     The  Warrington  hammer 
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substitutes  for  its  ordinary  base  what  is  known  as  the  McDer- 
mid  patent  base  in  which  a  recess  is  provided  for  a  thick  steel 
plate  inserted  through  a  slot  in  the  side,  covered  by  a  door. 
The  plate  is  held  in  place  by  the  base  and  thus  avoids  the  danger 
to  the  crew  which  occurs  with  the  separate  flat  or  dished  plate. 
The  Goubert  and  the  McKiernan-Terry  steam-hammers  are 
provided  with  an  anvil  block  in  the  base  and  which  rests  on 
the  pile. 

When  a  pile  has  to  be  driven  below  the  leads,  or  below  the 
groimd  or  water  surface,  a  follower  is  generally  employed.  A 
follower  is  a  member  interposed  between  the  hammer  and  a 
pile  to  transmit  blows  to  the  latter  when  below  the  foot  of  the 
leads.  In  its  simplest  form  a  follower  may  consist  of  a  short 
pile  or  stick  of  white  oak  of  the  requisite  length  and  diameter. 
To  keep  its  lower  end  in  position  on  the  pile  a  follower  band 
may  be  used  which  is  flared  both  upward  and  downward,  but 
it  is  better  to  use  a  follower  cap.  This  is  a  cylindrical  casting 
with  a  horizontal  diaphragm  at  the  middle,  which  is  bolted  to 
the  lower  end  of  the  timber  follower,  and  fits  over  the  head  of 
the  pile.  The  upper  end  of  the  follower  is  held  in  position  by 
the  recessed  base  of  the  steam-hammer  or  by  a  pile  cap  if  a 
drop-hanmier  is  in  use. 

A  better  kind  of  follower  consists  of  an  extra  strong  pipe 
cast  into  the  base,  so  as  to  avoid  the  objections  to  the  use  of 
bolts.  A  stick  of  tiUDed  hard  wood  is  driven  into  the  pipe.  An 
iron  band  is  shrunk  on  the  pipe  so  as  to  project  beyond  the  top 
into  which  is  fitted  a  hooped  oak  driving  block  that  may  be 
replaced  when  worn  out.  Patented  followers  are  also  used,  to 
which  pipes  are  attached  by  which  steam  or  air  may  be  intro- 
duced on  top  of  the  pile  to  release  the  follower  when  such  aid  is 
needed  in  certain  soils.  When  followers  are  used  to  drive  piles 
through  a  considerable  depth  of  water  the  base  of  the  follower 
should  engage  extension  leads  so  as  to  hold  and  guide  the  head 
of  the  pile  properly.  In  deep  water  with  a  swift  current  it  may 
not  be  possible  to  handle  the  follower  effectively.  In  such  cases 
long  piles  are  driven  while  their  heads  remain  above  the  sur- 
face; afterward  they  are  cut  off  at  the  proper  elevation. 
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The  use  of  a  follower  generally  absorbs  a  considerable  per- 
centage of  the  energy  of  the  hammer,  frequently  amounting  to 
SO  percent.  The  loss  is  greater  when  the  lower  end  of  the 
follower  is  not  guided  by  the  leads  and  the  pile  is  set  into  unu- 
sual vibration.  The  following  record  by  J.  E.  Crawford 
shows,  however,  that  imder  proper  conditions  there  may  be  no 
appredable  loss  in  the  effect  of  the  blow.  The  pile  sank  of  its 
own  weight  6  feet  then  the  hammer  with  its  housing- weighing 
6000  pounds  was  put  on  it,  and  it  sank  5  feet  further.  The 
number  of  blows  for  each  succeeding  foot  of  penetration  were 
9,  5,  13,  20,  14,  16,  17,  IS,  30,  40,  47,  6s,  4S,  26,  22,  33,  60,  5s, 
and  $$,  Then  the  follower  was  put  on  and  the  number  of 
blows  required  by  foot  were  sSy  7S>  S6,  60.  73,  90,  113,  iis, 
and  102  blows  for  the  last  7  inches,  giving  the  pile  a  pene- 
tration of  39  feet  7  inches. 

Art.  12.     Points,  Shoes,  and  Splices 

The  foot  of  a  timber  pile  should  always  be  cut  off  perpen- 
dicular to  its  axis,  since  it  facilitates  driving  it  true  to  line  or 
position.  In  soft  and  silty  groimd  or  where  the  driving  is  easy, 
it  is  not  necessary  to  sharpen  or  point  the  pile.  If  a  pile 
penetrates  soft  material  and  rests  upon  a  hard  stratum,  thus 
acting  as  a  column,  the  unpointed  foot  has  the  additional  ad- 
vantage of  providing  a  larger  bearing  area.  The  blunt  end 
on  striking  a  root  or  any  small  obstruction  will  generally  break 
the  obstruction  without  deflecting  the  pile. 

In  driving  a  pile  with  a  blunt  end  a  cone  of  compressed 
earth  forms  under  it  and  acts  in  most  respects  as  if  the  pile 
were  pointed.  It  is  frequently  claimed  that  even  in  driving 
through  hard  material  a  pile  will  keep  more  nearly  to  the 
required  position  than  if  it  is  pointed.  This  impUes  that  the 
cone  of  earth  is  more  likely  to  have  the  form  of  a  fairly  good 
cone  or  pyramid  than  the  wooden  point  made  by  sharpening  the 
pile.  Such  a  contention  can  hardly  be  maintained  if  the  point- 
ing is  properly  done.  When  coarse  gravel  or  boulders  are  en- 
countered which  destroy  the  cone  of  compact  earth,  crush  the 
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fibtfs  of  the  timber  and  wedge  them  apart,  it  is  desirable  to 
reduce  the  area  of  the  foot  by  pointing.  In  general,  when  the 
ground  is  at  least  moderately  compressible  and  the  driving  is 
not  hard  the  foot  of  the  pile  may  be  left  impointed. 

When  the  driving  is  hard  for  most  of  the  penetration,  as  in 
stiff  day  or  in  material  that  is  but  slightly  compressible  and 
hence  must  be  displaced,  it  is  advisable  to  point  the  pile  that 
it  may  separate  the  material  at  the  foot  like  a  wedge.    In 


Figs,  i  aa,  b,  and  c. — Shoes  for  Timber  Piles. 

pointing  a  pile  it  is  preferably  sharpened  to  the  form  of  a  trim- 
cated  pyramid,  the  end  being  from  4   to  6  inches  square. 
If  the  end  is  too  small  the  fibers  lack  the  necessary  strength 
to  resist  brooming.    The  length  of  the  point  may  be  from  one 
and  a  half  to  twice  the  diameter  of  the  foot.     Another  advan- 
tage of  pointing  is  to  increase  the  rate  of  penetration,  or  to 
reduce  the  energy  required.     In  compact  material  the  bearing 
power  of  a  pile  is  practically  the  same  with  or  without  the  point. 
Experience  has  also  shown  that  piles  with  pointed  ends  may  be 
successfully  driven  through  old  timber  cribwork  while  attempt- 
ing to  drive  them  with  blimt  ends  resulted  in  broomed  tips, 
split  and  broomed  heads. 
3 
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Sometimes  the  timber  point  is  replaced  or  protected  by  a 
metal  shoe.  Fig.  120  shows  an  undesirable  form  which  tends 
to  split  the  pile  when  the  side  of  the  shoe  strikes  an  obstruction. 
Figs.  12b,  c,  and/  illustrate  the  best  forms,  since  the  timber  has 
a  square  bearing  on  the  upper  flat  surface  of  the  shoe  and  the 
sides  of  the  socket  or  the  straps  permit  such  a  firm  fastening 
as  to  make  the  shoe  act  like  an  in- 
tegral part  of  the  pile.  Those  in 
Figs.  1 2d  and  e  are  not  quite  so  effec- 
tive unless  a  close  fit  is  secured  in 
the  socket  at  an  increased  labor  cost. 
Shoes  are  used  by  some  engineers 
when  piles  are  driven  into  material 
containing  boulders,  rip  rap,  coarse 


"  gravel,  shale,  slate,  hardpan,  buried  timber,  very  hard  clay,  and 
coral  rock.  Another  use  is  to  penetrate  a  thin  hard  stratum 
(a  feet  or  less)  which  overlies  a  softer  one.  They  are  also  at- 
tached to  piles  for  bridge  falsework  in  order  to  gain  a  foothold 
on  rock  bottom.  In  one  case  it  was  thus  possible  to  secure 
sufficient  penetration  to  hold  the  piles  against  a  20-foot  rise  in 
the  river  and  a  swift  current. 

On  the  Key  West  Extension  of  the  Florida  East  Coast  Rail- 
way where  numerous  pile  foundations  are  built  on  coral  rock 
containing  pockets  of  different  sizes,  a  hole  was  made  by  driving 
a  steel  pimch  with  the  pile-hammer  and  then  driving  in  the 
timber  pile  with  a  few  light  blows.     In  order  to  permit  the 
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punch  to  be  readily  withdrawn,  it  was  provided  with  a  foot 
slightly  larger  in  diameter  than  its  body. 

Some  engineers  and  contractors  condemn  the  use  of  shoes 
unequalifiedly  because  of  their  unsatisfactory  experience,  but 
JQ  many  cases  such  experience 
is  probably  due  to  employing 
shoes  which  were  improperly 
dedgned  or  constructed,  while 
in  others  the  pOes  should  have 
been  omitted  since  the  ground 
was  hard  enough  to  support 
the  substructure  directly. 

It  is  occasionally  necessary 
to  use  longer  piles  than  can  be 
obtained  in  single  sticks.  It 
becomes  necessary  therefore 
to  splice  two  piles  together  end 
to  end.  For  this  purpose  a 
tish-plate  joint  is  usually  the 
best  since  it  provides  lateral 
resistance.  Either  four  or  six 
timber  fish  plates  may  be  used 
as  illustrated  in  Figs.  i2g  and 
h.  For  the  falsework  to  erect 
the  Poughketjpsie  bridge  55- 
foot  piles  were  spUced  to  75- 
foot  piles  by  means  of  fish 
plates  20  feet  long,  eight  fish 
plates  4  by  5  inches  in  section 
being  fastened  to  the  piles  with 
^-jnch  wrought-iron  spikes  8  inches  long.  The  water  was  55 
feet  deep.  Wrought-iron  fish  plates  may  be  employed  instead 
of  wooden  ones  and  thus  reduce  the  sectional  area  at  the  joint. 
Another  method  is  to  use  a  metal  sleeve  consisting  of  a  piece 
of  heavy  pipe  as  indicated  in  Fig.  lai.  Half-lap  joints  fastened 
either  with  bolts,  bands,  or  wire  wrapping  are  often  used  but 
they  are  deficient  in  lateral  strength  and  stiffness. 


Figs,  i  Jg  and  h 
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In  rebuUding  the  fender  piers  of  the  Thames  River  bridge 
in  1902,  400  piles  were  driven  formed  by  splicing  spruce  piles 
35  to  40  feet  long  to  creosoted  yellow  pine  piles  from  50  to 
65  feet  long.  The  water  was  50  feet  or  less  in  depth,  so  that 
the  spruce  piles  axe  below  the  bottom  of  the 
river  and  hence  free  from  the  attacks  of  the 
teredo. 

Pile  splices  may  also  be  required  where 
piles  have  to  be  driven  in  sections  on  account 
of  limited  clearance  under  a  bridge.  Files  in 
three  sections  have  thus  been  placed  with 
pile-drivers  having  short  leads.  The  sections 
■were  joined  together  with  iron  sleeves,  the 
pUes  being  found  satisfactory  under  test  loads. 
In  swampy  places  one  pile  is  sometimes  driven 
on  top  of  another  with  only  a  dowel  connecting 
the  two.  Such  a  joint  affords  practically  no 
lateral  stiffness  and  the  upper  secrion  is  liable 
to  bounce  off  while  driving  unless  the  dowel 
is  very  long. 
In  pile  trestles  where  the  upper  portions  of 
long  piles  are  decayed  repairs  may  be  made  by  cutting  out 
the  decayed  section  and  inserting  new  timbers.  In  one  case 
four  steel  angles  were  used  as  fish  plates  for  each  pile.  They 
were  well  fastened  with  spikes,  and  each  end  of  the  joint  was 
wrapped  with  a  band  of  heavy  wire,  while  spiral  wrapping 
extended  between  them.  A  shell  of  concrete  was  thai  cast 
around  the  joint  to  protect  the  metal.  The  repairs  cost  about 
15  percent  of  the  cost  of  the  piles  in  place. 


FlQ.  ijt.— Tubu- 
lar Splice  for  Tim- 
ber Pile. 


CHAPTER  II 
DRIVING  TIMBER  PILES 

Art.  13.    Observations  in  Practice 

As  a  general  rule  a  heavy  hammer  with  a  low  fall  secures 
greater  penetration  with  less  expenditure  of  power  than  a 
light  one  with  a  high  fall;  it  is  also  less  injurious  to  the  equip- 
ment. More  blows  can  be  given  in  the  same  time  with  a  low 
fall  and  hence  less  time  is  given  between  blows  for  the  groimd 
to  compact  itself  around  the  pile.  In  quicksand  it  is  especially 
necessary  •  to  have  the  blows  follow  each  other  as  rapidly  as 
the  op)eration  of  the  hammer  permits.  In  silt  the  rapidity  of 
blows  need  not  be  quite  so  great  as  for  quicksand. 

When  a  pile  sinks  at  a  imiform  rate  it  is  less  apt  to  jam, 
buckle,  or  split  than  when  driven  with  heavier  blows  and  with 
marked  intervals  of  time  between  them.  This  statement  is 
confirmed  by  observations  in  putting  down  steel  sounding 
rods  by  hand.  For  example,  through  soft  gravel  mixed  with 
quicksand,  one  man  may  be  able  to  push  a  rod  down  5  or  6 
feet,  and  if  quick  enough  may  pull  the  rod  up  again  with  the 
same  expenditure  of  power.  If,  however,  the  rod  is  allowed 
to  rest  no  longer  than  15  seconds  the  sand  packs  against  it 
so  that  two  men  are  scarcely  able  to  pull  it  up.  A  pile  which 
is  left  standing  for  a  few  minutes  in  some  kinds  of  sand  may  be 
packed  so  hard  as  to  resist  fiu"ther  penetration,  or  at  least  to 
require  a  much  larger  impact  to  start  ij;  again. 

A  very  slight  boimce  of  a  drop-hammer  occurs  at  every  blow 
under  good  conditions  for  driving,  but  decided  bouncing  of  the 
hammer  may  occiu"  when  the  penetration  ceases,  or  when  the 
hammer  is  too  light,  or  the  fall  too  great,  or  both;  or  when  the 
head  of  the  pile  is  crushed  or  broomed  so  as  to  cushion  the 
blow. 

37 
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In  certain  kinds  of  soil  a  pile  may  sink  some  distance  and  then 
refuse  to  go  further,  but  will  resume  penetration  when  driven 
after  an  interval  of  rest;  or  it  may  refuse  to  sink  under  a  heavy 
hammer  and  yield  under  the  more  rapid  blows  of  a  lighter  one. 
The  driving  of  one  pile  may  cause  adjacent  piles  to  rise,  and  in 
soft  groimd  or  mud  often  causes  an  adjacent  pile  previously 
driven  to  move  away  slightly. 

The  great  variety  of  experiences  which  may  occxir  on  a  simple 
work  of  construction  may  be  illustrated  by  those  encountered 
in  driving  piles  for  the  Odgen-Lucien  Cut-off  of  the  Central 
Pacific  Railway.  The  nature  of  the  bottom  of  Great  Salt 
Lake  was  foimd  to  be  so  variable  that  at  times  a  blow  of  the 
hammer  drove  a  pile  only  i  or  2  inches,  and  at  other  times 
I  or  2  feet;  or  a  pile  seemed  to  strike  a  hard  stratiun  and 
refused  to  sink  farther  under  many  blows,  but  after  being 
forced  through,  the  pile  sank  as  much  as  2  or  3  feet  per  blow. 
Frequently  a  pile  with  a  penetration  of  30  to  50  feet  would 
suddenly  rise  2  or  3  feet  during  a  short  delay  of  the  hammer.  At 
the  end  of  the  temporary  trestle,  to  be  later  replaced  by  a 
rock  fill,  a  new  difl&culty  was  encoimtered.  The  first  pile  26 
feet  long  was  driven  out  of  sight  by  a  single  blow,  and  when 
another  pile  28  feet  long  was  placed  on  top  of  it,  the  next 
blow  of  the  hammer  sent  both  out  of  sight.  The  formation 
was  found  to  be  a  deep  mud  deposit  due  to  the  Bear  River.  As 
the  mud  was  50  feet  deep,  two  40-foot  piles  were  driven  on  top 
of  each  other.  The  trestle  supported  by  these  spliced  piles 
supported  the  trains  until  the  rock  fill  was  completed  and 
settled. 

In  certain  kinds  of  clay  the  lateral  spring  of  a  pile  under  the 
hammer  blows  makes  a  hole  slightly  larger  than  the  diameter 
of  the  pile,  allowing  surface  water  to  find  its  way  to  the  foot  of 
the  pile  thus  reducing  both  the  skin  friction  and  the  bearing 
power  of  the  clay  under  the  foot  of  the  pile.  This  action  ex- 
plains why  cases  have  been  observed  where  piles  settled  imder 
moving  trains  after  a  rain  although  the  resistance  of  the  pile 
when  driven  was  considered  satisfactory.  The  treatment  of 
such  conditions  is  indicated  in  Art.  16. 
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The  principle  involved  may  be  advantageously  applied  in 
some  cases  to  reduce  the  resistance  in  pile  driving  when  there  is 
no  available  water- jet  equipment.  For  example,  by  discharg- 
ing water  on  the  surface  of  the  ground  at  the  pile  with  an  ordi- 
nary garden  hose,  without  a  nozzle,  the  number  of  blows  by  a 
steam-hammer  was  reduced  from  296  to  164  for  a  45-foot  pile 
in  a  Chicago  building  foundation. 

One  engineer  declared  in  a  discussion  on  this  subject  that 
sometimes  hardly  a  day  passed  but  someone  rushed  into  the 
oflSce  to  state  that  in  a  certain  place  the  piles  were  being  driven 
too  deep;  that  they  had  gone  through  a  hard  stratum  into  a 
weaker  one,  forgetting  that  in  ground  where  its  supporting 
power  depends  mainly  upon  skin  friction  the  total  penetration 
must  be  large. 

A  frequent  cause  of  small  penetrations  per  blow  is  the 
crookedness  of  a  pile  which  produces  a  lateral  spring  under  the 
hammer  blow,  and  thus  dissipates  some  of  the  energy.  Occa- 
sionally it  is  due  to  the  head  of  the  pile  being  cut  off  improperly 
so  that  the  hammer  strikes  on  one  side  only.  Perhaps  the 
most  common  cause  is  due  to  setting  the  pile  out  of  plumb  in 
the  leads,  on  account  of  undue  haste  or  carelessness.  It  is 
equally  as  important  to  keep  the  leads  plumb  by  levehng  up  the 
tracks  on  which  the  pile-driver  moves. 

Under-ground  conditions  sometimes  force  a  pile  out  of  line 
in  spite  of  ordinary  eflforts  to  control  its  movements  in  the 
leads.  A  block  and  tackle  or  a  jack  screw  may  be  required 
to  force  it  back. 

If  it  is  desired  to  compact  the  ground  in  a  given  area  uni- 
formly, it  is  best  to  begin  driving  piles  at  the  center  and  work 
outward  to  the  perimeter.  If  the  order  of  procedure  is  reversed, 
it  becomes  more  and  more  difficult  to  drive  the  piles  toward 
the  middle  to  secure  the  same  penetration  and  usually  the 
adjacent  outer  piles  will  be  forced  to  rise  more  or  less. 

It  is  often  instructive  to  notice  the  effect  on  piles  in  place 
when  additional  ones  are  driven  near-by.  One  may  observe 
piles  which  were  cut  off  to  grade  rising  from  2  to  3  inches  when 
adjacent  piles  are  driven,  showing  that  the  ground  between 
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the  piles  is  thoroughly  compacted  and  that  its  vertical  motion 
indicates  the  line  of  least  resistance.  If  time  permits  they  may 
be  given  some  extra  blows  to  settle  them,  or  they  may  be  cut 
off  again  to  grade  since  the  phenomenon  shows  that  the  full 
supporting  power  which  the  nature  of  the  groimd  permits  is 
being  applied  to  the  pile. 

On  foundation  work  for  the  Illinois  Central  Passenger  Sta- 
tion at  Chicago  a  group  of  eight  piles  had  been  driven,  sawed  oflF 
to  a  uniform  height,  and  wales  drift-bolted  to  them.  Upon 
driving  a  group  of  i6  piles  15  feet  away,  the  piles  in  the  former 
group  rose  4  inches  next  to  the  driver  and  i  inch  on  the 
opposite  side.  In  a  group  of  72  piles  observations  were  taken 
daily  on  the  head  of  the  first  pile  while  the  rest  were  being 
driven.  The  pile  sank  ^  inch  during  the  first  two  days,  then 
rose  steadily  until  50  piles  were  in  place  when  it  was  3  inches 
above  the  original  elevation,  the  greatest  rise  in  one  day  being  f 
inch.  The  pile  was  55  feet  long,  and  had  a  total  penetra- 
tion of  45  feet. 

The  distance  to  which  vibration  was  felt  at  the  same  site 
varied  with  the  height  of  fall  of  the  hammer,  the  nature  of 
the  groimd  and  the  spacing  of  the  piles.  The  vibration  was 
easily  felt  at  a  distance  of  400  feet  and  was  quite  marked  at 
75  feet.  In  doing  instrumental  work  it  was  sometimes  observed 
that  the  vibration  within  25  feet  of  the  pile-driver  was  less 
severe  than  at  several  times  that  distance. 

Art.  14.     Driving  Piles  Butt  Down 

It  is  the  general  practice  to  drive  piles  with  the  tip  downward. 
Occasionally,  however,  special  conditions  make  it  advisable  to 
drive  them  with  the  butt  downward.  It  has  been  found  diffi- 
cult at  times  to  keep  a  pile  down  after  being  struck  by  the 
hammer,  the  pile  beginning  at  once  to  rise,  lifting  the  hammer 
with  it;  and  upon  raising  the  hammer  the  pile  may  shoot  up- 
ward 5  feet  or  more,  or  the  pile  may  exhibit  this  tendency 
but  sUghtly  when  driven,  but  the  following  morning  will  stand 
with  its  head  a  number  of  -feet  higher  than  before.    This  be- 
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havior  is  ascribed  to  a  substratum  of  quicksand,  and  the 
difficulty  is  usually  overcome  by  driving  the  pile  *butt  down.' 

Another  condition  occxu's  when  piles  are  driven  through 
very  soft  ground  and  the  load  has  nearly  all  to  be  borne  by 
the  foot  The  substratum  may  require  the  larger  bearing  area 
afforded  by  the  butt  of  the  pile  to  carry  the  load.  Some  engi- 
neers recommend  that  tall  pile  trestles  which  are  to  be  filled 
should  have  the  piles  driven  butt  down,  thus  leaving  no  hollows 
to  cause  trouble  as  the  embankment  settles.  The  bracing  can 
be  removed  as  the  filling  rises.  In  hard  material  the  butt 
may  have  to  be  pointed  to  a  smaller  diameter  to  facilitate  pene- 
tration. Great  care  must  be  exercised  in  driving  on  account  of 
the  smaller  area  of  the  tip,  which  receives  the  blow,  the  smaller 
percentage  of  heartwood  in  that  area  and  the  weaker  fibers  of 
the  wood  which  grows  in  the  upper  part  of  a  tree  trunk. 

In  some  cofferdam  construction  on  the  Ohio  river  where  it 
was  necessary  to  drive  about  600  oak  guide  piles  into  hard 
gravel  it  was  foimd  that  the  best  way  to  seau*e  adequate  pene- 
tration was  to  drive  them  with  the  butts  down.  In  this  manner 
the  resistance  encountered  due  to  the  wedge  action  of  piles  as 
usually  driven  was  avoided,  and  the  useful  effect  of  the  blow 
was  all  transmitted  to  the  foot  of  the  pile. 

An  interesting  example  relates  to  piles  driven  4  to  6  feet 
apart  both  ways  in  the  embankment  of  the  Yazoo  canal  near 
Vicksburg,  Miss.,  to  stop  the  bank  from  sliding  on  the  adja- 
cent railroad  track  diuring  the  low-water  stage  of  the  river. 
By  driving  the  piles  butt  down  advantage  was  taken  of  the 
larger  cross-section  at  the  lower  elevation  where  the  bending 
moment  was  a  maximum.  Pile  trestles  have  resisted  the 
pressure  of  ice  going  out  by  having  extra  flexural  strength 
due  to  the  piles  being  driven  butt  down.  When  piles  have  to  be 
driven  into  sand  with  their  butts  down  the  water-jet  should 
be  employed  (Art.  16). 

Art.  15.    Driving  Batter  Piles 

A  batter  pile  is  a  pile  driven  at  an  inclination  to  resist  forces 
which  are  not  vertical.     It  is  sometimes  called  a  spur  pile. 


42  DRIVING  TIMBER  PILES  Chap.  II 

When  a  pile-driver  is  designed  to  drive  batter  piles  as  well  as 
the  ordinary  vertical  piles,  its  leads  are  suspended  from  a 
horizontal  pin  to  permit  them  to  be  swung  laterally  like  a 
pendulum.  Hence  they  are  known  as  swinging  leads  and 
sometimes  as  penduliun  leads.  The  pivot  is  attached  to  the 
top  of  a  tower,  the  front  timbers  of  which  are  inclined  laterally 
to  provide  the  requisite  transverse  bracing.  Fig.  15a  shows 
batter  piles  being  driven  in  the  trestle  approach  of  the  Dimi- 
barton  bridge  across  San  Francisco  Bay.  Although  this  illus- 
tration is  that  of  a  track  driver,  the  arrangement  of  swinging 
leads  shown  is  the  same  as  for  ordinary  land  drivers  or  for 
floating  pile-drivers. 

Occasionally  drivers  are  arranged  to  drive  batter  piles  by 
having  a  removable  section  at  the  bottom  of  the  back  stays,  so 
that  the  tower  revolves  backward  about  hinges  located  near 
the  foot  of  the  leads.  Another  scheme  consists  in  taking  a 
separate  set  of  leads  and  temporarily  bracing  them  to  the  tower 
of  a  pile-driver.  In  this  manner,  batter  piles  60  to  70  feet 
long  were  driven  for  car  dump  foimdations  at  the  Erie  Rail- 
road Dock  at  Cleveland,  the  piles  sloping  downward  toward 
the  driver. 

An  interesting  form  of  pile-driver  was  used  in  1904  to  drive 
piles  for  a  permanent  extension  on  the  Ogden-Lucien  Cut-oflF 
which  crosses  the  western  arm  of  Great  Salt  Lake.  It  was  de- 
signed to  operate  from  a  low  falsework  built  alongside,  the 
tower  overhanging  the  track.  The  leads  were  arranged  to 
swing  forward  below  to  drive  the  piles  and  whenever  a  traili 
came  along  they  could.be  swung  back  between  the  timbers 
in  the  tower  corresponding  to  fixed  leads.  The  king  pin  support- 
ing the  leads  was  placed  directly  over  the  center  of  the  tradL, 
so  that  the  leads  had  their  correct  position  and  direction  to 
drive  the  respective  piles  of  each  bent  when  the  proper  pins 
were  inserted  in  the  struts  holding  the  leads.  Two  sets  of 
rollers  were  set  imder  the  siUs  of  the  driver,  the  lower  set  to 
allow  the  driver  on  the  falsework  to  move  parallel  to  the  ' 
trestles  and  the  upper  to  move  at  right  angles  to  it,  to  place 
the  driver  in  the  dear  of  passing  trains. 
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Batter  piles  are  used  under  arch  abutments  to  resist  the 
horizontal  component  of  the  reaction,  and  sometimes  several 
are  employed  imder  each  side  of  piers  for  simple  truss  or  girder 
spans  when  the  weight  of  the  pier  is  not  sufficient  to  provide 
adequately  for  the  effect  of  traction.  Quay  walls  are  provided 
either  with  batter  piles  or  with  rods  to  anchor  piles,  or  both. 
Many  accidents  to  such  structures  have  occurred  because  of 
a  failure  to  provide  batter  piles  to  reUeve  the  vertical  piles  from 
flexural  stresses.  Vertical  piles  in  permanent  structiures  should 
be  protected  against  the  action  of  lateral  forces  whenever  possi- 
ble either  by  sway  bracing  or  by  batter  piles.  See  Fig.  135^ 
for  an  illustration  of  the  use  of  batter  piles  in  the  foimdation 
of  a  bridge  pier. 

Art.  16.    Use  of  the  Water-Jet 

A  method  of  placing  a  pile  in  position,  which  differs  radically 
from  that  of  driving  it  with  a  hammer,  consists  in  displacing 
the  material  by  means  of  one  or  more  jets  which  discharge 
water  under  pressure  at  or  near  the  foot  of  the  pile.  As  the 
water  comes  up  around  the  pile  carrying  with  it  some  of  the 
material  it  also  diminishes  the  frictional  resistance  of  the 
pile.  In  some  kinds  of  earth  the  hammer  is  merely  placed  on 
top  of  the  pile  to  increase  the  pressure  by  its  weight,  while 
in  other  cases  the  hammer  is  operated  with  a  restricted  fall  to 
secure  a  greater  rate  of  penetration. 

In  soft  groxmd  one  jet  may  answer  the  purpose,  but  in  most 
cases  two  jets,  used  on  opposite  sides  of  the  pile,  give  better 
results.  As  the  pile  tends  to  move  toward  the  side  where  the 
jet  is  operated,  the  use  of  two  jets  usually  enables  a  pile  to  be 
placed  more  accurately  in  position.  Sometimes  a  third  jet  is 
employed,  discharging  at  a  higher  elevation  than  the  others, 
if  difficulty  is  experienced  in  keeping  the  ground  from  packing 
against  the  sides  of  the  pile. 

The  water  has  a  puddling  action  upon  the  adjacent  earth 
and  after  the  jet  is  removed  the  earth  packs  closely  around 
the  surface  of  the  pile,  thus  securing  a  greater  skin  friction 
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than  if  the  pile  is  driven  by  means  of  the  hammer  alone.  In 
order  to  secure  better  bearing  at  the  foot,  it  is  customary 
to  shut  off  the  water  just  before  the  pile  reaches  its  intended 
total  penetration,  and  to  complete  the  driving  by  a  few  blows 
of  the  hammer.  This  procedure  presses  the  pile  firmly  into 
the  softened  earth  and  tends  to  avoid  any  arching  action  of 
the  earth  that  might  prevent  the  material  from  filling  every 
cavity  when  it  settles  into  place. 

The  water-jet  may  be  used  advantageously  in  any  material 
that  will  settle  around  the  pile  after  the  flow  of  water  ceases. 
The  best  results  are  obtained  in  pure  ocean  or  river  sand. 
In  this  material  the  simplest  form  of  jet  may  be  used,  only  a 
moderate  pressure  is  required,  a  single  jet  will  generally  answer, 
the  time  of  sinking  is  very  short,  and  the  sand  packs  quickly 
after  the  water  is  shut  off,  while  no  blows  of  the  hammer  are 
needed  except  for  the  purpose  stated  in  the  preceding  para- 
graph. It  is  fortunate  that  this  is  the  case  for  pure  sand 
offers  very  high  resistance  to  a  pile  when  driven  with  the  ham- 
mer alone,  especially  with  a  drop-hammer.  Even  in  quicksand 
this  is  frequently  found  to  be  true.  With  the  jet  a  pile  may  be 
sunk  in  sand  without  danger  of  injury,  while  it  is  difficult  to 
avoid  injuring  piles  when  driven  into  sand  without  the  aid  of 
the  jet;  more  time  and  a  larger  expenditure  of  energy  are  also 
required. 

Piles  have  been  driven  with  the  aid  of  the  water-jet  process 
in  mixtures  of  sand  and  silt  or  gravel,  if  the  latter  is  not  too 
coarse;  in  loam,  clay,  marl,  and  even  'gumbo'  in  pockets,  al- 
though a  special  nozzle  is  required  for  the  material  named  last. 
Some  of  the  most  experienced  engineers  in  the  use  of  the  jet 
have  driven  piles  with  its  aid  in  "  sand  and  clay  and  the  hardest 
kind  of  bottom,"  and  in  "almost  any  material  except  hard-pan 
and  rock."  In  hard  ground  the  jet  process  may  be  used  advan- 
tageously in  case  sufficient  volume  and  pressure  of  water  be 
provided,  In  clay  it  may  be  economical  to  bore  several  holes 
in  the  earth  before  driving  the  pile,  thus  securing  the  accurate 
location  of  the  pile  and  its  lubrication  while  being  driven. 
\yhere  the  material  is  of  such  a  porous  character  that  the 
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water  from  the  jets  may  be  dissipated  and  fail  to  come  up  in 
the  immediate  vicinity  of  the  pile,  the  utility  of  the  jet  process 
is  uncertain  except  for  a  part  of  the  penetration.  In  mixtures 
with  gravel  or  coarse  material  the  water  wiU  often  wash  out 
the  sand  and  finer  material  leaving  the  stones  in  the  hole  to 
interfere  with  the  penetration  of  the  pile.  This  action  may 
often  be  remedied,  however,  by  increasing  the  volume  and 
pressure  of  the  water. 

In  driving  in  sand  the  jet  should  be  hung  on  a  rope  passing 

over  a  pulley  in  the  driver  so  that  it  may  be  kept  moving  up 

ind  down  with  its  point  near  the  point  of  the  pile.    If  this 

is  not  done  the  pipe  is  likely  to  'freeze'  fast  and  cannot  be 

moved.    After  the  pile  reaches  a  depth  of  lo  or  15  feet  the 

water  will  sometimes  fail  to  come  up  around  it,  breaking  out 

on  the  siu-face  at  a  considerable  distance,  perhaps  around  a  pile 

driven  previously.    When  this  occiurs  it  indicates  that  the  jet 

has  not  been  kept  moving  sufficiently,  or  an  auxiliary  jet  may 

be  needed  discharging  at  some  intermediate  depth.     In  any 

case  the  jet  should  be  withdrawn  at  once  and  immediately  put 

down  again,  thus  usually  reestablishing  the  flow  of  water  along 

the  pile.     Where  piles  are  sunk  20  feet  or  more  into  sand  it  is 

advisable  to  have  two  jets.    One  is  to  be  kept  moving  with  its 

nozzle  slightly  ahead  of  the  pile,  while  the  other  is  slowly 

raised  and  lowered  between  the  foot  of  the  pile  and  the  surface 

to  maintain  the  flow  along  the  pile.     On  the  other  hand,  when 

the  material  is  soft  ^d  readily  compressible  as  in  silt,  or  in  fine 

sand  mixed  with  silt  or  a  small  percentage  of  clay,  it  may  not 

be  economical  to  use  a  jet  since  the  pile  may  be  driven  quickly 

without  risk  of  injury  by  means  of  a  steam-hammer. 

The  effectiveness  of  the  water-jet  is  demonstrated  at  times 
diuing  the  operation  of  sinking  a  pile  when  a  break-down 
occurs,  and  an  attempt  is  made  to  drive  temporarily  without  its 
aid.  So  frequently  will  the  piles  broom  or  split,  or  give  other 
signs  of  injury  before  reaching  the  full  depth  of  penetration, 
as  to  preclude  fiurther  driving.  When  piles  were  first  driven  at 
Atlantic  City  prior  to  1890,  a  contractor  became  bankrupt  by 
attempting  to  drive  piles  in  the  wet  sand  by  means  of  the  ham- 
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mer  alone.  A  score  of  years  later  when  the  water-jet  was  gen- 
erally used  in  that  locaUty  contractors  were  wont  to  consider 
it  as  an  ordinary  performance  to  sink  loo  to  120  piles  in  a  half 
day.  This  fact  illustrates  the  saving  in  time  and  money  whicli 
is  made  possible  by  the  aid  of  the  jet. 

In  Florida  palmetto  piles  are  sometimes  used  since  they  are 
comparatively  free  from  the  ravages  of  the  teredo.  This  wood 
has  a  hard  shell  and  a  soft  interior,  and  cannot  stand  heavy  blows 
with  a  hammer.  Such  piles  may  be  easily  sunk  into  hard  sand 
by  a  water-jet,  the  hammer  resting  on  top  and  occasionally 
tapping  the  pile,  the  fall  being  only  3  to  6  inches.  By  keeping 
the  pile  and  jet  pipes  constantly  moving  the  sand  is  kept  from 
closing  in  on  the  pile  until  it  occupies  its  final  position.  With 
the  aid  of  the  jet,  piles  may  be  sunk  as  readily  with  the  butt: 
down  as  with  the  tip  down. 

In  general  the  water-jet  should  not  be  attached  to  the  pile, 
but  handled  separately.  The  nozzle  is  usually  extended  a  small 
distance,  not  exceeding  a  foot,  below  the  foot  of  the  pile,  bul^ 
sometimes  it  is  necessary  to  move  it  up  and  down  to  reduci^ 
the  frictional  resistance  on  the  pipe,  or  to  change  its  positioix- 
if  a  boulder  is  encountered,  so  as  to  excavate  an  opening  into 
which  the  boulder  may  he  pushed  by  the  pi'e.  If  this  is  not 
sufficient  to  displace  an  obstruction  the  pile  may  be  raised  ai- 
little  and  dropped  with  the  hammer  resting  upon  it.  It  is  not: 
desirable  to  bend  the*  pipe,  as  is  sometimes  done  just  above 
the  nozzle.  For  depths  not  exceeding  15  to  20  feet  and  wheix 
the  ground  does  not  consist  of  layers  differing  materially  ir% 
character,  the  average  rate  of  penetration  is  often  foimd  to 
be  remarkably  uniform,  independently  of  the  depth. 

At  the  Brooklyn  anchorage  of  the  Manhattan  bridge  2500 
piles  were  driven,  about  40  feet  long  and  14  to  16  inches  in 
diameter  at  the  butt.  Great  difficulty  was  experienced  in 
driving  them  on  account  of  the  numerous  large  and  small 
boulders  encountered  and  a  thin  stratum  of  hard-pan  that  had 
to  be  penetrated.  With  the  hammer  alone  test  piles  could  be 
driven  only  8  to  10  feet,  but  with  the  aid  of  a  powerful  hydraulic 
jet  they  could  be  driven  to  a  depth  of  40  feet.     When  a  boulder 


[ 


Am.i6  use  op  the  water- jet  47 

was  encountered  the  jet  was  worked  around  its  edges  until  it 
was  moved  aside,  or  until  it  was  undermined  and  finally  sunk 
to  a  position  below  the  foot  of  the  pile  at  its  desired  elevation. 
The  continued  use  of  the  jet  softened  the  ground  when  it  could 
not  excavate  it  so  that  the  pile  could  be  driven  further  to  its 
final  grade.  In  this  manner  piles  were  driven  where  it  would 
have  been  impossible  to^o  so  without  the  jet.  Boulders  two 
cubic  yards  in  volimie  iRre  sometimes  displaced. 

In  using  the  water-jet,  the  quantity  of  water  should  be 
ample.  In  most  cases  volume  rather  than  velocity  is  necessary. 
The  velocity  must  be  suffident  to  excavate  the  sand  below 
the  foot  of  the  pile  and  to  make  it  'live'  or  'quick/  while  the 
volume  is  large  enough  to  force  the  water  to  escape  by 
rising  along  the  sides  of  the  pile  to  bring  the  material  to  the 
surface,  and  at  the  same  time  to  reduce  the  surface  friction, 
if  it  does  not  entirely  eliminate  it.  In  beach  sand,  piles  have 
been  jetted  down  within  i8  inches  from  adjacent  piles  without 
disturbing  them,  showing  that  in  this  material  the  movement 
of  the  water  is  confined  to  a  small  radius  horizontally.  In 
cities  the  water-jet  cannot  be  used  as  freely  as  elsewhere  on 
account  of  the  danger  of  settlement  to  adjacent  foundations 
and  injury  to  the  heavy  structures  supported  by  them. 

Where  piles  are  to  be  driven  to  the  uneven  surface  of  an 
underlying  ledge  of  rock  the  proper  length  of  pile  may  be  de- 
termined conveniently  by  rumung  the  jet  down  to  the  rock 
and  measuring  the  penetrating  length  of  pipe.  The  bearing 
power  of  piles  sunk  by  the  water-jet  process  is  determined  by  test 
blows  of  the  hammer  after  the  material  has  had  time  to  settle 
or  pack  around  the  pile.     In  pure  sand  the  pentration  per  blow 

• 

^s  so  small  that  the  bearing  power  of  the  pile  is  limited  either 
by  the  safe  compressive  strength  of  the  wood  of  which  it  is 
composed,  or  by  its  strength  as  a  column  in  case  the  total  pene- 
tration is  only  a  part  of  its  length. 

The  earliest  authenticated  use  of  the  water-jet  in  sinking 
piles  appears  to  have  been  introduced  on  the  construction  of 
a  wharf  at  Decrowns  Point,  Matagorda  Bay,  Texas,  in  1852, 
and  to  have  arisen  from  a  suggestion  made  by  Lieut.  George 
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B.  McClellan,  Corps  of  Engineers,  U.  S.  A.  The  water  was 
pumped  by  an  ordinary  hand  pump  through  a  rubber  hose  with 
a  gas-pipe  nozzle,  the  nozzle  being  placed  close  to  the  tip  of  the 
pile.  The  historical  development  of  the  water-jet  process  is 
described  at  length  in  an  article  on  The  Water- Jet  as  an  Aid 
to  Engineering  Construction,  by  L.  Y.  Schermerhorn,  in  Pro- 
ceedings of  the  Engineer's  Club  of  Philadelphia,  1900,  vol. 
17.  The  use  of  the  water-jet  in  drivii^[  concrete  piles  is  treated 
in  Art.  49. 

Art.   17.    Equipment  for  Water- Jet  Process 

The  water-jet  consists  generally  of  a  straight  pipe  with  a 
nozzle  at  its  end,  connected  by  some  length  of  flexible  hose  to 
the  discharge  pipe  from  the  pump  which  provides  the  water 
under  pressure.  The  suction  pipe  connects  the  pump  with 
the  source  of  water  supply.  The  pump  is  operated  by  steam, 
being  connected  either  with  the  boiler  for  the  pile-driver  or 
with  a  separate  steam  supply.  Sometimes  a  short  piece  of 
curved  pipe  is  coupled  between  the  straight  jet  pipe  and  the 
hose.  The  pipe  can  be  raised  and  lowered  by  a  line  attached 
to  the  top  leading  over  a  snatch  block  to  be  operated  by  hand 
power  on  the  ground,  or  to  a  spool  on  the  hoisting  engine. 

The  diameter  of  the  jet  pipe  is  either  2  or  2§  inches.  The 
discharge  pipe  of  the  pmnp  is  in  most  cases  4  inches  in  diam- 
eter while  the  diameter  of  the  suction  pipe  is  6  inches.  To 
increase  the  velocity  of  the  water  and  thus  increase  its  power 
to  loosen  the  earth,  the  size  of  the  pipe  is  drawn  down  at  the 
end  to  form  a  nozzle.  The  nozzle  is  usually  circular  in  section 
and  its  diameter  varies  from  f  to  J  inch.  In  a  few  cases  a 
rose-jet  has  been  employed,  the  nozzle  having  one  central 
opening  at  the  end  and  five  openings  around  the  sides  with 
their  axes  inclined  about  45  degrees  to  that  of  the  axes  of  the 
pipe.  (See  Fig.  916.)  Another  form  of  nozzle  is  made  by 
flattening  the  end  of  the  pipe  until  the  opening  is  reduced  to 
}  inch.  This  nozzle  has  given  better  results  than  a  round  one, 
especially  in  stiff  material,  it  being  rotated  back  and  forth 
about  its  axis. 
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The  quantity  of  water  to  be  discharged  varies  from  50  to 
250  gallons  per  minute.  It  must  be  sufficient  to  bring  to  the 
surface  the  material  which  is  next  to  the  pile.  The  pressure 
ranges  from  65  to  200  pounds  per  square  inch  although  the  hose 
and  fittings  are  sometimes  designed  to  resist  a  pressure  of  250 
pounds  per  square  inch.  The  higher  pressures  are  required 
especially  when  gravel  and  boidders  are  encountered.  Redpro- 
cating  pumps  are  employed,  either  single  acting  or  double 
acting,  and  sometimes  compoimds.  The  error  which  is  most 
frequently  made  is  to  use  pumps  of  insufficient  capacity, 
leading  to  ineflfective  work  with  the  jet  and  loss  of  time.  Un- 
satisfactory residts  with  the  water-jet  due  to  inadequate  and 
inefficient  equipment  is  doubtless  one  of  the  main  reasons  why 
the  water-jet  process  has  not  come  into  more  extensive  use 
in  pile-driving  practice. 

A  device  has  been  invented  by  which  the  jet  pipe  is  handled 
by  means  of  the  water  pressure,  thus  reducing  hand  labor  to 
a  minimum.  By  turning  a  valve  the  operator  who  guides  the 
pipe  near  the  pile  can  control  the  direction  and  pressure  of  the 
water  so  as  to  raise  or  lower  the  jet  or  to  hold  it  in  any  given 
position.  The  jet  pipe  acts  as  a  plunger  inside  of  a  larger  pipe 
which  acts  as  a  cylinder,  the  latter  being  suspended  from  a 
derrick  pile-driver. 

Art.  x8.     Overdriving  Piles 

Examples  of  piles  which  were  injured  by  overdriving  are 
occasionally  exposed  by   subsequent  excavation.     In   Jersey 
City  some  piles  were  driven  into  the  surface  of  a  street  to  sup- 
port temporarily  a  large  water  pipe,  and  afterward  the  street 
had  to  be  excavated  for  the  passage  of  a  railroad.     It  was 
thought  that  the  piles  were  well  driven  and' in  good  condition. 
It  was  discovered  that  about  one-half  of  them  were  ruined  in 
driving,  some  being  broken  off  square  across  and  the  upper 
piece  driven  alongside  the  lower  piece.     One  pile  encountered 
a  large  flat  rock  about  16  feet  below  the  surface,  and  the  fibers 
of  the  tip  were  found  to  have  turned  aside  horizontally  to  a 
distance^^of  15  feet. 
4 
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In  Brooklyn  before  making,  certain  subway  excavations 
timber  piles  had  been  driven  on  the  sides  of  the  street  to  sup- 
port temporary  plank  roadways.  When  they  were  exposed  by 
the  steam  shovel  it  was  seen  that  very  many  of  them  were 
broken,  splintered,  or  sheared.  It  was  known  from  their  be- 
havior during  driving  that  some  of  the  piles  were  overdriven, 
but  the  injuries  proved  to  be  more  numerous  than  had  been 
supposed.  The  piles  were  mostly  spruce  as  yellow  pine  would 
not  stand  the  hard  driving.  The  average  diameter  at  the  butt 
was  12  inches  and  after  a  preliminary  test  20  feet  was  found  to 
be  the  most  satisfactory  length.  A  2000-pound  drop-hammer 
was  used  with  a  fall  ordinarily  of  25  feet.  Although  a  water- 
jet  aided  in  driving,  it  was  difficult  to  secure  the  desired  total 
penetration.  The  pile  fractures  had  a  variety  of  forms;  some 
were  splintered  and  broomed,  others  burst  and  were  spread 
out,  while  others  were  sheared  apart,  and  the  upper  end  driven 
past  the  stub. 

In  western  Massachusetts  where  a  new  railroad  passed  imder 
an  old  railroad  embankment,  temporary  bents  of  piles  were 
driven  about  22  feet  deep  through  fine  compact  sand.  The 
driving  was  hard  and  no  water-jet  was  employed.  The  ex- 
cavation of  the  bank  showed  over  half  of  the  piles  to  be  seriously 
damaged,  being  split  or  broken  at  distances  exceeding  8  feet 
below  the  surface.  In  most  cases  the  break  was  a  double  shear, 
the  upper  part  acting  as  a  wedge  to  split  the  lower  piece;  some 
failed  by  a  single  inclined  shear,  and  a  few  by  bulging.  Some- 
times bulging  assumes  the  condition  of  collapsing  like  an 
accordion. 

In  1907  while  sinking  a  pneumatic  caisson  for  the  Vancouver 
bridge  over  the  Columbia  River  some  piles  were  removed 
which  had  been  driven  in  1890.  Their  tips  were  found  to  be 
broomed  and  shattered  by  driving  into  the  compact  gravel 
which  they  did  not  penetrate. 

During  excavation  for  a  building  in  New  Orleans  it  was  seen 
that  not  all  the  test  piles  previously  driven  had  pierced  the  sand 
stratum.  Those  with  knotty  ends  had  broken  off  some  dis- 
tance from  the  tip,  and  the  new  tip  thus  formed  reached  the  sand. 
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In  some  instances  two  such  breaks  had  occurred.  One  of  the 
test  piles  had  not  even  penetrated  to  the  depth  of  cut-off  for  the 
foundation  piles  to  be  driven  later.  Some  feet  in  length  above 
the  tip  showed  a  mass  of  fibers,  resembling  worn-out  rope,  of 
about  the  same  shape  and  size  as  a  barrel. 

The  effect  of  continuing  to  drive  temporary  piles  after  the 
tip  reaches  rock  was  clearly  shown  during  excavation  at  a 
tunnel  portal  in  New  York.     Piles  were  furnished  to  the  fore- 
man in  charge  of  the  excavation  somewhat  longer  than  neces- 
sary to  reach  rock  at  the  elevation  indicated  by  the  borings,  and 
he  was  instructed  to  drive  them  to  rock.     The  foreman  reported 
that  he  had  driven  the  piles  as  far  as  possible  without  bringing 
the  6utts  below  the  upper  wales  which  they  were  intended  to 
support,  and  that  they  had  not  reached  rock,  insisting  that 
they  had  moved  quite  uniformly  until  he  stopped  driving.     For 
a  number  of  feet  the  lower  ends  of  the  piles  were  badly  shat- 
tered and  broomed  as  revealed  by  the  subsequent  excavation, 
although  the  heads  were  not  broomed  materially. 

A  contracting  engineer  of  large  experience  has  expressed 
his  conclusion  that  more  piles  are  dangerously  injured  by 
improper  driving  than  are  rendered  unsafe  through  insufficient 
driving.  Another  engineer  concludes  that,  in  general,  piles 
are  apt  to  be  overdriven  and  much  of  their  value  lost.  The 
former  believes  that  this  is  due  largely  to  the  use  of  drop- 
hammers  with  excessive  weights  and  imdue  heights  of  fall.  He 
reported  a  case  where  ten  successive  piles  in  an  important 
foundation  were  driven  in.  hard  material  with  a  3000-pound 
drop-hammer  and  a  fall  of  30  feet  and  after  practically  reaching 
*  refusal*  suddenly  moved  several  inches  at  the  head.  The 
inspector  in  charge  accounted  for  the  resumption  of  penetration 
by  assuming  that  the  foot  of  the  pile  had  met  and  passed  through 
a  layer  of  hard  material.  The  subsequent  removal  of  these 
piles  showed  that  every  one  had  been  broken  near  mid-length. 
He  also  had  frequent  occasion  in  the  removal  of  timber-pile 
piers  to  examine  the  piles  after  they  were  withdrawn  and  found 
that  when  driven  to  hard  bottom  they  were  generally  either 
broken  at  a  considerable  distance  above  the  foot,  or  else  the 
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foot  had  split  and  spread  out  so  as  to  resemble  an  inverted 
mushroom  several  feet  in  diameter.  He  claimed,  moreover, 
that  excessive  driving  results  in  a  degeneration  of  the  fiber 
which  reduces  the  strength  of  the  piles  acting  as  coliunns  and 
hastens  decay  materially. 

A  contractor,  having  noticed  the  apparently  injurious  effect 
on  piles  due  to  very  heavy  blows,  ordered  experiments  to  be 
made  to  learn  just  what  damage  was  done  and  the  proper 
remedy.  Spruce  and  yellow  pine  piles  40  to  50  feet  long,  12  to 
15  inches  at  the  butt  and  6  to  8  inches  at  the  tip  were  driven 
into  a  mixture  of  clay,  sand,  gravel,  and  small  cobble  stones, 
and  which  offered  a  gradually  increasing  resistance  to  penetra- 
tion. A  drop-hammer  weighing  3000  pounds  was  used  with 
the  hoisting  rope  attached.  The  object  was  to  determine  what 
height  of  fall  could  be  safely  adopted  without  impairing  the  in- 
tegrity of  the  pile  either  by  brooming  its  head  or  its  foot,  or  by 
breaking  it  at  some  intermediate  point.  The  first  piles  were 
driven  according  to  the  former  custom  of  raising  the  hanmier 
to  the  top  of  the  leads  until  the  fall  reached  about  25  feet 
after  which  it  was  not  increased.  The  fall  was  gradually  di- 
minished as  successive  piles  were  driven.  Each  pile  was  pulled 
up  by  a  100-ton  derrick  and  examined.  Nearly  every  pile 
driven  with  a  fall  exceeding  10  feet  was  found  to  be  more  or  less 
injured,  either  by  badly  brooming  at  the  foot  or  by  breaking  at 
some  distance  higher.  A  fall  of  10  feet  could  be  depended  upon 
not  to  injure  the  pile.  To  make  sure  that  the  fall  should  not 
exceed  this  distance  the  instructions  to  the  foreman  placed 
the  limit  at  8  feet  for  a  3000-pound  hammer,  the  driving  to 
be  continued  imtil  the  penetration  should  not  exceed  i  inch 
in  the  last  three  to  five  blows  as  circiunstances  might  warrant. 
Extensive  subsequent  experience  in  pile  driving  xmder  many 
other  conditions  confirmed  the  results  of  the  experiments  that  a 
greater  fall  than  10  feet  for  a  3000-pound  hammer  is  uncertain 
in  its  rcaujts  and  more  likely  than  not  to  injure  the  pile. 

The  effect  of  a  heavy  drop-hammer,  weighing  3800  pounds, 
is  seen  from  the  results  in  driving  34  piles  for  a  temporary  trestle 
at  an  under-crossing  of  a  railroad  near  Columbus,  O.,  13  piles 


Aet.i8  overdriving  PILES  S3 

or  38  percent  being  more  or  less  damaged.  Several  were  even 
telescq)ed,  buckled  and  bent  almost  beyond  belief,  so  as  to  be 
practically  without  value  to  sustain  loads. 

The  following  example  illustrates  conditions  which  too  fre- 
quently prevail  and  lead  to  overdriving.  No  provision  was 
made  for  an  adequate  exploration  of  sub- surface  conditions.  It 
was  known,  however,  that  the  soft  mud  was  interspersed  with 
layers  of  gravel  hard-pan  of  varying  thickness.  It  was  there- 
fore decided  to  drive  the  piles  so  hard  that  it  might  be  safely 
concluded  that  they  rested  upon  a  stratimi  thick  enough  to 
carry  the  required  load.  >  Ordinary  spruce  and  hemlock  piles 
split  and  smashed.  Finally  Nova  Scotia  spruce  piles  full  of 
solid  knots  were  obtained,  which  were  said  to  be  so  tough  as  to 
resist  splitting,  and  yet  soft  and  elastic  enough  to  absorb  the 
blows  of  the  hammer.  It  was  claimed  that  a  satisfactory 
pile  foimdation  was  made  with  them.  Unfortunately  the 
opinion  prevails  too  widely  that  several  extra  blows  at  the  end 
of  the  driving  generally  secure  extra  resistance  of  the  pile  or  extra 
bearing  capacity. 

The  limit  of  safe  driving  depends  chiefly  upon  the  weight  and 
fall  of  the  hammer,  the  material  penetrated,  the  species  of  wood 
in  the  pile,  its  diameter  and  length,  and  the  protection  given 
to  the  head  of  the  pile  while  being  driven.     Whether  the  timber 
pile  is  dry  or  green  or  improperly  creosoted  will  also  need  con- 
sideration.    Two  piles  have  been  driven  side  by  side  through 
the  same  ground  and  under  the  same  conditions,  so  far  as  this 
is  practically  possible;  one  pile  penetrated  to  its  full  length 
without  apparent  damage  while  the  other  ** burst  all  to  pieces," 
the  difference  in  behavior  being  due  to  the  fact  that  the  first 
pile  was  sound  while  the  second  one  had  incipient  decay  caUed 
'red  heart.'     The  pile  which  failed  appeared  to  penetrate  the 
ground  rapidly  and  easily,  but  the  head  showed  signs  of  dis- 
tress at  an  early  stage  of  the  driving.     The  elements  affecting 
safe  driving  are  discussed  further  in  Arts.  27,  28,  29,  33  and  35. 
Another  fruitful  reason  for  overdriving  piles  is  the  unreasonable 
specification  that  is  frequently  adopted  which  requires  driving 
to  refusal.    This  is  considered  in  Art.  38. 


54  DRIVING   TIMBER   PILES  Chap.  II 

There  is  danger  from  overdriving  when  the  hammer  begins 
to  bounce.  Overdriving  is  also  indicated  by  the  bending,  kick- 
ing, or  staggering  of  the  pile.  When  a  pile  has  not  penetrated 
very  far  and  the  hammer  begins  to  bounce  and  the  pile  to  shiver 
and  spring  near  the  groimd,  it  is  time  to  stop  driving,  unless 
the  pile  is  disproportionately  long  for  its  diameter.  In  fairly 
homogeneous  groimd,  if  the  driving  becomes  hard  and  the 
hammer  starts  to  bounce  it  is  usually  wise  to  stop  driving.  K 
driving  is  continued  and  the  rate  of  penetration  is  irregular, 
it  is  probably  safe  to  assume  that  the  pile  is  either  brooming 
at  the  tip  or  fracturing  at  some  intermediate  portion  of  its 
length.  If  a  pile  suddenly  changes  direction,  there  is  but  little 
doubt  that  it  has  broken.  In  general,  when  a  pile  is  sinking 
easily  and  suddenly  stops,  and  the  hammer  commences  to 
boimce,  the  driving  should  cease,  as  it  is  probable  that  the 
pile  has  struck  a  boulder  or  some  other  obstruction.  The 
quality  of  a  pile  can  usually  be  judged  by  the  behavior  of  its 
head  under  moderate  driving.  As  the  driving  progresses,  the 
condition  of  the  head  also  gives  some  indication  regarding  the 
action  of  the  pile  below  the  surface. 

The  best  measures  to  adopt  to  prevent  injury  to  piles  by  over- 
driving include  the  use  of  a  cap  to  protect  and  guide  the  pile 
head;  the  substitution  of  the  steam-hammer  for  the  drop-ham- 
mer; the  use  of  the  water-jet  whenever  practicable;  and  an  ade- 
quate exploration  of  the  ground  to  be  penetrated.  The  steam- 
hammer  is  more  eflfective  than  the  drop-hammer  in  securing 
the  penetration  of  a  pile  without  injury,  because  of  the  shorter 
interval  between  blows.  Some  piles  have  taken  over  1200 
blows  without  any  sign  of  the  head  being  broomed.  The  use 
of  the  water-jet  is  one  of  the  most  effective  means  to  avoid  the 
danger  of  overdriving  since  it  reduces  the  resistance  to  pene- 
tration. Preliminary  exploration  of  sub-surface  conditions  is 
necessary  to  interpret  properly  the  behavior  of  a  pile  whiJe 
being  driven,  as  well  as  to  determine  the  proper  length  of  pile 
and  whether  it  is  to  act  as  a  colmnn,  or  to  support  its  load  by 
skin  friction.  In  the  preceding  paragraph  a  reference  was  made 
to  the  significance  of  an  irregular  rate  of  penetration;  it  would 
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be  entirely  different  in  stratified  material  where  the  pile  con- 
tinues to  break  through  one  thin  stratum  into  another  one  of 
different  density.  If  a  hard  crust  has  to  be  penetrated  and 
the  piles  cannot  do  so  without  injury,  it  is  better  to  use  dyna- 
mite to  break  it  up,  placing  it  by  means  of  a  pipe.  Or,  a 
double-strength  wrought-iron  pipe,  with  a  steel  point  and  cap, 
may  be  driven  until  it  penetrates  the  hard  stratum,  and  after 
withdrawing  it,  the  timber  pile  may  be  inserted  in  the  hole  and 
driven  to  the  proper  depth.  This  method  has  been  used  to 
penetrate  a  hard  embankment  xmder  railroad  tracks.  In 
other  cases  the  hard  overlying  stratiun  may  be  removed  by 
dredging  or  otherwise,  and  replacing  the  material  if  it  is  needed 
to  provide  lateral  resistance.  Attention  is  called  to  the  ref- 
erences on  this  topic  in  Chap.  XIX,  especially  to  the  Proceedings 
of  the  American  Railway  Engineering  Association.  It  is  often 
remarked  that  judgment  based  on  experience  will  dictate  when 
to  stop  driving.  The  training  of  the  judgment  depends  not 
so  much  on  the  amoimt  of  experience  as  upon  the  habit  of  care- 
ful reflection  on  the  results  of  observations  in  pile  driving  and 
of  the  probable  causes  in  each  case.  It  is  most  earnestly  to 
be  hq)ed  that  the  time  will  come  soon  when  it  cannot  be  truth- 
fully said  that  "  the  most  prevalent  bad  practice  in  pile  driving 
is  overdriving."    See  Fig.  13a  facing  page  43. 

Art.  19.     Spacing  of  Piles 

In  good  practice  timber  piles  are  never  spaced  closer  than 
2J  feet  between  centers,  and  preferably  not  closer  than  3  feet. 
When  piles  are  supported  by  frictional  resistance  they  should  be 
driven  so  far  apart,  or  to  such  a  depth,  that  the  increased  area 
of  bearing  developed  by  the   conoid  of  pressure,  which  has 
the  reqtured  altitude  to  contain  the  frictional  resistance,  reaches 
a  level  whose  material  will  afford  the  required  support  before 
it  intersects  the  corresponding  conoid  of  an  adjacent  pile. 
This  indicates  that  the  character  of  the  ground  at  different 
depths  should  be  known  before  the  number  of  piles  is  deter- 
mined and  any  of  them  are  driven,  or  else  the  number  required 
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to  support  the  given  load  must  be  changed  and  hence  the 
spacing  required. 

When  an  important  function  of  the  piles  is  to  compress  the 
ground  penetrated  by  them  a  closer  spacing  may  afford  larger 
bearing  power  at  a  given  level,  while  on  the  other  hand,  in  some 
kinds  of  material  one  or  more  extra  piles  in  a  small  group  may 
reduce  the  supporting  power  at  the  same  level.  If  piles  are 
spaced  too  close  together  the  entire  mass  of  earth  enclosed  by 
the  group  tends  to  sink  as  a  unit. 

In  discussing  this  subject  Goodrich  states  that  "the  best 
practice  is  to  assiune  a  given  load  per  pile,  to  design  all  footings 
accordingly  and  to  reqmre  the  superintendent  of  construction 
to  provide  and  drive  piles  which  will  sustain  this  assumed  load. 
In  that  case  the  designer's  care  will  be  to  provide  just  the 
proper  number  under  each  footing  and  to  space  them  so  that 
each  pile  will  develop  its  full  proportion  of  the  given  load.  To 
this  end,  groups  should  be  made  as  nearly  circular  as  possible, 
especially  when  they  consist  of  any  considerable  number  of 
piles.  The  corner  piles  of  square  groups  of  i6  piles  might  just 
as  well  be  omitted.  It  is  of  the  utmost  importance  not  to  space 
piles  too  closely  together;  or  if  close  spacing  is  necessary,  to 
drive  them  all  to  such  a  depth  that  the  bearing  power  of  the 
earth  at  that  depth  is  sufficient  to  provide  the  necessary  siq)- 
port.  All  the  piles  under  a  building  should  be  driven  to  the 
same  depth,  if  possible,  and  the  areas  of  groups  should  be  care- 
fully proportioned  to  the  loads  to  be  carried,  unless  the  spadng 
is  large  enough  for  each  pile  to  develop  its  full  supporting  powar 
independently.  Tests  made  by  the  Department  of  Docks  and 
Ferries  of  New  York  City  prove  conclusively  that  piles  driven 
in  North  River  mud,  even  to  considerable  depths,  influence 
each  other  to  some  extent  when  6  feet  apart,  and  are  practi- 
cally a  unit  in  their  action  when  only  3  feet  apart  A  group 
of  two  piles  thus  spaced  had  a  supporting  power  only  about 
if  times  what  a  single  pile  developed* when  properly  ^aced. 

"Earth  with  35  percent  of  voids,  if  compressed  so  that  all 
voids  are  filled,  will  increase  in  density  only  54  percent.  From 
quite  a  number  of  tests  of  the  compressibility  of  soils  made  by 
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the  writer,  it  is  evident  that  a  tremendous  amount  of  energy 
is  wasted  in  pile  driving  if  the  piles  are  spaced  so  closely  that 
any  great  compressing  of  the  soil  must  be  done.  This  wasted 
energy  is  not  disclosed  in  any  pile  formula,  and  serves  to  give 
exaggerated  values  when  such  formulas  are  applied.  Con- 
siderable practical  experience  also  confirms  this  and  all  the 
other  theoretical  results  given  above.  Thus,  it  is  evident  that, 
even  with  piles  spaced  25  feet  apart,  the  amount  of  compres- 
sion suffered  by  the  earth  is  more  than  one-quarter  of  the  maxi- 
mum possible  amount  in  many  cases  and  that  considerable 
energy  must  be  wasted  in  driving  so  closely.  A  spacing  of  3 
feet  is  much  to  be  preferred,  especially  when  it  is  seen  that 
the  theoretical  depths  to  which  it  is  necessary  to  drive  the 
piles,  in  order  to  develop  a  safe  bearing  power  of  40  000  pounds, 
are  x6  feet  for  the  3-foot  spacing  and  26  feet  for  the  2^-foot 
spadng.  The  writer  [Goodrich]  thinks  that  a  minimum  spac- 
ing of  not  less  than  2.7  feet  should  ever  be  allowed  and  that 
3  feet  should  be  used  whenever  possible"  (see  Trans.  Am.  Soc. 
C.  E.,  vol.  54,  page  448,  June,  1905). 

In  discussions  on  pile  driving  one  may  find  such  examples 
as  that  in  which  100  timber  piles  60  feet  long  and  12  inches  in 
diameter  at  the  butt  were  driven  into  soft  material,  2  feet 
apart  each  way,  to  sustain  a  static  load  of  600  tons,  followed  by 
the  remark  that  no  settlement  was  observed.  In  this  connec- 
tion it  may  be  well  to  quote  the  following  statement  by  Well- 
ington: "Bearing  piles  should  be  spaced  at  least  3  feet  center 
to  center  each  way  if  this  gives  a  sufficient  number  to  carry  the 
load,  and  they  are  worse  than  wasted  if  driven  less  than  2|  feet 
center  to  center." 

Bearing  piles  may  be  located  in  plan  either  at  the  vertices 
of  a  series  of  squares,  or  of  a  series  of  equilateral  triangles. 
When  a  considerable  area  is  covered  the  piles  are  located  thus 
in  parallel  lines  on  the  plan,  being  opposite  to  one  another 
in  one  scheme,  and  staggered  in  the  other.  Where  the  piles 
are  staggered  the  alternate  piles  in  alternate  rows  are  sometimes 
omitted  over  a  part  of  the  area  instead  of  slightly  increasing 
the  pacing  throughout  some  rows.    As  stated  in  a  preceding 
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paragraph,  groups  of  piles  under  column  footings  should  be 
arranged  in  plan  as  nearly  circular  as  possible  (see  Fig.  159*^)- 

Since  it  is  not  always  an  easy  matter  to  hold  a  pile  closely 
to  line  it  is  of  especial  importance  to  use  range  boards  and 
transits  when  necessary  to  line  up  the  leads  of  a  floating  pile- 
driver  so  that  the  pile  may  be  started  in  correct  position. 
Telescope  leads  may  be  used  to  hold  piles  against  the  action  of 
the  current  until  the  penetration  is  sufficient  to  hold  them. 
Piles  which  are  so  crooked  that  they  cannot  be  held  fairly 
to  line  should  not  be  used.  The  stresses  which  are  produced 
in  some  piles  in  trestle  bents  or  other  structures  by  forcibly 
bending  them,  before  the  cap  and  bracing  are  attached,  are 
often  so  great  that  their  supporting  power  as  columns  is  con- 
siderably less  than  that  for  which  they  were  designed. 


Art.  20.     Cutting  Off  and  Removing  Piles 


When  the  heads  of  piles  are  to  be  imbedded  in  a  footing  of 
concrete  it  is  unnecessary  to  have  them  cut  off  at  exactly  the 
same  level;  in  fact  it  is  often  specilied  that  a  certain  proportion 
of  them  shall  be  cut  off  at  a  higher  level  than  the  rest..  The 
heads  should  be  cut  off  approximately  level  in  this  case  but 
great  precision  is  not  required. 

When  timber  caps  or  timber  grillage,  however,  are  to  transfer 
the  load  from  the  substructure  to  the  piles  it  is  important  to 
cut  off  the  piles  at  the  elevations  marked  on  the  plans  and 
that  concave,  convex  or  inclined  heads  will  not  be  accepted. 
In  the  open  air  the  cut  can  be  made  by  an  ordinary  cross-cut 
saw  upon  two  straight-edge  guides  attached  to  the  piles.  The 
next  best  method  is  to  use  a  circular  saw  mounted  upon  a 
vertical  shaft  which  is  rigidly  supported  by  a  movable  frame. 

The  piles  should  be  cut  at  such  an  elevation  that  the  top  of 
the  timber  grillage  is  below  the  ground  water  at  its  lowest 
stage.  Changes  in  this  level  due  to  probable  changes  in  the 
drainage  system  should  receive  due  consideration.  Where 
tide  water  has  access  to  piles  it  is  often  customary  to  keep  the 
timber  of  the  foundation  below  half  tide  rather  than  below  low 
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tide,  since  it  will  be  kept  wet  continuously  by  the  rise  and 
fall  of  the  tide.  The  same  conditions  hold  with  respect  to  the 
heads  of  piles  imbedded  in  concrete,  otherwise  they  wiU  suffer 
from  dry  rot. 

When  timber  piles  have  to  be  cut  off' below  the  water  surface 
to  a  given  elevation  special  care  is  necessary  as  weU  as  properly 
designed  eqiupment.  At  Portland,  Ore.,  256  piles  for  the  pivot 
pier  of  the  Morrison  Street  bridge  were  cut  off  as  close  as  pos- 
sible to  the  bed  of  the  river.  The  rig  designed  for  this  pur 
pose  consisted  of  a  carriage  running  on  tracks  supported  by 
solid  falsework.  On  top  of  this  was  placed  a  second  carriage 
working  across  the  first  one.  Suspended  from  the  upper  car- 
riage was  a  four-post  steel  frame  built  of  angles  and  rods,  which 
extended  down  to  the  required  depth,  and  upon  one  corner 
carried  the  shaft  to  which  a  s-foot  drcular  saw  was  attached. 
The  saw  was  operated  by  an  electric  motor.  By  careful  op- 
eration the  piles  were  cut  off  to  a  practically  true  level. 

At  the  Cambridge  bridge  over  the  Charles  River  the  contract- 
ors used  a  heavily  constructed  machine  to  cut  off  foundation  piles 
from  15  to  34  feet  below  the  water  surface.  The  scow  sup- 
ported regular  pile-driver  leads  60  feet  high.  The  saw  is  42 
indies  in  diameter  and  attached  to  a  4-inch  hollow  shaft,  the 
bearings  of  which  are  supported  by  a  spud  or  vertical  timber 
14  inches  square  which  can  be  easily  raised  or  lowered  between 
the  leads.  The  driving  pulley  occupies  a  fixed  position  and 
engages  a  continuous  spUne  or  key  attached  to  the  shaft.  The 
saw  is  operated  at  a  speed  of  400  to  500  revolutions  per  minute 
oy  means  of  a  40-HP.  engine  and  a  boiler  of  still  larger  capacity. 
The  usual  rate  of  cutting  lo-inch  spruce  piles  is  600  to  800  per 
^ay  of  10  hours,  with  a  maximum  of  600  in  a  half  day.  Hori- 
zontal range  sights  were  established  and  lines  painted  on 
the  spud  to  determine  the  proper  elevation  of  the  saw  as 
the  tide  changed. 

The  Department  of  Docks  and  Ferries  of  New  York  City 
has  an  equipment  especially  designed  and  constructed  for  rapid 
^d  economical  operation.  It  has  cut  115  piles  14  inches  in 
^™neter  in  five  hours,  and  a  maximum  of  11  piles  in  seven 


6o  DRIVING  TIMBER  PILES  Chap.  EL 

minutes.  Its  capacity  is  only  limited  by  the  abiUty  of  the  crew 
to  remove  the  butts.  The  special  engine  has  a  vertical  shaft, 
double-acting  cylinders,  cranks  set  i8o  degrees  apart,  and  a 
5-foot  fly-wheel.  The  engine  operates  at  300  and  the  saw  at 
1000  revolutions  per  minute.  The  driving  pulley  has  a  key, 
engaging  a  seat  cut  25  feet  long  in  the  3§-inch  saw  shaft,  which 
is  34  feet  long  and  has  its  bearings  bolted  to  a  spud  52  feet  long 
suspended  between  the  leads.  The  saw  avoids  danger  of  bind- 
ing or  jamming  by  cutting  off  a  pile  before  it  can  be  stopped  by 
an  ordinary  obstacle. 

At  Superior  Entry,  Wis.,  where  foundation  piles  were  cut 
off  2  feet  above  the  bottom  of  the  lake  and  35  feet  below  low 
water,  it  was  necessary  to  secure  accurate  cutting  to  grade  to 
provide  a  uniform  bearing  for  the  timber  cribs.  The  piles 
had  been  driven  butt  down  without  extension  leads  and  a 
follower,  and  hence  their  heads  projected  above  the  water 
surface.  In  order  to  hold  the  saw  at  the  exact  elevation  a  guide 
bracket  was  attached  to  the  saw  shaft  whose  trolley  with  double- 
flanged  wheels  took  bearing  upon  an  8  by  8-inch  timber  cap  tem- 
porarily placed  on  the  adjacent  line  of  piles.  To  cut  the  last 
row  the  cap  was  placed  on  three  piles  driven  for  this  purpose. 
Errors  discovered  by  measuring  the  lengths  of  cut-off  were 
limited  to  j  inch.  With  good  weather  and  quiet  water  the 
machine  frequently  cut  45  piles  per  hour,  and  occasionally  a 
bent  of  10  piles  was  cut  in  six  minutes,  the  diameters  at  the  cut 
being  11  to  19  inches.  The  crew  consisted  of  seven  men  on  the 
scow  and  five  men  who  removed  the  parts  cut  off  and  placed 
the  temporary  caps  in  position.  Allowing  two  hours  to  transfer 
and  set  up  the  machine,  in  addition  to  the  actual  time  for  cutting 
230  piles,  the  work  was  done  at  an  average  cost  of  13.75  cents 
per  pile.  For  additional  details  and  illustrations  see  Engineer- 
ing News,  vol.  63,  page  696,  June  16,  1910. 

Where  only  a  small  number  of  piles  have  to  be  cut  off  or 
in  locations  where  equipment  Uke  that  previously  described 
cannot  be  used  on  account  of  interference  with  structures,  a 
simple  device  may  be  adopted  and  operated  by  hand.  A  rig- 
ging used  on  the  Chicago  and  Northwestern  Railway  consists 
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of  a  triangular  frame  in  which  a  saw  4  feet  long  is  held  between 
the  ends  of  a  bent  iron  bar  2  by  J  inches  in  section  which  forms 
the  other  two  sides  of  the  triangle,  each  8  feet  long.  The 
frame  is  suspended  at  its  apex  from  a  stick  fastened  to  the 
lower  surface  of  the  stringers  of  a  pile  trestle,  and  operated 
by  hand  near  the  water  siu'face.  Another  device  consists  of 
a  vertical  frame  formed  by  two  timbers  crossing  each  other 
like  the  letter  X;  at  the  crossing  a  pin  is  driven  into  the  pile  to 
be  cut  off;  the  saw  is  held  between  the  lower  ends  of 
these  timbers  and  the  upper  ends  are  braced  by  a  horizontal 
timber  bolted  on  just  below  the  handles  by  means  of  which  it  is 
operated. 

At  New  Orleans  a  floating  pneumatic  caisson  has  been  em- 
ployed to  cut  off  the  piles  and  to  construct  the  timber  grillage 
upon  them  for  terminal  piers  in  the  harbor.  The  caisson  is 
surmounted  by  a  tank  for  water  ballast,  and  is  partly  supported 
by  two  barges  on  its  sides  which  are  rigidly  connected  by  a 
framework  of  Howe  trusses.  The  lower  edges  of  the  working 
chamber  were  submerged  from  15  to  18  feet.  The  construc- 
tion of  the  pneumatic  caisson  is  described  and  illustrated  in 
Engineering  Record,  vol.  54,  page  125,  Aug.  4,  1906. 

Piles  are  often  used  for  temporary  construction,  such  as  to 
support  falsework  for  the  erection  of  a  bridge,  and  have  to  be 
removed  afterward.  If  its  penetration  is  not  too  large  a  pile 
may  be  pulled  by  the  pile  line  of  a  pile-driver  or  with  the  aid 
of  block  and  tackle.  To  reduce  the  initial  resistance  the  pile 
should  be  tapped  by  the  pile-hammer  before  pulling  it;  or  if 
the  water-jet  equipment  is  available  it  may  be  used  to  loosen 
the  pile  so  that  it  can  be  easily  removed.  In  tide  water  piles 
^e  sometimes  fastened  by  a  chain  to  a  scow  at  low  tide  and 
^us  pulled  by  a  rising  tide.     If  hard  ground  surrounds  a  pile 
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it  may  be  started  by  secm-ely  spiking  a  block  of  wood  on  each 
side  and  lifting  it  by  the  aid  of  two  screw  jacks. 

To  remove  the  falsework  piles  of  the  Municipal  bridge  at 
St.  Louis,  a  heavy  timber  tower  formed  of  two  bents  battered 
^  both  directions  and  thoroughly  braced  was  constructed  on 
two  barges.     "The  barges  were  placed  about  10  feet  apart  in 
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the  clear  so  as  to  straddle  the  double  line  of  piles  forming  a 
bent.  Two  sets  of  falls,  composed  of  four-sheave  steel  blocks, 
reeved  with  wire  rope,  were  used  and  attached  to  the  pile  by 
means  of  chains.  After  the  pile  was  lifted  about  20  feet  by 
the  main  falls,  they  were  disconnected  and  the  pile  lifted  clear 
by  means  of  a  ranner  passing  through  a  snatch  block  attached 
to  the  lower  chord  of  the  bridge  span.  From  30  to  45  piles  per 
day  of  nine  hours  were  pulled  with  this  rig.'' 

In  excavating  for  a  foundation  on  reclaimed  land  in  Kansas 
City  it  was  necessary  to  pull  some  old  piles  which  averaged  18 
inches  at  the  butt  and  40  fest  in  length.  The  rig  employed 
consisted  of  four  triple  and  four  double  blocks  in  combination, 
the  if  inch  hoisting  line  being  run  to  a  25-H.P.  hoisting  en- 
gine. A  water-jet  from  a  7-5-10  duplex  pump  was  also  used. 
An  illustrated  description  of  a  sweep  pile  puller  and  of  a 
tripod  pile  puller  to  be  used  on  land  or  in  very  shallow  water 
together  with  a  statement  of  costs  may  be  found  in  Engineer- 
ing News,  vol.  49,  page  338,  April  16,  1903. 

Another  method  of  removing  piles  as  an  obstruction  in  a 
water-way  is  to  cut  them  off  with  dynamite.  A  hole  about 
i§  inches  in  diameter  is  bored  down  along  the  axis  of  the  pile 
with  a  ship  auger  and  one  or  more  sticks  of  dynamite  inserted 
and  exploded.  In  some  cases  7S-percent  dynamite  has  made 
a  clean  cut.  In  one  instance  where  a  foreman  was  instructed 
to  use  70-percent  dynamite  he  used  40-percent  djmamite  as 
that  was  more  easily  obtainable.  As  a  result  the  piles  were 
merely  shattered  and  not  cut  off.  Later  on  using  two  J-pound 
sticks  of  70-percent  and  one  of  40-percent  dynamite  the  largest 
timber  pile  was  cut  off  and  the  top  hurled  over  50  feet  into  the 
air.  The  holes  bored  were  4I  feet  deep,  and  the  cost  was  55 
cents  per  pile  for  labor,  dynamite,  fuse  and  cap.  Dry  sand, 
may  be  used  to  fill  the  hole  after  inserting  the  dynamite,  but 
does  not  need  to  be  tamped. 

In  a  report  on  the  removal  of  a  temporary  pile  bridge  to 
clear  the  river  for  floating  ice  and  logs  in  the  spring,  40-percent 
dynamite  was  stated  to  be  effective.  A  ring  was  formed  of 
telegraph  wire  which  was  large  enough  to  slip  over  a  pile,  three 
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half  sticks  of  dynamite  were  fastened  equidistant  on  the  wire 
with  a  percussion  cap  in  each.  A  fuse  was  attached  long  enoagh 
to  reach  the  bottom  of  the  river  when  the  wire  was  dropped 
over  the  pile,  and  was  connected  to  a  battery.  All  of  the  piles 
were  cut  off  clean  at  the  bottom,  making  this  method  the 
cheapest  and  quickest  way  to  remove  the  obstructing  piles. 

To  remove  a  cluster  of  13  large  pine  piles  at  Leavenworth, 
Kans.,  which  had  been  sunk  by  a  water-jet,  and  could  not  be 
polled  on  account  of  high  water  and  floating  ice,  a  3-gallon  jug 
was  placed  in  hot  water  and  partly  filled  with  hot  sand  so  as  to 
store  as  much  heat  as  possible.  The  remaining  space  was 
filled  with  30  pounds  of  dynamite.  After  arranging  an  exploder 
and  battery,  the  jug  was  corked  and  lowered  through  a  small 
opening  in  the  center  of  the  cluster  and  on  reaching  the  sand 
bottom  at  a  depth  of  14  feet  it  was  exploded,  thus  cutting  off 
the  piles  at  the  level  of  the  jug. 

Art.  21.     Chemical  Preservation 

Where-the  waters  are  infested  by  marine  borers  timber  piles 
which  are  not  chemically  treated  or  mechanically  protected 
have  a  very  short  period  of  usefulness.  The  average  life  of  a 
timber  pile  on  the  Coasts  of  the  South  Atlantic,  Gulf  and  Pa- 
cific states  ranges  from  about  eight  months  to  two  years.  The 
development  and  activity  of  the  borers  is  stimulated  by  high 
temperatures,  and  hence  in  some  of  the  more  northern  coasts 
the  average  life  may  extend  to  three  or  more  years.  The  mini- 
mum life  of  service  is  considerably  shorter.  For  example,  on 
the  coast  of  California,  where  the  average  life  of  a  pile  is  esti- 
n^ated  at  about  two  years,  a  pine  pile  15  inches  in  diameter 
has  been  eaten  off  entirely  within  eight  months;  and  on  the  Gulf 
Coast  in  Texas,  where  the  average  life  ranges  from  one  to  one 
and  one-half  years,  piles  have  had  to  be  replaced  in  within  8 
to  30  percent  of  that  time.  In  very  salty  water  and  a  hot  season 
a  pile  18  inches  in  diameter  may  be  entirely  honeycombed  in 
three  months.  It  is  claimed  that  in  the  vicinity  of  Puget 
Sound,  "a  stick  of  timber,  rough  sawed,  ynU.  last  about  eight 
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months,  a  peeled  pile  will  last  a  year,  a  pile  with  the  bark  on  will 
last  a  year  and  a  half,  while  a  creosoted  pile  will  last  from  15 
months  to  15  years." 

The  durability  of  creosoted  timber  piles  depends  upon 
several  elements.  The  timber  must  be  of  good  quality,  free 
from  decay,  and  should  have  sufficient  sapwood  to  take  the 
requisite  amount  of  creosote  oil.  Timber  may  be  of  such 
high  grade  according  to  standard  specifications  for  structural 
timber  as  to  be  unfit  for  chemical  treatment.  The  creosote 
oil  must  be  high  grade,  with  the  proper  chemical  constituents 
and  physical  properties,  and  the  artificial  seasoning  and  chem- 
ical treatment  have  to  be  conducted  so  as  to  secure  the  re- 
quired impregnation. 

The  artificial  seasoning  and  treatment  of  material  is  a  con- 
tinuous operation  and  occupies  from  24  to  36  hours.  After 
the  green  material  has  been  placed  in  the  cylinder,  the  doors 
are  closed  and  steam  is  admitted  into  the  cylinder  imtil  the 
required  steam  pressure  is  indicated  by  the  gage.  This  pressure' 
is  maintained  until  the  wood  is  thoroughly  sterilized  and  the 
sap  liquefied;  the  steam  pressure  is  then  relieved  and^both  air 
and  the  remaining  steam  are  exhausted  from  the  cylinder  by 
means  of  a  powerful  vacuum  pump.  The  temperature  in  the 
cylinder  during  this  portion  of  the  treatment  is  kept  above  the 
vaporization  point  corresponding  to  the  degree  of  vacuum,  so 
that  the  liquefied  sap  is  vaporized  and  passes  off  from  the  timber 
to  the  vacuum  pump.  After  all  the  moisture  has  been  ex- 
hausted from  the  cylinder  and  the  wood  is  perfectly  dry,  the 
cylinder  is  filled  with  oil  from  an  elevated  tank.  The  oil  pres- 
sure pump  is  then  started  and  kept  in  operation  imtil  the  oil 
in  the  cylinder  is  under  a  specified  pressure.  This  pressure  is 
maintained  until  the  established  system  of  measurement  in- 
dicates that  the  timber  has  been  impregnated  by  the  required 
amount  of  oil.  After  relieving  the  pressure  the  cylinder  is 
opened  and  the  timber  withdrawn. 

When  the  treatment  is  carefully  done  and  the  full  amount  of 
impregnation  with  the  best  quality  of  creosote,  or  dead  oil  of 
coal  tar,  is  secured,  the  timber  will  not  be  materially  reduced 
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in  Strength  and  it  will  be  protected  effectively  from  the  teredo 
navalis  and  the  limnoria  terebrans.  At  an  inspection  made 
in  1905  of  over  4000  creosoted  piles  in  the  railroad  pile  trestle 
connecting  Galveston  Island  with  the  mainland,  which  had  been 
in  service  for  10  years,  no  traces  of  decay  or  deterioration 
could  be  found  (see  Railway  Age  Gazette,  vol.  45,  page  1270, 
Oct  30, 1908), 

In  1904  and  1905  it  became  necessary  to  replace  the  truss 
spans  of  the  bridges  over  East  and  West  Pascagoula  rivers, 
and  of  the  Rigolets  and  Chef  Menteur  crossings  on  the  New 
Orleans  and  Mobile  Division  of  the  Louisville  and  Nashville 
Railroad,  by  new  girder  bridges  and  truss  swing  spans  to  ac- 
commodate the  heavier  rolling  stock.  Examinations  by  bor- 
ing showed  so  many  of  the  creosoted  piles  which  had  been  driven 
in  1876-78  to  be  still  perfectly  sound  that  it  was  decided  to 
use  them  in  the  new  structures.  Intermediate  pile  piers  were 
driven  and  the  old  ones  reinforced  by  additional  piles,  many  of 
which  were  sunk  by  jetting.  In  the  Chef  Menteur  bridge  not 
a  single  pile  was  replaced  on  account  of  defects,  and  in  the 
other  three  bridges  the  proportion  was  less  than  10  percent. 
Of  those  rejected  and  replaced  by  new  piles  not  one  had  been 
damaged  by  the  teredo,  nor  had  the  outer  ring  penetrated  by 
the  creosote  shown  any  signs  of  deterioration,  nor  was  a  single 
pile  seriously  decayed.  The  rejected  piles  showed  an  interior 
dry  rot  which  indicated  that  they  were  not  perfectly  sound  when 
treated.  As  the  new  cut-off  level  was  several  feet  lower  than 
the  old,  and  below  the  extreme  high- tide  level,  there  was  oppor- 
tunity for  a  thorough  examination  of  each  pile's  condition 
(Engineering  News,  vol.  61,  page  277,  March  11,  1909).  These 
results  are  more  favorable  than  can  usually  be  expected.  Ex- 
tended experience  shows,  however,  that  creosoting  may  be 
depended  upon  to  protect  timber  piles  in  gulf  waters  from  10 
to  15  years,  after  which  it  is  generally  necessary  to  furnish  ad- 
ditional protection  by  enclosing  the  piles  with  terra  cotta,  con- 
crete, or  steel  pipes  as  described  in  the  next  article. 

When  this  railroad  was  built  in   1869-70,  untreated  piles 
and  timber  were  used  to  build  the  trestles  which  cross  numerous 
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arms  of  the  Mississippi  Sound.  Before  trains  had  been  run- 
ning six  months  an  engine  was  precipitated  into  Biloxi  Baj 
where  the  green  piles  had  been  eaten  by  the  teredo.  Th( 
unsatisfactory  results  obtained  by  mechanical  protection  ol 
piles  in  other  trestles  whose  piles  were  also  attacked  led  to  th( 
decision  in  1875  to  rebuild  with  the  creosoted  piles  referred  tc 
in  the  preceding  paragraph.  The  piles  were  treated  in  a  plant 
owned  and  controlled  by  the  railroad  company.  Of  509^ 
piles  driven  in  1877-78  in  19  pile  trestle  bridges  617  were  stil 
in  service  in  1908  as  they  were  originally  driven;  on  account  ol 
settlement  868  were  either  redriven  or  were  cut  ofiF  to  place 
framed  bents  upon  them  in  the  years  1904,  1906  or  1908;  95 
were  replaced  from  time  to  time,  including  70  in  three  trestles 
which  had  been  cut  off  by  the  teredo;  while  3513  piles  were 
protected  mechanically  in  1892-93  in  five  trestles  where  the 
action  of  the  teredo  was  especially  severe,  and  in  which  the 
95  piles  had  been  replaced. 

The  limitations  of  space  prevent  the  insertion  of  specifica- 
tions for  the  chemical  preservation  of  piles,  and  a  discussion 
of  various  methods  of  treatment,  and  of  the  tests  to  be  applied 
to  the  oil,  etc.,  and  hence  the  student  is  referred  to  the  repK)rt< 
of  the  Committee  on  Wood  Preservation  of  the  American 
Railway  Engineering  Association,  to  the  Proceedings  of  the 
American  Wood  Preservers'  Association,  and  to  some  investi- 
gations by  the  United  States  Forest  Service.  In  these  publi- 
cations the  discussions  of  the  subject  are  kept  up  to  date,  and 
the  results  of  good  practice  are  recorded. 

Art.  22.    Mechanical  Protection 

The  marine  wood  borers  are  almost  invariably  confined  tc 
salt  water.  The  portion  of  the  pile  commonly  attacked  lies 
between  mean  tide  level  and  about  4  feet  below  low  tide.  The 
extent  of  the  ravages  inside  is  not  indicated  by  the  position 
of  the  entrance  hole.  Experience  has  shown  that  any  protec- 
tion applied  to  the  surface  of  a  pile  must  extend  for  a  short  dis- 
tance above  the  high-water  line  to  an  elevation  below  the  mud 
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line,  due  consideration  being  given  to  the  probability  of  a 
cbange  in  the  elevation  of  the  mud  line. 
Since  chemical  treatment  must  be  applied  to  the  entire 
/eagth  of  the  pile,  and  is  accordingly  quite  expensive,  various 


methods  of  mechanical  protection  have  been  devised  which  are 
applied  only  to  the  vulnerable  surface  of  the  pile.  Fig.  33  is 
reproduced  from  Circular  128  of  the  United  States  Forest 
Service  entitled  Preservation  of  Piling  against  Marine  Wood 
Borers,  by  C.   Stowell  Smith  1908,  to  which  reference  is 
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made  for  further  information.  Fig.  22a  illustrates  a  pile  with 
the  bark  left  on  it,  which  affords  protection  against  marine 
borers  provided  it  remains  absolutely  intact.  Above  the  water 
line,  however,  it  offers  an  excellent  place  for  insects  and  fungi 
which  hasten  the  destruction  of  the  pile.  In  Fig.  226  an  arti- 
ficial bark  is  provided  consisting  of  thin  plank  with  close 
joints,  which  partially  eliminates  the  danger  from  insects  and 
fungi.  In  Fig-.  22c  the  exposed  surface  is  completely  covered 
by  nails  with  large  square  heads  as  illustrated  directly  below 
the  pile.  Fig.  2  2d  shows  a  coating  of  various  mixtures  of  coal 
tar,  pitch,  asphalt  and  other  ingredients,  protected  by  a  cover- 
ing of  burlap  soaked  in  the  same  mixtures.  Figs.  22^  and  / 
illustrate  a  metallic  sheathing  consisting  of  riveted  thin  sheets 
of  copper,  yellow  metal,  or  zinc,  which  is  held  in  place  by 
copper  nails. 

Fig.  22g  illustrates  a  casing  of  cement  mortar  or  concrete  in 
contact  with  the  timber  pile.  The  results  obtained  and  the 
cost  depend  largely  upon  the  design  of  the  forms  and  the 
method  of  handling  the  concrete.  In  one  case  the  forms  are 
made  of  sheet  steel  in  sections  18  inches  long,  and  split  longi- 
tudinally into  halves.  Vertical  angles  are  riveted  to  these 
halves  so  that  they  may  be  clamped  together  with  rubber  gaskets 
between  them  to  make  tight  joints.  The  lower  end  of  each 
section  is  slightly  reduced  in  diameter  and  fits  tightly  into  the 
slightly  enlarged  upper  end  of  the  next  lower  section.  The 
mortar  consists  of  one  part  cement  to  two  parts  of  sand  and 
by  means  of  a  double-end  scuttle  is  placed  by  a  diver  into  each 
section  of  the  form  before  the  next  section  is  placed  in  posi- 
tion. The  lowest  section  is  placed  in  an  excavation  in  the 
bottom,  the  mortar  is  extended  up  to  mean-tide  level,  and  the 
remainder  of  the  pile  painted  with  a  wash  of  neat  cement. 
This  method  has  produced  good  results  although  it  is  more 
expensive  than  some  others. 

In  another  device  which  is  patented  the  vertical  edges  of  the 
semi-cylindrical  sections  of  galvanized  iron  are  covered  with 
compressible  material  and  are  held  together  on  each  side  by  a 
sliding  clamp  with  a  ring  at  the  top.     In  operation,  the  sec- 
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tions  are  put  together  on  top  of  each  other  near  the  head  of  the 
pile  and  gradually  lowered  until  the  form  extends  to  the 
bottom  and  is  pumped  out.  After  the  form  is  filled  and  the 
concrete  set,  the  chain  of  clamps  is  pulled  up  by  the  rings,  thus 
releasing  the  halves  of  each  section  which  are  then  hoisted  by 
the  attached  ropes.  Shells  of  concrete  without  reinforcement 
should  not  be  placed  around  the  piles  until  they  have  been 
long  enough  in  place  so  that  no  further  swelling  wilP  occur, 
otherwise  it  will  crack  the  concrete. 

A  different  method  which  can  only  be  used  on  new  construc- 
tion consists  in  pre-molding  a  tapering  reinforced-concrete  shell 
long  enough  to  reach  from  above  high  water  to  a  short  distance 
below  the  bottom,  and  lowering  it  over  the  pile  by  a  hoisting  line 
of  the  pile  driver.  The  weight  of  the  hammer,  or  light  taps 
with  it  on  a  suitable  cap,  serve  to  sink  the  shell  to  its  desired 
elevation.  After  wedging  the  shell  in  a  concentric  position 
about  the  pile  head  the  bottom  is  scaled  with  rich  concrete  and 
after  two  or  more  days  the  enclosed  water  is  pumped  out  and 
the  space  filled  with  lean  concrete.  This  construction  has  been 
used  where  the  wharf  superstructure  is  of  reinforced  concrete 
and  the  column  reinforcement  is  carried  down  into  the  upper 
end  of  the  annular  space  between  the  pile  and  the  shell  and  into 
which  a  richer  mixture  of  concrete  is  placed. 

In  the  harbor  at  Seattle,  Wash.,  a  lot  of  piles  were  protected 
hy  a  coating  of  cement  mortar.     After  fastening  a  wrapper 
of  poultry  wire  netting  about  each  pile,  the  covering  was 
deposited  on  the  surface  to  a  thickness  of  i^  to  2  inches  by 
nieans  of  a  cement  gun.     The  gun  was  operated  between 
Wes  and  the  'gunite'  set  up  so  quickly  that  no  trouble  was 
experienced  from  the  rising' tide.     A  coating  of  gunite  rein- 
forced by  longitudinal  rods  and  wire  fabric  has  also  been  appUed 
to  new  piles  over  a  part  of  their  length,  before  being  driven,  to 
serve  as  a  mechanical  protection  against  marine  borers.     In 
one  case  the  coated  lengths  were  less  than  40  percent  of  the 
lengths  of  the  piles. 

Another  type  of  protection  consists  in  slipping  sections  of 
vitrified  clay  pipe  or  of  reinforced-concrete  pipe  over  the  heads 
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of  piles  and  filling  up  the  intervening  space  with  sand.  To 
protect  piles  in  this  manner  after  the  cap  or  superstructures, 
are  in  place  requires  the  use  of  pipe  divided  longitudinally  into 
halves.  Fig.  22  k  gives  the  dimensioned  plans  of  a  patented, 
concrete  pipe  of  this  kind  known  as  the  lock-joint  pipe.  The 
two  halves  are  placed  around  the  pile  and  locked  together  by 
inserting  wooden  keys,. soaked  in  hot  tar,  in  the  scarf  joints. 
The  pipes  are  molded  in  iron  forms  and  after  seasoning  are 
placed  in  position  from  a  raft  moored  alongside  of  the  piles. 
Vitrified  pipe  is  sometimes  used  in  a  similar  manner,  but  as 
these  halves  have  butt  joints  they  mu^t  be  wired  together  and 
it  is  difficult  to  get  tight  joints  to  hold  the  sand. 


Section  C-D. 


The  use  of  natural  bark,  nails  and  burlap  soaked  in  various 
compounds  for  protection  is  unsatisfactory  since  they  are 
easily  injured  by  floating  debris  or  by  impact  from  the  waves. 
The  artificial  bark  is  attacked  by  the  borers  and  must  be  re- 
placed before  it  becomes  so  weak  as  to  be  knocked  off  by  drift- 
wood. The  metallic  sheathing  is  more  expensive  than  chemical 
preservation  for  the  entire  length  of  piles  and  requires  costly 
repairs.  The  sheathing  of  reinforced  concrete  has  sufficient 
strength  to  resist  the  impact  of  driftwood,  and  the  mesh  rein- 
forcement usually  holds  it  in  place  even  if  it  should  become 
cracked.  Better  results  are  obtained  with  concrete  than  with 
cement  mortar.  The  mortar  or  concrete  filled  between  the 
removable  form  and  the  pile  mixes  with  the  mud  at  the  bottom 
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to  such  an  extent  that  the  lower  part  of  the  protection  frequently 
breaks  oflF.  It  is  impossible  to  prevent  this  entirely  without 
considerable  expense.  A  more  serious  fault  is  the  cracking 
and  breaking  off  of  the  upper  part  of  the  encasement.  Scour 
at  the  bottom  exposes  the  improtected  wood. 

These  defects  are  avoided  by  the  use  of  pipe  with  a  sand 
filling,  as  the  pipe  slips  down  and  one  or  more  sections  can  be 
added  above  when  this  is  observed.  If  an  intermediate  section 
is  broken  attention  is  called  to  it  by  the  sand  running  out. 
Repairs  are  easily  made  by  removing  the  broken  pieces,  lower- 
ing the  upper  sections,  adding  a  new  section  on  top,  and  hlling 
in  the  sand  as  before.  This  method  of  protection  has  been  suc- 
cessfully used  for  pile  trestles  on  some  railroads  since  1893. 
Reinforced-concrete  pipe  is  superior  to  vitrified  clay  pipe  on 
account  of  its  greater  resistance  to  accidental  or  other  blows. 
In  unusually  exposed  situations  cast-iron  pipes  have  been  used. 
When  creosoted  piles  have  been  standing  in  salt  water  so  long 
as  not  to  be  immune  any  more  from  marine  borers,  they  may 
be  protected  mechanically  to  prolong  their  service. 

Figs.  22 i  and 7  illustrate  the  protection  of  piles  by  boring 
holes  into  them  and  filling  the  holes  with  a  poisonous  substance. 
This  treatment  has  been  discontinued.  For  additional  details 
the  student  is  directed  to  the  references  on  this  subject  in 
Chap.  XIX.  See  also  the  combination  piles  which  are  described 
in  Art.  47. 

Art.  23.    Cost  of  Pile  Driving 

So  many  elements  enter  into  the  cost  of  driving  piles  that 
it  is  difficult  to  give  costs  that  are  of  real  value  in  estimating 
unless  the  record  is  more  complete  than  is  customary  in  practice. 
Some  statements  of  the  cost  of  driving  piles  for  the  founda- 
tions of  buildings,  trestles,  docks,  bridge  piers  and  abutments, 
are  given  in  handbooks  of  cost  data  and  in  engineering  period- 
icals, but  they  can  only  be  used  with  extreme  caution  since  the 
local  conditions  and  the  methods  of  doing  the  work  are  usually 
not  given  in  sufficient  detail,  if  they  are  given  at  all. 
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The  time  and  cost  depend  upon  whether  a  steam-hammer 
or  a  drop-hammer  is  employed;  whether  a  suitable  cap  is  used 
to  protect  the  pile  head  and  guide  its  movement,  or  merely  a 
pile  ring;  whether  the  water-jet  is  employed  to  sink  the  piles,  or 
to  aid  the  hammer  in  driving;  whether  the  foot  must  be  pro- 
tected by  a  shoe;  whether  the  piles  are  driven  below  the  water 
surface  by  means  of  a  follower;  whether  extension  leads  are  used; 
whether  the  pile-driver  must  be  moved  over  the  timber  bracing 
of  an  excavation,  or  directly  on  the  surface  of  the  ground; 
whether  the  piles  are  creosoted  or  not,  long  or  short,  of  hard  or 
soft  timber;  driven  with  the  butt  or  tip  down,  vertically  or  on 
a  batter.  The  cost  also  depends  upon  the  type  of  pile-driver, 
the  magnitude  of  the  job,  and  the  organization  and  experience 
of  the  crew;  but  especially  upon  the  sub-surface  conditions, 
whether  the  driving  is  easy  or  hard,  and  whether  special  pre- 
cautions are  needed  to  avoid  overdriving. 

The  following  is  a  brief  summary  of  driving  piles  for  41 
trestle  bridges  averaging  loi  feet  in  length  on  the  Omaha  and 
St.  Louis  Railway  in  the  late  fall  of  1889.  In  46  days  1267 
piles  were  driven  ranging  in  length  from  14  to  52  feet,  the  average 
being  24  feet.  The  penetration  varied  from  10  to  18  feet,  or 
an  average  of  14  feet.  The  working  time  each  day  with  the 
leads  of  the  track  driver  in  position  averaged  six  hours  and  32 
minutes,  and  the  time  to  raise  and  lower  the  leads,  14  minutes. 
The  average,  time  required  to  drive  a  pile  was  15  minutes 
and  to  raise  or  to  lower  the  leads,  2.5  minutes.  The  average 
cost  per  linear  foot  of  the  piles  was  15  cents,  and  the  average 
cost  per  pile  in  place  was  $5.14.  The  cost  of  labor  for  the 
46  days  was  $1683.72;  and  for  fuel  and  supplies  $262.28,  or 
15.6  percent  of  that  for  the  labor  only. 

The  following  gives  an  analysis  of  the  cost  per  pile  for  the 
4383  piles  in  place  which  support  the  timber  grillage  and 
masonry  of  Fort  Montgomery  on  Lake  Champlain,  the  piles 
being  driven  in  1844-46:  Net  cost  for  machinery,  $1.22;  cost  of 
piles,  $1.40;  driving,  40  cents;  measuring,  hauling,  securing  for 
winter  and  sharpening,  18  cents;  pile  rings,  10  cents;  cutting 
off  piles  to  receive  grillage,  11  cents;  net  cost  for  other  machin- 
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ery  than  pile-drivers,  4  cents;  contingent  services  and  contin- 
gendes  for  this  part  of  the  construction,  43  cents;  total,  $3.88. 
Such  an  analysis  in  still  valuable  although  prices  have  changed. 
In  the  spring  of  1902,  on  the  Chicago  and  Eastern  Indiana 
Railway,  436  piles  were  driven  varying  in  length  from  14  to 
42  feet,  aggregating  lo  535  Unear  feet  at  a  total  cost  for  driving 
of  $466.35  or  of  4.4  cents  per  linear  foot.  In  1906,  on  the 
Chicago,  Milwaukee,  and  St.  Paul  Railway,  the  average  cost  of 
driving  foundation  piles  on  J50  jobs  was  $2.45  per  pile.  In 
different  classes  of  work  the  cost  ranged  from  $0.75  to  $7.15; 
for  piers  and  abutments,  $3.84.  This  variation  shows  the 
effect  of  differences  in  local  conditions  including  the  size  of 
the  job. 

In  building  the  railroad  trestle  to  the  Sandy  Hook  Proving 

Ground,  the  cost  of  which  was  about  $10.60  per  linear  foot  of 

track  for  a  length  of  4494  feet,  the  cost  of  driving  creosoted 

piles  was  about  15  cents  per  linear  foot.     Three  land  and  two 

water  drivers   were   employed   with   drop-hammers   weighing 

1800  to  3000  pounds.     The  averages  for  several  hundred  piles 

observed  were:    Fall,  14  feet;  number  of  blows,  175;  time,  20 

minutes;  penetration  per  blow,  i  inch.    The  minimum  total 

penetration  was  15  feet,  and  when  the  penetration  was  over 

20  feet,  the  water-jet  process  was  used.     The  piles  were  driven 

during  the  last  quarter  of  1904. 

In  the  construction  of  the  viaduct  approaches  of  the  Southern 
Railway  over  Chattahoochee  River,  completed  in  1907,  the 
cost  for  the  piles  under  the  viaduct  footings  was  found  to  be  as 
follows:  13750  linear  feet  of  creosoted  piles,  $3812.50;  pile 
shoes,  spikes  and  rings,  $352.33;  coal,  oil,  waste,  rent  of  driver, 
etc.,  $758.72;  labor  for  pile  driving,  $3186.31;  labor  for  sharpen- 
ing piles,  $83.70;  making  the  total  cost  per  linear  foot  59.6 
cents,  which  includes  27.7  cents  for  the  cost  of  the  creosoted 
piles.  The  cost  01  freight  and  of  train  service  is  included  in 
the  items  for  materials,  etc.  **The  high  cost  of  pile  driving 
was  due  to  the  fact  that  one  row  of  pedestals  came  beneath  the 
old  trestle  and  thus  required  considerable  manipulation  of  the 
driver  and  loss  of  time  in  working  around  the  bents.     The 
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actual  labor  of  driving  piles  for  the  outside  rpw  of  pedestals 
was  only  a  little  over  9  cents  per  linear  foot  of  piles  in  leads." 
In  some  estimates  of  cost,  the  cost  of  driving  is  taken  from  65 
to  100  percent  of  the  cost  of  untreated  piles. 


CHAPTER  III 

BEARING  POWER  OF  PILES 

Art.  24.    Piles  Acting  as  Columns 

When  piles  on  land  project  some  distance  above  the  surface 
they  are  usually  held  in  position  laterally  by  diagonal  bradng 
whenever  there  is  sufficient  room  for  it  so  that  the  pile  is  not 
subject  to  direct  bending.  An  example  of  this  construction  oc- 
curs in  pile  trestle  bents.  If  the  vertical  distance  between  points 
of  connection  for  the  bracing  is  large,  the  pile  must  be  designed 
to  provide  for  colimm  action. 

Piles  driven  in  water  are  frequently  not  braced  and  hence 
it  is  essential  to  design  them  with  regard  to  their  strength  as 
long  coliunns  since  this  may  be  the  limiting  condition,  rather 
than  the  bearing  power,  of  the  ground  penetrated.    If  the  sub- 
structiure  placed  upon  the  piles  is  not  held  laterally  except  by 
vertical  piles,  then  the  piles  act  like  columns  with  the  upper 
end  practically  free  and  the  lower  end  fixed  at  some  elevation 
which  depends  upon  the  material  penetrated.     To  determine 
this  elevation  is  the  principal  problem.    Usually,  it  cannot  be 
taken  at  the  bed  of  the  river  or  lake,  since  the  material  there 
is  soft  or  yielding.     Even  if  the  bottom  consists  of  firm  gravel 
and  sand  the  required  elevation  is  one  or  more  feet  below  its 
surface.     When  the  material  is  mud  or  silt  grading  slowly  into 
more  compact  material  the  upper  strata  give  relatively  little 
resistance  to  the  lateral  deflection  of  the  pile.     That  the  re- 
sistance of  such  material  is  greater  than  may  be  naturally  in- 
ferred from  its  consistency  is  proven  by  the  fact  that  at  New 
York  piles  frequently  break  ofif  in  case  of  trouble  at  approxi- 
mately the  mud  Une  of  North  River  silt. 

It  has  been  proposed  (see  Eng.  News,  vol.  60,  page  18,  July 
2,  1908)  as  a  reasonable  assumption  to  consider  the  lower  third 
of  the  softer  strata,  which  overlie  the  hard  stratum,  to  be  effect- 
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ive  in  lateral  resistance  and  to  ignore  that  of  the  upper  two- 
thirds.  This  makes  the  assumed  free  length  of  the  pile  column 
equal  to  the  distance  from  the  pile  cap  to  the  river  bottom  plus 
two-thirds  of  the  penetration  in  distinctly  soft  ground.  The 
strength  of  such  a  column  is  equivalent  to  that  of  a  column  of 
double  the  length  with  both  ends  round.  It  must  also  be  re- 
membered that  the  strength  of  a  group  of  pile  columns  has 
only  the  strength  of  one  column  multiplied  by  their  number, 
since  there  is  no  provision  made  to  resist  their  movement  longi- 
tudinally with  respect  to  one  another.  In  this  respect  they  are 
analogous  to  composite  posts.  See  Jacoby's  Structural  De- 
tails, Arts.  49  and  50. 

It  frequently  happens  that  bearing  piles  transmit  nearly  or 
all  of  their  vertical  load  to  a  hard  substratum,  overlaid  by 
softer  material,  which  will  yield  laterally  under  pressure.  In 
all  such  cases  the  piles  should  be  designed  as  columns. 

If  the  foot  of  a  pile  bears  on  rock  and  the  overlying  material 
is  not  able  to  resist  its  lateral  displacement  it  may  be  necessar>' 
to  drill  shallow  holes  into  the  rock.  In  shelving  rock  this 
method  of  preventing  displacement  is  of  especial  importance. 
Sometimes  riprap  is  used  for  this  purpose,  but  Jits  uneven  weight 
upon  the  material  overlying  the  rock  has  been  known  to  cause 
sliding  with  disastrous  results. 

The  section  area  of  the  post  should  be  large  enough  to  pro- 
vide adequate  bearing  area  and  the  taper  of  the  timber  pile 
should  be  as  small  as  possible.  In  some  cases  it  may  be  desir- 
able to  place  the  butt  at  the  foot  of  the  pile.  The  foot  should 
not  be  pomted  unless  it  is  necessary  to  secure  penetration 
for  a  short  distance  into  material  like  hard-pan,  to  prevent  its 
lateral  displacement. 

The  greatest  care  should  be  taken  in  driving  piles  which  are 
expected  to  rest  in  bed  rock  or  penetrate  slightly  into  hard- 
pan,  in  order  to  prevent  shattering  or  crushing  the  feet  of  piles, 
otherwise  their  supporting  power  may  be  seriously  impaired. 
When  the  overlymg  material  is  muck  or  silt,  or  soft,  yielding 
material  it  is  preferable  to  omit  the  resistance,  if  any,  due  to 
skin  friction  in  designing  the  pile. 
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The  conditions  described  in  the  preceding  paragraphs  often 
apply  to  falsework  piles  used  to  erect  bridges.  In  any  case 
it  is  desirable  to  brace  the  piles  effectively  by  means  of  sway 
bracing,  but  in  rivers  which  carry  a  large  amount  of  driftwood 
during  flood  seasons,  or  large  masses  of  floating  ice,  it  is  essential 
to  provide  the  piles  with  carefully  designed  sway  bracing  and 
to  add  lateral  bracing.  Experience  amply  justifies  special  cau- 
tion in  design  and  construction  for  this  purpose. 

The  unit-stress  in  the  outer  fiber  which  may  safely  be  allowed 
depends  upon  the  species  of  wood  as  for  ordinary  wooden 
columns,  but  some  reduction  is  usually  made  on  account  of  the 
piles  being  water  soaked.  Sometimes  its  value  is  reduced 
further  on  account  of  a  lower  grade  of  timber  being  employed 
having  more  knots  and  other  defects  than  are  permitted  by 
specifications  for  structural  timber.  When  no  account  is 
taken  of  the  species  of  wood,  specifications  sometimes  give  the 
working  unit-stress  in  the  outer  fiber  as  600  pounds  per  square 
inch,  reduced  for  pile  columns  to  600  (i — //6od),  in  which  /  is 
the  unsupported  length  in  inches  and  d  the  diameter  at  the 
middle  of  the  unsupported  length  (see  Art.  38.) 

When  piles  act  as  columns  or  are  subject  to  bending  moment 
especial  care  should  be  taken  to  drive  them  accurately  in  posi- 
tion; for  if  they  have  to  be  forced  laterally  into  line  account 
must  be  taken  of  the  initial  flexural  stress  thus  produced. 

In  case  it  is  necessary  to  deposit  riprap  to  give  lateral  support 
to  piles  or  to  prevent  scour  it  is  better  practice  to  deposit  the 
riprap  first  and  drive  the  piles  through  it,  because  filling  in 
afterward  has  been  known  to  bring  such  great  lateral  pressure 
upon  piles  as  to  cause  their  failure  by  bending. 

Art.  25.     The  Goodrich  Formula 

The  most  elaborate  attempt  which  has  been  made  to  deduce 
a  general  theoretical  formula  for  the  final  resistance  of  a  timber 
pile  when  subjected  to  the  blow  of  a  drop-hammer  is  that  of 
Ernest  P.  Goodrich,  the  results  of  which  are  contained  in  a 
paper  entitled,  The  Supporting  Power  of  Piles,  published  in 
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Trans.  Am.  C.  E.,  vol.  48,  page  180,  Aug.,  1902.  The  phe- 
nomena o^  pile  driving  which  are  taken  into  account  mathemat- 
ically in  deducing  the  formula,  in  accordance  with  the  princi- 
ples of  physics  and  mechanics,  are  those  described  in  the  fifth 
paragraph  of  Art.  5. 

It  is  then  shown  how  fourteen  other  pile-driving  formulas  may 
be  derived  from  this  general  one,  by  stating  the  various  assump- 
tions with  respect  to  its  elements  or  terms  which  are  made  in 
each  case.  That  some  of  the  assumptions  are  seriously  in  error 
is  proved  conclusively  by  the  wide  variations  in  results  obtained 
by  the  application  of  the  formulas.  The  true  values  of  some  of 
the  terms  con  be  determined  only  by  experimental  investigation. 

The  general  formula  consists  of  twenty-five  terms  besides 
several  numerical  coefficients  and  exponents,  and  is  therefore 
too  complicated  and  unwieJdy  for  practical  use.  For  this  pur- 
pose, a  nimiber  of  terms  were  evaluated  with  the  aid  of  experi- 
ments conducted  under  proper  conditions  for  pile  driving  in 
good  practice.  One  of  these  is  referred  to  in  the  sixth  para- 
graph of  Art.  5,  and  another  in  the  third  paragraph  of  Art.  28. 
By  substituting  the  values  thus  obtained,  and  inserting  suit- 
able numerical  values  for  the  dimensions  and  weights  of  the 
pile  and  hammer,  an  expression  was  derived  giving  a  direct 
relation  between  the  pressure  on  the  head  of  the  pile  when 
it  comes  to  rest,  and  the  penetration.  From  this  relation,  it 
was  found  that  for  an  allowance  of  3  percent  error  in  the 
observation  (which,  for  example,  is  a  variation  of  i  inch  for  a 
penetration  of  4  inches),  the  corresponding  error  involved  in 
the  pressure  on  the  pile  is  3.1  percent  when  the  penetration  is 
4  inches  and  23  percent  when  the  penetration  is  i  inch.  Hence 
any  terms  in  the  formula  which  involve  a  change  of  less  than 
3  percent  in  the  pressure  on  the  pile  may  be  advantageous!}'' 
omitted,  and  no  penetration  much  less  than  i  inch  can  be  trusted 
to  give  the  corresponding  press\u*e  within  a  reasonable  per- 
centage of  error. 

An  extreme  variation  in  the  elastic  shortening  of  the  hammer  is 
found  to  produce  a  change  of  only  0.07  percent  in  the  pressure  on 
the  pile,  and  hence  the  four  terms  relating  to  the  deformation 
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are  omitted.  The  diflference  between  the  elastic  shortening 
of  a  long  soft-wood  pile  and  that  of  a  short  hard- wood  pile 
may  cause  an  extreme  variation  in  the  pressure  on  the  head  of 
the  pile  of  about  25  percent,  and  hence  this  term  is  retained. 

After  introducing  the  experimental  values,  and  making  the 
other  changes  mentioned,  the  formula  for  the  final  pressure 
on  the  head  of  the  pile,  as  it  comes  to  rest,  is  reduced  to 

P  .  I 


in  which  p  denotes  the  penetration  of  the  pile  under  a  single 
blow,  C  the  elastic  shortening  of  the  pile  due  to  longitudinal 
compression,  W^,  the  weight  of  the  hammer,  h  the  fall  of  the 
hammer,  R^  the  ratio  of  the  weight  of  the  hammer  to  the  com- 
bined weight  of  hammer,  pile  and  earth  moved  in  connection 
with  the  pile,  and  if  the  ratio  of  the  work  done  in  crushing  and 
heating  the  head  of  the  pile,  to  the  total  work  done  by  the 
hammer  exclusive  of  losses  before  it  strikes  the  pile. 

The  coefficient  1.15  in  this  expression  relates  to  the  velocity 

ol  the  hammer,  it  being  found  by  experiment  that  when  the 

hammer  is  operated  in  the  customary  manner  with  the  line 

from  the  engine  attached  to  it,  z;^— 1.15  gh,  instead  of  2'^=  2gA 

for  a  free  fall  (see  Art.  28). 

This  loss  of  energy  may  be  computed  by  formula  (i)  from 
two  sets  of  observations  on  the  same  pile  for  falls  of  the  hammer 
which  do  not  differ  widely,  provided  it  be  assumed  that  both 
the  total  pressure  or  resistance  of  the  pile  and  the  loss  of  energy 
are  the  same  in  the  two  c^ses.  From  observations  made  on  a 
number  of  piles  Goodrich  found  that  the  loss  of  energy  v' 
rarely  exceeded  5  percent  and  in  most  cases  was  nearly  2  per- 
cent for  piles  that  were  sound  and  well  driven.  From  a  given 
numerical  example  in  which  W^;i  =  3ooo  pounds  and  A  =180 
inches,  the  value  of  F  is  found  by  computation  to  be  134  400 
pounds  when  i^'  =  o,  and  124  800  pounds  when  ^^'  =  5  percent, 
or  a  reduction  of  about  7  percent.  Without  such  observation- 
and  computations,  it  is  absolutely  impossible  to  form  any  reas 
sonable  judgment  of  the  value  of  v\  or  of  its  effect. 

To  eliminate  the  value  of  C  in  formula  (i),  the  same  data 
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are  used  and  the  values  of  v'  computed  from  the  formula  but 
with  C  omitted.  The  value  v'  thus  obtained  for  each  pile  in- 
cludes losses  due  to  the  compression  of  the  pile,  as  well  as  to 
heating  and  crushing  its  head.  The  values  thus  found  vaty 
greatly  but  average  less  than  lo  percent,  even  with  some  very 
badly  broomed  piles.  By  plotting  the  percentage  of  energy 
losses  due  to  all  causes  for  the  different  falls  of  the  hammer 
used  in  the  experiments,  the  curve  shows  that  the  loss  of  energy 
increases  with  the  height  of  the  fall.  The  author  of  the  for- 
mula states,  however,  that  his  observations  tend  to  show  that 
the  terms  involving  the  compression  of  the  pile  can  be  neglected 
and  proper  compensation  be  made  by  taking  v'  as  2  percent  in 
the  formula,  provided  the  piles  are  sound  and  well  driven;  but 
the  formula  is  liable  to  be  in  error  about  20  percent,  if  the  piles 
are  poorly  driven  and  the  fall  is  much  less  than  15  feet. 

By  making  these  further  substitutions,  the  formula  becomes 
F  =  o,$T^W}Jt{R^—o.o2)/ p.  The  term  Ry,  involves  the  un- 
knowable quantity  Wg  or  the  weight  of  the  ground  moved  in 
connection  with  the  pile.  It  was  estimated  that  for  piles  700 
inches  long  and  weighing  2000  pounds,  Wg  should  not  be  taken 
less  than  1000  pounds,  this  estimate  being  based  on  observa- 
tions of  minature  piles  driven  in  a  box  of  sand  with  glass  sides, 
and  of  the  ground  found  clinging  to  actual  piles  withdrawn 
from  the  earth.  In  special  cases,  such  an  assumption  may  in- 
volve an  error  of  33  percent  and,  if  combined  with  other  ciunu- 
lative  errors,  the  final  value  of  F  given  by  the  formula  may  be  50 
percent  in  error.  The  opinion  was  expressed  by  its  author, 
however,  that  if  a  sound  well-driven  pile  weighing  somewhat 
less  than  the  hammer  be  tested  by  a  fall  of  about  15  feet  and 
shows  a  penetration  of  about  i  inch,  the  formula  in  its  final 
shape  will  give  the  supporting  power  of  the  pile  immediately, 
after  driving  with  a  probable  error  of  considerably  less  than 
10  percent.  Inserting  the  value  of  if«,  =  o.5,  the  formula 
finally  reduces  to  the  expression/^  =  0.276  Wkh/p,  or  by  chang- 
ing the  height  of  the  fall  from   inches  to  feet,  it  becomes 

3/* 
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in  which  F  denotes  the  ultimate  bearing  power  in  pounds  imme- 
diately after  driving;  Wh  the  weight  of  the  drop-hammer  in 
pounds;  H  the  restrained  height  of  fall  in  feet,  the  line  being 
fastened  to  the  hammer;  and  p  the  final  penetration  per  blow, 
expressed  in  inches. 

Goodrich  recommends  "that  in  making  tests  for  the  sup- 
porting power  of  piles,  a  standard  fall  of  hammer  be  adopted 
and  ^ecified  for  making  all  determinations,  and  that  15  feet 
be  ad(^ted  for  the  following  reason:  (a)  This  height  of  fall 
produces  good  observable  penetration  with  any  but  very  light 
hammers,  or  for  piles  in  extremely  compact  soils;  (b)  the  pene- 
tration is  not  excessive  for  any  but  very  heavy  hammers  or  for 
piles  in  very  h'ght  soils;  (c)  all  frames  are  large  enough  to  afford 
this  fall;  (d)  the  lost  energy  is  comparatively  small;  (e)  nearly 
all  formulas  give  nearly  the  same  values  through  th's  region  of 
variation;  (f)  the  writer's  formula  is  especially  built  for  this 
fall."  After  recommending  a  specification  relating  to  the 
weight  of  hammer,  height  of  fall  and  final  penetration,  he  adds 
"that  designers  can  more  easily  determine  the  necessary  pile 
spacing  and  the  most  desirable  factor  of  safety  to  be  used  in 
individual  cases,  and  make  the  pile-drivers  follow  a  standard 
^ecification,  than  otherwise." 

The  description  in  this  article  is  given  at  such  length  because 
it  properly  emphasizes  certain  phenomena  of  pile  driving  which 
are  often  not  fully  appreciated,  and  in  order  that  every  one 
who  uses  the  Goodrich  formula  may  know  all  the  elements  in- 
volved in  its  deductions,  the  values  determined  by  experiment, 
the  methods  of  determining  certain  approximations,  the  practical 
basis  for  certain  assumptions,  the  relative  effect  of  different 
elements  upon  the  bearing  power,  and  the  general  limitations 
under  which  it  may  be  used  properly  as  recommended  by  its 
author.  If,  for  example,  someone  should  pay  no  heed  to  these 
limitations,  and  proceed  to  substitute  a  value  of  zero  for  the 
penetration  p,  an  infinite  value  would  be  obtained  for  the  ulti- 
mate bearing  power  F,  which  is  manifestly  absurd.  See  the 
discussion  on  the  final  penetration  per  blow  in  Art.  29. 

It  must  not  be  forgotten  in  this  connection  that  all  formulas 
6 


82  BEARING  POWER  OF  PILES  Chap.  Ill 

for  bearing  power  are  deduced  under  the  fundamental  hypo- 
thesis that  the  material  of  which  the  pile  is  composed  can  trans- 
mit a  load  of  this  magnitude  through  its  head  and  at  least  a 
part  of  its  length.  Therefore,  the  strength  of  the  pile  under 
longitudinal  compression  invariably  limits  the  load  which  it 
can  support,  if  this  value  is  less  than  that  given  by  the  formula. 

Art.  26.     Engineering  News  Formula 

The  Engineering  News  formula  for  pile  driving  was  developed 
by  A.  M.  Wellington  in  an  approximate  and  simple  manner 
as  compared  with  that  of  Goodrich,  by  considering  the  subject 
more  from  a  purely  practical  standpoint.  The  work  done  by 
the  hammer  having  a  weight  W ^  in  faUing  freely  through  the 
height  A,  is  Wh.  The  useful  work  done  upon  the  pile  is  the  prod- 
uct of  its  resistance  multiplied  by  its  penetration  under  the 
last  blow.  The  ratio  of  these  two  products  measures  the  effi- 
ciency of  the  hammer  blow,  and  depends  Ukewise  upon  the  pro- 
portion of  work  wasted.  The  penetration  was  called  the  'set' 
by  Welungton  and  hence  designated  by  s. 

Practically,  the  energy  stored  in  the  hammer  during  its  fall 
may  be  absorbed  in  four  different  ways:  (a)  In  brooming  and 
mashing  the  pile  either  visibly  at  the  head  or  invisibly  at  the 
foot  or  at  some  other  part  of  its  length;  (b)  in  bouncing,  and  thus 
striking  two  or  more  Ught  blows  instead  of  one  heavy  one; 
(c)  in  compressing  elastically  the  material  of  the  pile  and  ham- 
mer; and  (d)  in  causing  the  pile  to  penetrate  against  the  resist- 
ance of  the  surrounding  earth. 

As  indicated  in  Art.  11  brooming  constitutes  a  serious  loss 
of  useful  work  whenever  it  occurs  both  directly  in  crushing  the 
fibers  of  the  wood  and  in  cushioning  the  blow.  Brooming  at 
the  foot  does  not  diminish  the  effect  of  the  blow  on  the  pile 
head  but  dissipates  it  more  or  less  without  useful  result.  It 
can  frequently  be  detected  by  a  skilled  operator  by  a  change 
in  the  behavior  of  hammer  and  pile,  but  not  always.  Bounc- 
ing of  the  hammer  invariably  means  a  waste  of  energy,  either 
because  the  pile  has  struck  a  solid  obstacle  like  a  boulder, 
which  is  soon  detected,  or  because  the  hammer  is  too  light,  or 
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the  velocity  is  too  great,  or  both,  to  get  the  pile  in  motion 
before  it  reacts  elastically  with  more  force  than  the  hammer  is 
exerting  to  push  it  down.  A  very  slight  rebound  is  a  necessary 
accompaniment  of  good  pile  driving,  due  to  the  elasticity  of 
the  pile. 

Both  brooming  and  bouncing  of  the  hammer  cannot  be  pro- 
vided for  by  any  formula  to  determine  the  bearing  power  of  a 
pile.  When  the  pile  is  nearly  home  and  the  average  penetra- 
tion  is  to  be  observed  for  this  purpose,  the  broomed  top  should 
be  sawed  oflF  to  enable  a  fresh  surface  of  unbroken  fibers  to 
receive  the  blow.  Bouncmg  is  remedied  either  by  providing 
a  heavier  hammer  or  by  diminishing  the  fall.  The  elastic 
compression  of  the  pile  and  its  effect  upon  the  bearing  power 
was  fully  treated  in  the  preceding  article.  In  the  formula  now 
under  consideration  it  is  provided  for  in  the  margin  of  safety. 

At  the  instant  when  the  hammer  strikes  the  pile  the  resist- 
ance of  the  pile  and  earth  is  relatively  very  large,  but  as  the 
pile  acquires  velocity  the  resistance  rapidly  diminishes  and  then 
continues  at  some  more  or  less  imiform  value  until  the  motion 
of  the  pile  ceases.  The  reasons  for  the  high  initial  resistance 
are  the  grip  of  the  earth  upon  the  surface  of  the  pile,  due  to  its 
settling  against  it  during  the  interval  since  the  last  blow, 
and  the  excess  in  the  coefficient  of  friction  at  rest  or  at  a  very 
low  velocity  over  that  at  a  relatively  high  velocity.  The 
approximate  measure  of  the  static  bearing  power  of  the 
pile  immediately  after  driving  is  the  comparatively  uniform 
frictional  resistance  to  penetration  after  the  high  initial  resist- 
ance is  overcome.  The  initial  resistance  is  more  difficult  to 
overcome,  since  the  impact  of  the  hammer  occurs  so  suddenly 
and  it  requires  time  for  the  stress  to  be  transmitted  through 
^he  fibers  of  the  pile.  These  relations  are  indicated  graphically 
Jn  Fig.  26  a. 

The  initial  ordinate  OY  represents  the  initial  resistance  and 
the  final  ordinate  XB  represents  the  final  resistance  as  the 
pile  comes  to  rest.  The  area  of  the  taller  rectangle  represents 
the  work  done  by  the  hammer,  and  its  altitude  is  the  mean 
resistance  Wh/s.    The  area  enclosed  by  the  full  lines  has  the 
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some  area  Wh  as  the  rectangle,  provided  no  energy  is  wasted, 
and  its  ordinate  X  B  represents  the  bearing  power  of  the  pile. 
The  probable  ultimate  bearing  power  is  accordingly  equal 
to  Wh/(s+c)j  the  term  c  being  some  empirical  value  to  be 
added  to  the  penetration.  It  is  thus  seen  that  to  overcome 
the  large  initial  resistance  is  equivalent  to  causing  some  extra 
penetration.  The  value  of  c  is  doubtless  as  variable  as  the 
character  of  the  ground  in  which  piles  are  driven  but  it  was 
taken  by  Wellington  as  i  inch,  a  value  which  he  claimed  to 

be  "based  on  extensive  obser- 
^*  vations  of  the  behavior  of  piles 

in  driving,  and  on  many  years' 
experiment  and  study  as  to  the 
general  laws  of  friction."  This 
value  means  practically  that 
5 ->l<....c  -5J  the  initial  resistance  is  about 


I 


I  equivalent  to  an  extra  inch  of 
1  penetration  after  the  pile  is  set 


Fig.   26(1. 


in  motion.     For  convenience  of 
I  observation  the  fall  is  expressed 

_ 1  in  feet  and  denoted  by  J7,  and 

the  penetration  in  inches, 
whence  the  expression  becomes 
i2WH/(s+i).  A  so-called  factor  of  safety  of  6  was  then  as- 
sumed since  it  was  found  to  give  loads  as  large  as  were  custo- 
mary in  practice  based  on  precedent.  The  author  made  a 
statement  four  years  afterward  that  he  had  discovered  no 
cases  where  the  factor  6  had  proved  insufficient,  either  ex- 
perimentally or  in  service;  and  that  since  it  will  in  no  case 
require  piles  to  be  driven  closer  together  than  is  customary 
and  reasonable  he  should  advise  adhering  to  it  in  all  cases 
unless  under  some  very  exceptional  circumstances,  where  the 
engineer  may  see  that  he  has  special  cause  and  justification 
for  taking  more  chances.  Accordingly,  the  Engineering  News 
formula  for  pile  driving  with  a  drop-hammer  is 

2WH 


Safe  load= 


^+1 
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in  which  W  denotes  the  weight  of  the  drop-hammer  in  pounds, 
H  the  height  of  fall  in  feet,  provided  the  hammer  falls  freely, 
and  s  the  average  penetration  in  inches  under  the  last  few 
blows.  For  a  discussion  of  the  Umitations  of  W,  H,  and  s,  see 
Arts.  27,  28  and  29. 

This  formula  was  first  pubh'shed  in  Engineering  News,,  vol. 
20,  page  511,  Dec.  29,  1888.  It  has  been  used  more  extensively 
in  American  practice  than  all  other  formulas  and  at  present 
(1914)  is  widely  adopted  as  standard.  The  formula  is  modified 
for  use  with  steam-hammers  by  substituting  o.i  in  place  of  the 
constant  i  in  the  denominator,  as  explained  in  Art.  30. 

Art.  27.    Weight  and  Fall  of  Drop-Hammer 

In  1897  a  Committee  of  the  American  Association  of  Rail- 
way Superintendents  of  Bridges  and  Buildings  recommended 
3300  pounds  as  the  best  weight  of  drop-hammer  for  general 
raikoad  service.  In  hard  driving,  experience  has  frequently 
proved  that  piles  can  be  successfully  driven  with  a  4000-pound 
hammer  when  a  20co-pound  hammer  fails  to  do  so. 

In  general,  the  hammer  must  be  heavy  enough  to  put  the 
pile  in  motion  after  allowing  the  pile  to  absorb  its  share  of  the 
energy  developed  in  the  fall.     The  weight  of  the  hammer  should 
never  be  less  than  the  weight  of  the  pile  and  should  preferably 
weigh  about  twice  as  much.     In  one  example  of  piles  failing 
to  sustain  without  settlement  half  the  load  they  were  designed 
to  carry,  the  hammer  used  in  driving  was  only  56  percent  of  the 
weight  of  the  pile.     In  the  best  practice  the  height  of  fall  for 
a  drop-hammer  is  limited  to  about  20  feet.     While  a  fall  of  5 
feet  or  even  less  may  be  used  in  soft  ground,  its  value  will 
most  frequently  range  between  10  and  15  feet.     If  occasionally 
a  fall  exceeding  20  feet  be  used  to  penetrate  a  hard  stratum,  it 
should  not  be  continued  long  on  the  same  pile  for  fear  of  damag- 
ing it.     A  low  fall,  or  short  drop,  has  the  additional  advantage 
of  securing  a  more  rapid  succession  of  blows,  which  in  most 
kinds  of  earth  is  advantageous  in  securing  penetration,  and  thus 
economizing  time. 

If  W  denote  the  weight  of  the  hammer  in  pounds,  and  // 
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the  height  of  its  fall  in  feet,  WH  will  represent  closely  the  work 
done  by  the  hammer  in  a  single  blow  for  free  fall.  It  is  con- 
sidered that  30000  foot-pounds  is  about  as  small  a  value  for 
WH  as  it  is  economical  to  use  in  work  of  any  magnitude  and 
that  50000  foot-pounds  should  rarely  be  exceeded  on  account 
of  the  limited  strength  of  timber. 

The  only  drawback  that  may  be  alleged  against  a  heavy 
hammer  is  the  increased  capacity  required  for  the  hoisting 
engine  and  equipment,  but  in  work  of  any  magnitude  it  is 
economical  to  provide  the  equipment  required  to  do  the  work 
expeditiously  and  well.  If  the  fall  is  too  low,  then  nearly  all 
of  the  energy  developed  is  absorbed  by  the  pile  without  produc- 
ing motion;  and  on  the  other  hand,  if  the  fall  is  too  high,  its, 
effect  is  analogous  to  that  of  a  bullet,  too  large  a  percentage  of 
the  energy  being  expended  in  crushing  the  fibers  in  the  head  of 
the  pile,  or  possibly  damaging  it  elsewhere. 

The  resistance  of  the  pile  varies  greatly  from  the  time  it  is 
struck  by  the  hammer  until  its  motion  stops.  The  mass  of 
the  pile  and  the  higher  static  friction  cause  a  high  resistance  at 
the  start,  while  afterward  the  kinetic  energy  of  the  pile  and 
the  decreased  friction  in  motion  cause  a  much  smaller  resist- 
ance. On  this  account  a  heavy  hammer  with  a  low  fall  is 
more  effective  in  securing  the  penetration  of  a  pile  than  a  light 
hammer  with  a  high  fall  and  its  accompanying  high  velocity. 
In  the  latter  case  there  is  not  suflScient  time  allowed  to  transmit 
the  stress  through  the  fibers  of  the  pile  and  hence  too  large  a 
percentage  of  the  energy  must  be  expended  at  its  head  with 
consequent  destructive  effect. 

From  another  point  of  view,  when  the  pile  is  ready  to  give 
out  the  energy  received  from  the  hammer,  to  produce  further 
penetration  at  the  foot,  it  is  necessary  to  have  a  weight  on  the 
head  to  serve  as  an  additional  reaction;  and  a  heavy  hammer 
performs  this  function  better  than  a  light  one. 

The  facts  given  above  indicate  that  the  height  of  fall  should 
be  adjusted  to  the  resilience  of  the  timber  composing  the  pile 
as  well  as  to  some  of  its  other  qualities,  including  the  strength 
in  tension  across  the  fiber,  which  measures  resistance  to  split- 
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ting.  This  fact  was  recognized  practically  when  the  com- 
mittee, referred  to  at  the  beginning  of  this  article,  recommended 
that  the  fall  shoidd  not  exceed  12  feet  for  cedar  piles,  and  20  feet 
for  oak  piles. 

It  materially  facilitates  the  progress  of  the  work  if  a  prelimi- 
nary test  is  made  to  discover  the  best  height  of  fall  for  the  con- 
ditions existing  at  the  given  site.  In  one  instance  where  it  was 
found  that  the  penetration  was  not  increased  by  a  higher  fall, 
the  average  for  several  hundred  piles  observed  was:  fall,  14 
feet;  number  of  blows,  175;  time,  20  minutes;  penetration  per 
blow,  I  inch. 

When  the  rope  is  fastened  to  a  drop-hammer  and  the  falling 
hammer  must  pull  the  rope  with  it  and  thereby  also  revolve 
the  drum  of  the  hoisting  engine,  a  considerable  correction  must 
be  applied  to  the  height  of  the  restrained  fall  to  reduce  it 
to  an  equivalent  free  fall.  This  subject  is  discussed  in  the  next 
article.  It  is  the  universal  practice  to  make  no  allowance  for 
the  effect  of  wind  pressure  on  the  hammer,  nor  for  the  friction 
between  hammer  and  guides  when  the  leads  are  vertical  and  in 
good  order. 

Art.  28.    The  Restrained  Fall 

In  most  of  the  formulas  for  the  bearing  power  of  piles  it  is 
assumed  that  the  drop-hammer  falls  freely.  When  the  hammer 
is  operated  by  keeping  the  line  fastened  to  it  so  that  the  hammer 
in  descending  must  overhaul  the  line  from  the  drum,  it  is  neces- 
sary to  apply  a  correction  to  the  height  of  fall  to  reduce  it  to  an 
equivalent  free  fall. 

The  following  table  gives  the  penetrations  of  three  piles, 
driven  by  different  pile-drivers  under  both  conditions  of  free 
and  restrained  fall,  as  reported  by  G.  B.  Nicholson.  See 
Trans.  Am.  Soc.  C.  E.,  vol.  27,  page  172,  Aug.,  1892. 

Penetration  in  feet 

Weight  of  Height 

Pile  No.  hammer  of  fall 

1  2470  lbs.  4c  ft. 

2  2750  lbs.  45  ft. 

3  2500  lbs.  46  ft. 


Restrained 

Free 

fall 

fall 

0-5 

0.7 

0.7 

0.9 

0.32 

0.4 
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On  applying  the  Engineering  News  formula  for  the  bearing 
power  of  piles  driven  with  a  drop-hammer,  it  is  found  that 
the  restrained  falls  are  equivalent  to  the  following  percentages 
of  the  corresponding  free  falls:  74.5,  79.6,  and  83.4;  the  average 
being  79.2.  If  the  Goodrich  formula  is  applied,  in  which  the 
bearing  power  is  inversely  proportional  to  the  penetration,  pro- 
vided penetrations  less  then  |  and  preferably  less  than  §  inch 
be  excluded,  the  corresponding  percentages  are  71.4,  77. 8. 
and  80.0;  the  average  being  76.4. 

From  these  data  Goodrich  computed  the  coefficients  of  the 
final  velocity  of  the  hammer  in  each  case  to  be  1.02  and  1.28, 
instead  of  2  in  the  well-known  formula  v^  =  2gh,  Their  average 
is  1. 1 5  which  agrees  with  that  obtained  by  him  in  some  exper- 
iments in  which  the  velocity  of  the  hammer  was  obtained  di- 
rectly, the  time  on  the  recording  device  being  measured  by  a 
tuning  fork  chronograph  (see  Trans.  Am.  Soc.  C.  E.,  vol.  48, 
page  202,  Aug.,  1902). 

Instances  have  been  observed  with  new  equipment,  in  which 
the  conditions  were  unfavorable,  where  the  required  correction 
required  for  restrained  fall  was  found  to  average  50  percent. 
When  it  is  known  how  readily  the  resistance  of  the  rope  and 
drum  may  be  increased  by  the  operator  of  the  hoisting  drum, 
and  which  it  is  difficult  to  guard  against  by  inspection,  it  is 
best  to  disconnect  the  rope  from  the  hammer  and  to  employ 
nippers  to  secure  a  free  fall  when  testing  the  penetration  for 
bearing  power. 

Art.  29.     Final  Penetration  per  Blow 

Formulas  for  the  bearing  power  of  piles  are  not  designed  for 
the  case  where  a  pile  is  driven  through  soft  yielding  material, 
like  silt  and  wet  clay,  to  a  hard  stratum  of  sand,  gravel,  hard- 
pan  or  rock,  for  then  it  acts  like  a  column  and  must  be  designed 
accordingly.  Column  action  also  exists  where  a  pile  is  driven 
through  strata  of  varying  consistency  and  the  lower  part  of 
the  pile  penetrates  a  stratum  which  is  more  compact  than  those 
which  lie  above  it.     In  this  case  the  lower  end  may  be  almost 
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completdy  restrained  while  the  upper  end  may  be  restrained 
but  sKghtly. 

Formulas  for  bearing  power  are  intended  primarily  for  the 
general  case  in  which  the  support  of  a  pile  is  due  to  frictional 
resistance  between  the  surface  of  the  pile  and  the  surrounding 
earth.  Extended  experience  has  proved,  however,  that  their 
use  may  properly  be  extended  to  a  pile  which  receives  some 
additional  resistance  in  bearing  at  its  foot. 

The  value  of  the  penetration  to  use  in  the  formula  is  gen- 
erally taken  as  the  mean  for  the  last  five  or  ten  blows.  When 
the  drop-hammer  is  ernployed  no  value  less  than  |  inch  should 
be  considered  in  any  case  for  timber  piles,  and  usually  not 
less  than  ^  inch  for  hard-wood  piles,  nor  less  than  i  inch  for 
soft-wood  piles.  When  the  penetration  is  smaller  than  the 
values  just  given  it  is  highly  probable  that  the  true  penetration 
of  the  foot  of  the  pile  is  not  equal  to  the  movement  of  the 
head  of  the  pile  where  the  measurement  must  necessarily 
be  made. 

Even  the  average  penetration  under  the  last  five  blows  is 
not  a  fair  measure  of  the  bearing  power  of  the  pile  at  that 
time,  unless  the  penetration  has  been  either  uniform  for  a 
number  of  blows,  or  decreasing  at  an  approximately  uniform 
rate,  and  that  it  would  continue  in  the  same  manner  for  a 
short  distance  farther.  The  last  condition  mentioned  should 
be  known  from  previous  explorations  of  the  ground.  It  is  pre- 
supposed that  the  head  of  the  pile  is  sound,  that  the  weight  of 
the  hammer  and  height  of  fall  conform  to  the  limitations 
indicated  in  Art.  27,  and  that  the  operation  of  driving  is  not 

« 

interrupted  materially. 

In  practice  a  penetration  of  less  than  ^  inch  should  be 
regarded  with  far  more  suspicion  than  is  frequently  accorded 
^^  It.  An  apparent  penetration  below  this  limit  is  more  likely 
^0  be  merely  a  sinking  of  the  head  due  to  crushing  the  foot  or 
cnppliug  the  pile  in  some  other  part  of  its  length. 

In  hard  driving  experienced  inspectors  are  often  misled 
^hen  they  do  not  know  the  character  of  the  different  strata  from 
previous  explorations.     Whenever  the  observed  penetrations 
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are  quite  irregular  caution  is  especially  necessary.  It  is  by 
no  means  difficult  to  get  an  apparent  penetration  with  the  foot 
on  solid  rock  for  a  spruce  pile  under  a  2000-pound  drop-ham- 
mer by  continued  driving.  Damage  due  to  overdriving  is 
discussed  at  length  in  Art.  18. 

The  value  of  the  final  penetration  per  blow  depends  upon 
the  nature  of  the  ground,  the  size  of  the  pile,  the  smoothness 
of  its  surface,  its  taper,  the  form  and  diameter  of  the  tip,  and 
the  total  penetration,  as  well  as  upon  the  weight  and  fall  of  the 
hammer  and  some  other  minor  factors,  but  extensive  tests  have 
shown  that  the  final  penetration  under  a  given  energy  of  the 
hammer  is  practically  as  good  in  determining  the  bearing 
power  of  the  pile  as  a  test  by  actual  loading. 

Whenever  a  follower  has  to  be  used  on  top  of  a  pile  as  it  i 
driven  home  and  it  is  desired  to  compute  its  bearing  power^ 
it  is  necessary  to  apply  a  correction  to  the  observed  average 
penetration.     For  this  purpose  some  tests  should  be  made 
under  fairly  comparable  conditions  when  each  pile  may  be 
driven  alternately  with  and  without  the  follower. 

Art.  30.     Formula  for  Steam -Hammer 

It  is  observed  that  the  dynamic  effect  of  the  short  quick 
blows  of  a  steam-hammer  exceeds  that  of  the  slower  blows  and 
higher  falls  of  a  drop-hammer  more  than  a  mere  comparison  of 
the  relative  energy  developed  seems  to  warrant.  This  is  readily 
seen  if  a  3000-pound  drop-hammer  is  operated  with  a  fall  equal 
to  that  of  a  steam-hammer  having  the  same  weight  of  moving 
parts.  The  greater  efficiency  of  the  steam-hammer  is  due 
primarily  to  the  rapidity  of  its  blows,  which  does  not  permit 
the  material  penetrated  to  settle  back  against  the  pile  after 
being  shaken  up,  or  pushed  away.  As  indicated  in  Art.  32,  ex- 
perience shows  that  12  to  24  hours  rest  requires  the  number 
of  blows  per  foot  of  penetration  to  be  increased  from  6-  to  10- 
fold.  Another  effect  of  rapid  blows  is  that  before  the  pile 
comes  fully  to  rest  the  next  blow  is  delivered,  hence  the  varia- 
tion in  resistance  is  not  so  marked  as  that  illustrated  in  Fig. 
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26  a.  Accordingly,  the  value  of  the  constant  in  the  denominator 
of  the  Engineering  News  formula  is  dependent  chiefly  upon  the 
magnitude  of  the  time  interval  between  blows.  When,  there- 
fore the  method  of  pile  driving  is  so  radically  changed  as  by 
substituting  a  steam-hammer  for  a  drop-hammer,  the  constant 
must  be  reduced  materially.  Wellington  adopted  the  value 
of  0.1,  The  Engineering  News  formula  for  pile  driving  with  a 
steam-hammer  is  therefore 

2WH 

Safe  load  =   -; 

5+0.1 

the  significations  of  the  terms  being  the  same  as  those  given 
in  the  sixth  paragraph  of  Art.  26. 

When  its  author  published  this  formula  he  expressed  the 

opinion  that  it  was  probably  too  conservative,  but  that  the 

experimental  data  on  which  to  base  a  closer  estimate  were  not 

available.     Since  that  time  the  subject  seems  to  have  received 

but  little  experimental  study  by  engineers.     However,  as  the 

result  of  some  observations  in  pil§-driving  practice  and  of  special 

tests,  the  engineering  department  of  the  Norfolk  and  Western 

Railroad  has  adopted  the  constant  of  0.3  instead  of  o.i. 

At  the  Brooklyn  Navy  Yard  two  test  piles  were  driven  imder 
probably  as  nearly  equal  conditions  of  the  ground  penetrated 
as  may  be  possible  in  practice.  One  was  driven  by  a  steam- 
hammer  with  moving  parts  of  3  tons  and  a  stroke  of  3  feet, 
and  the  penetration  per  blow  decreased  steadily  from  4  inches 
to  I  inch.  The  pile  was  20  and  14  inches  in  diameter  at  the 
butt  and  tip  respectively  and  was  driven  to  a  total  penetration 
of  43  feet  in  seven  minutes  by  373  blows.  The  other  was  driven 
by  a  i-ton  drop-hammer  which  started  with  a  fall  of  ^  foot 
and  gradually  increased  to  35  feet  as  the  pile  went  down  in  the 
leads.  It  was  driven  to  a  total  penetration  of  45  feet  with 
73S  blows  in  166  minutes.  The  final  penetration  was  i|  inches. 
This  pile  had  an  iron  shoe  while  the  one  driven  by  steam-ham- 
mer had  none.  According  to  the  Engineering  News  formulas  the 
corresponding  safe  loads  are  30  and  31.1  tons.  Another  pile 
with  a  penetration  of  33  feet  driven  by  the  drop-hammer  with  a 
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fall  of  30  feet  de\'eloped  an  ultimate  resistance  of  125  tons. 
Such  close  agreement  is,  however,  by  no  means  common  between 
the  results  of  dri\'ing  by  both  types  of  hammer,  since  the  effect 
of  rest  on  the  bearing  power  varies  in  different  material  and 
between  slow  and  rapid  driving.  Whether  it  is  possible  to  make 
any  close  comparison  between  the  effect  of  driving  by  steam-  and 
drop-hammers  in  all  kinds  of  earth  is  an  open  question,  since  so 
few  observations  have  been  made  with  reference  to  this  problem. 

Art.  31.    Tables  and  Diagrahs 

A  convenient  table  for  the  safe  load  on  piles,  for  a  given  weight 
of  drop-hammer,  may  be  prepared  by  placing  the  fall  in  feet  at 
the  top  of  a  column,  and  the  penetration  in  inches  at  the  left 
end  of  a  line.  The  falls  may  include  each  foot  between  suitable 
limits,  while  the  penetrations  begin  with  J  inch  and  vary  by 
quarter  inches  at  first,  and  then  by  half  inches,  to  the  desired 
limit.  The  loads  may  be  expressed  in  units  of  i  kip  =  1000 
pounds,  or  in  tons  as  preferred,  and  then  inserted  in  the  table 
within  practical  limits. 

In  practice  diagrams  have  been  found  more  convem'ent  than 
tables  and  a  number  of  different  forms  have  been  devised.  In 
one  diagram  the  fall  is  laid  off  as  an  abscissa,  and  the  safe  load 
as  an  ordinate,  the  value  of  each  penetration  being  marked  on  a 
line  connecting  the  proper  points  of  intersection  of  vertical  and 
horizontal  coordinates.  For  the  Engineering  News  formula,  or 
Goodrich's  formula,  these  lines  are  straight. 

A  very  simple  one  for  use  with  a  given  weight  of  hanmier  and 
a  standard  height  of  fall  may  be  constructed  by  laying  off  the 
average  penetration  as  an  abscissa  and  the  safe  load  as  an  ordi- 
nate. A  curve  is  then  drawn  connecting  the  proper  points  of 
intersection  of  horizontal  and  vertical  coordinates.  The  dia- 
gram shows  at  a  glance  what  penetration  is  required  for  a  given 
safe  load,  or  vice  versa.  For  a  steam-hammer  the  penetration  is 
preferably  expressed  by  the  number  of  blows  per  inch.  When 
driving  test  piles  for  foundations  on  the  New  York  Barge  Canal 
rectangular  diagrams  were  used  based  on  the  Engineering  News 
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fonnulas  for  drop-and  steam-bammers  respectively.  On  the 
first  one  the  fall  of  the  hammer  is  laid  off  along  the  bottom  from 
zero  at  the  right  end  to  50  feet  at  the  left.  The  safe  load  is  laid 
off  along  the  t<^  from  zero  at  the  left  end  to  100  ocx>  pounds  at 
the  right  The  values  of  2WB  are  laid  off  on  the  left  side  from 
MToat  the  bottom  to  168  000  foot-pounds  at  the  top.  A  series 
of  lines  radiating  from  the  lower  right  corner  are  drawn  for 
weiglits  of  hammer  from  1000  to  5200  pounds.     Another  series 
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of  lines  radiating  from  the  lower  left  corner  are  drawn  for  pene- 
trations from  i  inch  to  3  inches.  The  diagram  is  used  by  fol- 
lowing the  diagonal  line  for  weight  of  hammer  to  its  intersection 
with  the  vertical  line  for  the  height  of  fall;  from  this  point  a 
horizontal  line  is  followed  to  its  intersection  with  the  diagonal 
line  for  the  penetration;  on  the  top  of  the  vertical  line  through 
this  point  the  safe  load  is  stated. 

The  second  diagram  for  use  with  steam-hammers  is  con- 
structed on  the  same  principles.  The  fall  of  the  hammer  ex- 
tends to  5  feet,  the  safe  load  to  100  000  pounds  and  the  values 
of  2  WE  to  45  000  foot-pounds.     Four  weights  of  striking  parts 
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are  given:  550,  1800,  3000,  and  5000  pounds,  while  the  penetra- 
tions include  i  inch  in  addition  to  those  inserted  in  the  first  dia- 
gram (see  Eng.  Record,  vol.  56,  pages  720  and  721,  Dec.  28, 
1907). 

Fig.  31a  illustrates  an  ingenious  diagram,  devised  by  A.  S. 
MiLiNOWSKi,  which  is  based  on  the  Engineering  News  formula 
for  steam-hammers.  A  line  connecting  the  point  Q  with  the 
intersection  of  the  coordinates  h  and  F  passes  through  the  cor- 
responding penetration.  On  a  full-size  diagram,  the  diagonal 
lines  are  replaced  by  a  thread  fastened  at  the  point  Q. 
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A  diagram  which  contains  no  radiating  lines,  and  is  very  easy 
to  read  with  precision,  may  be  constructed  on  logarithmic 
paper,  as  shown  in  Fig.  316.  The  vertical  coordinates  give  the 
total  penetration  in  inches  for  the  last  ten  blows  of  the  steam- 
hammer,  while  the  horizontal  coordinates  give  the  safe  loads. 
A  similar  diagram  for  a  drop-hammer  with  falls  of  20  feet  and 
less  is  given  in  an  article  by  E.  F.  Kriegsuan  in  Eng,  Rec., 
vol.  65,  page  417,  April  13,  1912. 


Art.  32  EFFECT  OF  REST  ON  BEARING  POWER  g^ 

Art.  32.    Effect  of  Rest  on  Bearing  Power 

In  some  kinds  of  material  b*ke  sand  or  gravel  if  a  pile  be 
partly  driven  one  day  and  driving  is  resumed  the  next  day,  the 
resistance  as  measured  by  the  average  penetration  per  blow  at 
the  beginning  of  the  second  day's  driving  is  generally  found  to 
be  practically  the  same  as  that  at  the  close  of  the  first  day. 
This  is  not  the  case  with  other  kinds  of  material,  for  which 
inaeases  in  resistance  within  24  hours  of  more  than  1000  percent 
have  been  observed  in  extreme  cases. 

An  old  contractor  reports  an  illustration  of  this  phenomenon: 
An  attempt  was  made  to  reach  hard  bottom  through  a  very 
deep  marsh.  After  driving  a  3S-foot  pile  another  one  of  equal 
length  was  spUced  to  it  and  also  driven  without  finding  a  hard 
stratum,  sinking  4  or  5  inches  per  blow.  After  driving  the  next 
pile  to  a  penetration  of  25  feet  it  was  time  to  quit  work,  hence  the 
pile  was  left  in  the  leads  in  that  position.  The  next  morning 
five  or  six  blows  of  the  hammer  failed  to  produce  any  appreci- 
able movement  and  accordingly  the  engineer  concluded  to 
drive  piles  about  35  or  40  feet  long  and  depend  upon  the  friction 
in  the  soft  meadow  muck  to  support  them.  The  trestle  bridge 
thus  supported  carried  its  traflSc  safely  for  years,  the  locomotives 
and  cars  becoming  much  heavier  than  it  was  originally  expected 
would  ever  be  used  upon  it. 

On  the  6-mile  pile  trestle  bridge  of  the  New  Orleans  and 
Northeastern  Railroad  crossing  Lake  Pontchartrain  the  piles 
were  from  45  to  70  feet  long.  The  longer  piles  often  penetrated 
5  feet  under  their  own  weight,  3  feet  more  when  the  hammer 
rested  on  top,  20  feet  additional  at  the  rate  of  about  2  feet  per 
blow  for  low  drops,  and  finally  from  10  to  15  feet  deeper  with  a 
penetration  of  about  one-half  to  i  foot  for  a  3000-pound 
'^^nimer  dropping  10  feet.  The  driving  was  done  rapidly  by 
means  of  a  friction  drum.  It  was  observed  that  if  a  pile  was 
^owed  to  stand  several  hours  owing  to  a  breakdown  or  some 
other  cause,  several  blows  were  required  to  start  it,  but  later 
the  penetration  resumed  the  same  rate  as  before  the  period 
of  rest.  The  engineer  in  repeating  the  facts  15  years  later 
stated  that  none  of  the  piles  had  settled  under  the  traffic. 
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At  Fort  Point  Channel,  Boston,  borings  65  feet  below  low 
water  showed  only  soft  blue  clay  changing  in  a  few  instances  to 
soft  yellow  clay.  Tests  were  made  to  determine  the  increased 
f Fictional  resistance  after  a  period  of  rest.  A  spruce  pile  35 
feet  long,  17  inches  at  the  butt  and  7  inches  at  the  tip  was  driven 
20  feet  into  the  clay  by  a  2360-pound  hammer  falling  8  feet 
The  average  penetration  for  the  last  five  blows  was  5.5  inches. 
After  four  days  rest,  the  pile  was  struck  20  blows,  giving  an  aver- 
age penetration  of  0.9  inch  for  the  first  five  blows  and  1.5  inches 
for  the  20  blows.  With  another  pile  in  slightly  softer  material 
the  average  penetration  for  five  blows  before  and  after  four  days 
rest  decreased  from  7.6  to  1.6  inches. 

In  the  upper  San  Francisco  Bay  is  a  deposit  of  very  soft  silt 
due  to  the  finest  and  lightest  tailings  from  hydraulic  mining  in 
the  Sacramento  and  San  Joaquin  rivers.  A  pile  sinks  20  to 
27  feet  in  it  by  its  own  weight,  but  with  a  total  penetration 
of  40  to  55  feet  will  later  support  40  000  pounds.  If  a  pile  is 
allowed  to  rest  only  15  minutes  a  heavy  blow  from  a  drop-hammer 
will  not  move  it  perceptibly,  but  a  few  blows  in  rapid  succession 
will  start  it  at  the  old  rate.  While  attempting  to  splice  a  pile 
on  one  occasion  the  mud  settled  against  it  so  that  it  could  not 
be  driven  further  and  a  scow  with  a  displacement  of  30  tons 
could  not  lift  it.  The  friction  developed  was  200  pounds 
per  square  foot. 

These  examples  show  why  it  is  possible  to  sink  piles  in  soft 
ground  by  a  static  load  placed  upon  them  which  afterward 
will  safely  support  a  load  several  times  as  great.  Instead  of 
superimposing  a  static  load,  the  pile  may  be  pulled  down  by 
means  of  a  block  and  tackle  operated  from  a  scow.  It  is  also 
instructive  to  reflect  upon  the  fact  that  a  pile  driven  to  a  pene- 
tration of  90  feet  in  10  minutes  with  apparently  small  resistance, 
a  few  days  later  supported  a  test  load  of  40  tons,  whereas  a  pile 
of  this  length  could  not  support  it  without  lateral  support  if 
its  foot  stood  on  solid  rock. 

A  similar  decrease  in  penetration  after  rest  over  night  has 
often  been  observed  in  ground  where  the  average  penetration 
per  blow  was  less  than  an  inch.     In  one  instance  the  penetration 
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was  reduced  in  the  ratio  of  2.3  to  i  and  in  another  from  2.8  to 
I.  At  the  Brooklyn  anchorage  of  the  Manhattan  bridge  it  was 
noticed  frequently  that  after  a  number  of  days  rest  the  resist- 
ance of  piles  would  develop  to  meet  the  requirements,  although 
the  driving  was  regarded  to  be  hard. 

The  increase  in  supporting  power  of  plastic  muds  or  clays  is 
due  to  the  material  settling  back  against  the  surface  of  the  pile 
which  was  disturbed  in  driving,  the  vibration  of  the  pile  tem- 
porarily enlarging  the  hole  and  thus  releasing  part  of  the 
frictional  resistance.  This  curious  physical  property  is  analo- 
gous to  that  of  India  rubber.  If  a  pin  be  forced  into  a  solid 
India-rubber  ball,  the  same  force  which  pushed  it  in  can  pull  it 
out  again,  provided  it  be  done  immediately,  but  after  waiting 
24  hours  the  force  required  will  be  about  five  times  as  great.  A 
similar  effect  is  produced  in  sand  which  for  certain  properties 
of  moisture  will  temporarily  arch  itself  laterally  over  small 
areas  so  that  the  pile  will  not  receive  pressure  until  some  time 
after  driving. 

Art.  33.    Effect  of  Sub-Surface  Conditions 

When  a  pile  is  held  in  position  entirely  by  frictional  resistance 
the  load  is  transferred  to  the  adjacent  ground  and  transmitted 
down  to  different  levels  in  widem'ng  areas  until  a  level  is  reached 
where  the  earth  can  readily  support  the  unit  bearing  value. 
The  mass  of  ground  thus  transmitting  the  load  may  be  said  to 
form  approximately  a  conoid  of  pressure,  the  slope  of  which 
depends  upon  the  nature  of  the  ground  with  respect  to  both  the 
kind  of  material  and  its  degree  of  compactness.  When  the 
coefficient  of  frictional  resistance  is  small  the  total  penetration 
must  be  larger  or  the  pile  will  settle  under  the  load,  sometimes 
slipping  through  the  surrounding  material  and  at  other  times 
carrying  a  mass  of  the  earth  with  it. 

When  the  bearing  power  of  the  earth  chiefly  supports  the 
pile  at  its  foot  it  should  be  designed  as  a  column  as  described  in 
Art.  24.  When  the  support  is  due  mainly  to  friction  an  impor- 
tant criterion  of  its  magnitude  is  the  final  penetration  per  blow 
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of  the  hammer;  but  in  first-class  practice  this  is  supplemented 
by  a  knowledge  of  the  characteristics  of  the  ground  at  the  site. 
It  is  important  to  know,  for  instance,  whether  the  resistance 
will  increase  for  some  time  to  a  maximum,  whether  it  will  remain 
nearly  or  quite  the  same,  or  whether  there  is  any  possibility  of 
its  diminishing. 

An  instructive  example  is  that  of  six  yellow  pine  piles  driven 
into  the  wet  alluvium  of  New  Orleans  which  supported  a 
turntable.  Their  diameters  were  14  and  12  inches  at  the  butt 
and  tip  respectively,  and  the  average  length  was  31  feet  below 
the  cut-off.  When  driven  by  a  2825-pound  hammer  falling  from 
30  to  35  feet,  penetrations  9.5  to  18  inches  were  obtained  under 
the  last  blow,  or  an  average  of  12.1  inches.  The  total  number 
of  blows  for  each  pile  averaged  27,  showing  that  there  was  prac- 
tically no  appreciable  compacting  of  the  ground.  The  weight 
of  the  turntable  and  the  two  courses  of  creosoted  timber 
grillage  to  which  it  was  bolted  was  36  100  pounds,  and  the 
weight  of  engines  and  tenders  ranged  from  116  000  to  156000 
pounds.  No  settlement  had  been  observed  during  the  nine 
years  of  operation  after  its  construction,  when  the  case  was 
reported. 

In  another  instance  piles  60  to  70  feet  long  were  driven  into 
mud  with  a  final  penetration  of  2  feet  or  more  per  blow,  but 
examinations  for  a  number  of  years  failed  to  give  any  evidence 
of  settlement  under  traffic.  These  piles  were  used  in  some 
bridge  foundations  on  the  Boston  and  Maine  Railroad  near 
Conway  Junction,  Mass. 

It  is  particularly  important  to  know  what  the  effect  of  time 
is  upon  the  supporting  power  of  piles  when  the  penetration  per 
blow  is  very  large.  In  Art.  32  reference  was  made  to  the  very 
fine  silt  in  upper  San  Francisco  Bay.  Even  in  that  extreme  case 
the  friction  was  found  to  be  about  200  pounds  per  square  foot. 
The  piles  supporting  the  turntable  in  New  Orleans  cited  above 
developed  a  frictional  resistance  of  about  300  pounds  per  square 
foot  under  a  load  which  was  certainly  safe.  Whenever  crusts  of 
vegetable  or  of  peat-like  deposits  cover  sections  of  swamps 
which  may  be  deep  and  strong  enough  to  support  ordinary 
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highway  loads  it  is  usually  necessary  to  penetrate  them  for  pile 
foundations  and  extend  the  piles  to  the  sand  or  clay  bottom. 

Piles  have  been  driven  through  lo  to  i8  feet  of  soft  mud  and 
IS  feet  into  soft  clay,  when  it  took  three  or  four  blows  of  a  2000- 
pound  hammer  faUing  6  to  1 2  feet  to  secure  a  penetration  of  i  foot. 
Immediately  after  driving,  the  piles  might  be  swayed  as  much  as 
2  feet  at  the  head  which  was  15  to  20  feet  above  the  mud  line, 
but  at  the  end  of  a  week  it  required  considerable  force  to  move 
them.  In  attempting  to  pull  piles  which  penetrated  only  5  or 
6  feet  into  the  cl§y  they  frequently  broke  oflF. 

The  effect  of  sand  upon  the  settlement  of  piles  having 
insufficient  length,  but  for  which  the  penetration  per  blow  was 
very  small,  is  described  in  Art.  34.  By  means  of  a  steam-ham- 
mer aided  by  a  water-jet,  piles  have  been  driven  33  feet  into 
quicksand,  and  apparently  nught  have  been  driven  twice  that 
depth,  which  could  not  have  been  driven  to  a  quarter  of  that 
depth  by  a  drop-hammer  alone.  In  the  upper  drainage  district 
of  New  Orleans  a  sand  stratum  underlies  the  silt  at  a  depth  of 
40  feet.  In  driving  piles  they  *  bring  up '  almost  as  suddenly  as 
if  they  struck  solid  rock.  The  difficulty  of  driving  piles  in 
gravel  increases  in  proportion  to  its  fineness,  if  the  ordinary  drop- 
hammer  method  be  employed. 

Unless  sand  or  gravel  are  mixed  with  other  material  they 
are  practically  incompressible  and  have  to  be  displaced  in 
driving  piles.  On  account  of  the  danger  of  scour  it  is  often 
necessary  to  secure  a  large  total  penetration,  and  in  such  cases 
It  is  unnecessary  to  consider  the  final  penetration  per  blow. 
Joe  strength  of  the  material  of  which  the  pile  is  composed  limits 
^^  bearing  power. 

Engineers  who  have  closely  studied  hard-pan  and  sandy 
^^ys  claim  that  in  this  material  the  most  perplexing  results 
^^  ^H  are  to  be  found.  No  two  hard-pans  seem  to  develop  the 
^'^e  results.  The  ultimate  result  depends  not  only  upon  the 
P^^centage  of  clay  and  sand  in  the  hard-pan,  but  also  upon  the 
^^^bility  of  the  clay  when  brought  into  contact  with  the  local 
P^^Und  water.  Where  piles  are  driven  through  ground  water 
ov^tlyijjg  hard-pan,   the  water  invariably   follows  each  pile 
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down  as  it  penetrates  the  ground,  softens  the  clay  in  contact 
with  the  surface  of  the  pile,  and  often  practically  destroys  all 
lateral  friction.  In  such  cases  the  only  point  of  support  is  at 
the  end  of  the  pile,  and  the  overhead  load  will  be  supported  by 
a  cluster  of  columns,  the  heights  of  which  are  equal  to  the 
lengths  of  the  piles. 

Art.  34.    On  Total  Penetration 

It  is  well  known  from  observations  in  practice  that  piles 
driven  in  sand  will  sometimes  settle  when  set  in  vibration  by 
a  live  load.  For  example,  in  a  pile  trestle  bridge,  piles  have 
settled  under  a  load  of  9  tons  each  although  they  had  been 
driven  to  an  average  penetration  of  J  inch  with  a  i20o-poiuid 
drop-hammer  falling  20  feet.  The  final  penetration  is  no  ade- 
quate index  of  the  bearing  power  of  the  pile  in  this  case,  since  the 
hammer  was  too  light  in  proportion  to  the  pile,  but  apart  from 
that,  the  primary  reason  for  its  settlement  was  its  lack  of  suf- 
ficient depth  of  total  penetration  to  prevent  the  vibration  from 
being  communicated  to  the  foot  of  the  pile.  In  another  in- 
stance piles  settled  15  inches  under  a  load  of  19  tons  each, 
which  were  supposed  to  have  been  driven  to  absolute  refusal. 

Observations  seem  to  show  that  this  tendency  for  piles  to 
settle  in  sand  is  independent  of  the  penetration  under  the  last 
blow.  Where  the  track  is  at  a  considerable  elevation  above  the 
ground  the  specified  final  penetration  per  blow  is  reached  when 
the  total  penetration  is  so  small  as  to  permit  the  pile  to  rock 
slightly  on  its  foot.  The  effective  remedy  for  such  conditions  is 
to  drive  the  piles  deeper.  This  can  readily  be  done  without 
injury  to  the  pile  since,  fortunately,  sand  is  so  weJl  adapted  to 
the  use  of  the  water-jet.  A  total  penetration  of  10  feet  in  sand 
may  be  sufficient  for  piles  in  a  building  foundation,  but  may  be 
insufficient  for  a  pile  trestle. 

It  is  noticed  that  if  the  longitudinal  reinfordng  bars  of  a  con- 
crete pile  arc  hit  by  the  hammer  instead  of  being  protected  by 
either  plain  concrete  or  independently  reinforced  concrete  above 
it,  that  the  foot  of  the  pile  is  far  more  liable  to  be  injured  in 
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driving.  The  steel  seems  to  transmit  vibrations  to  the  foot 
which  would  be  dissipated  otherwise  before  reaching  it.  The 
injury  to  the  foot  of  the  concrete  pile  implies  more  vibration  at 
that  point  and  therefore  makes  it  somewhat  analogous  to  the 
timber  pile  which  settles  by  the  lateral  movement  of  its  foot. 

All  the  piles  under  a  building  should  be  driven  to  the  same 
depth  if  possible  and  the  areas  of  groups  should  be  carefully 
proportioned  to  the  loads  to  be  supported  unless  the  spacing  is 
large  enough  for  each  pile  to  develop  its  full  supporting  power 
ind^endently.  If  the  earth  is  not  uniform  in  character,  the 
piles  should  be  driven  preferably  through  the  variable  stratum 
to  one  which  is  practically  uniform. 

When  driving  piles  for  the  foundation  of  a  cylinder  pier  it 
may  not  be  possible  to  secure  the  same  depth  for  all  the  piles 
in  any  cylinder  on  account  of  the  gradually  increasing  compres- 
sion of  the  ground  unless  the  piles  first  driven  are  not  required  to 
We  as  small  a  penetration  per  blow  as  that  specified.     In  one 
example  where  the  average  penetration  of  all  the  piles  in  a 
cylinder  20  feet  in  diameter  was  31  feet,  the  total  penetration  for 
the  last  five  piles  driven  in  the  cylinder  averaged  24  percent  less 
than  the  penetration  for  the  first  five  piles. 

The  following  sentence  occurs  in  Cooper's  General  Speci- 
fications for  Foundations  and  Substructures  of  [Country] 
Highway  and  Electric  Railway  Bridges  (1902):  The  minimum 
penetration  accepted  for  the  piles  should  be  about  8  to  1 2  feet 
in  wet  gravel,  sand,  or  stiff  clay,  and  20  to  40  feet  in  soft  clay 
or  silt-  These  values  are  apparently  intended  for  foundations 
of  substructures  supporting  light  superstructures. 

Whenever  pile  foundations  are  Uable  to  scour  during  excep- 
tional floods,  provision  must  be  made  for  this  by  increasing  the 
total  penetration  beyond  the  depth  needed  to  secure  the  specified 
average  penetration  per  blow. 

Art.  35.     Degree  of  Security 

The  force  F  in  equations  (i)  and  (2)  of  Art.  25  represents  the 
final  pressure  on  the  head  of  the  pile  as  it  comes  to  rest  after 
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any  blow  of  the  hammer,  but  since  an  average  value  of  the  final 
penetration  is  used  for  a  certain  number  of  blows,  it  is  assumed  to 
equal  the  ultimate  bearing  power  immediately  after  driving. 
This  bearing  power  is  liable  to  change  in  most  cases  for  earth  of 
different  kinds.  Generally  it  increases  after  driving  up  to  a 
maximum  and  this  maximimi  does  not  increase  with  time.  In 
Art.  32  a  number  of  examples  were  dted  to  show  how  large  an 
increase  may  occur  in  short  intervals  of  time,  but  on  the  other 
hand,  a  change  in  the  moisture  conditions  due  to  hydraulic 
constructions  may  transform  a  stratimi  of  clay  into  a  slowly 
yielding  mass  which  permits  piles  to  sink  into  it  that  before 
appeared  to  have  a  solid  support,  or  deformation  in  the  ground 
of  a  contiguous  site  may  reduce  the  bearing  power  in  a  given 
site.  When  a  pile  acts  as  a  column  the  stress  in  the  outer  fiber 
due  to  its  safe  load  must  be  less  than  the  elastic  limit  of  the 
material  under  a  long  time  test  irrespective  of  the  relation 
between  the  elastic  limit  and  the  ultimate  strength  of  the  -mate- 
rial for  direct  compression  in  an  ordinary  test  of  a  short  specimen. 

The  safe  load  for  a  pile  in  which  the  resistance  depends  upon 
friction  only  is  analogous  to  that  of  a  column  and  must  be  less 
than  a  load  which  will  cause  settlement  under  a  long  time  test. 
In  some  instances  it  may  be  difficult  if  not  impossible  to  deter- 
mine how  much  of  the  supporting  power  is  due  to  bearing  on  a 
solid  sub-stratum  and  how  much  to  friction  alone.  In  others 
there  is  no  guarantee  that  a  pile  will  not  steadily  sink  under  a 
heavy  quiescent  load  applied  continuously,  although  it  with- 
stands satisfactorily  the  specified  test  of  driving.  This  result 
is  especially  to  be  feared  in  clays. 

Experience  in  testing  piles  by  static  loads  placed  upon  them 
shows  that  a  load  may  cause  settlement  if  left  on  for  several 
days  or  a  week  which  produced  no  settlement  when  first  applied 
or  even  during  the  first  day,  or  a  load  may  cause  increasing 
settlement  for  a  time  but  after  a  while  no  further  settlement  will 
take  place.  What  margin  of  security  is  to  be  allowed  between 
this  load  and  the  safe  load  for  which  the  pile  is  to  be  designed 
depends  on  a  number  of  factors. 

Sometimes  the  load  to  be  supported  by  piles  is  a  dead  load 
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whfle  in  others  it  is  a  live  load .  The  live  load  itself  may  increase 
during  the  life  of  the  foundation  as,  for  example,  that  of  loco- 
motives and  trains  passing  over  a  railroad  structure.  In  pile 
trestles  it  is  none  too  great  an  allowance  to  assume  that  the 
entire  weight  on  the  driving  wheel  base  falls  upon  each  bent  in 
succession.  In  addition  to  the  static  weight  of  the  live  load 
some  provision  must  often  be  made  for  the  dynamic  effect  due 
to  a  moving  load  or  to  the  vibration  of  machinery.  At  a  factory 
on  Fort  Point  Channel,  Boston,  the  movement  of  piles  may  be 
observed  when  the  machinery  is  in  motion.  The  allowance  thus 
made  for  foundations  is  usually  less  than  for  the  superstructures 
or  for  parts  of  the  substructure.  If  a  building  is  adjacent  to  a 
railroad  some  account  must  be  taken  of  the  fact  in  designing  its 
pile  foundation.  In  some  structures  like  that  of  a  wharf  the 
failure  of  piles  may  cause  serious  loss  of  property  or  even  loss  of 
life,  and  hence  a  larger  margin  of  security  is  needed.  In  other 
cases  it  is  difficult  to  estimate  the  probable  load.  A  higher 
load  may  often  be  used  for  piles  under  temporary  structures  than 
that  allowed  for  permanent  structures. 

A  building  may  be  subsequently  used  for  a  different  purpose 
than  that  for  which  it  was  designed.  The  building  itself  may  be 
readily  strengthened  on  this  account  but  it  may  be  impracticable 
to  increase  the  strength  of  the  foundation  without  excessive 
cost.  Such  contingencies  are  provided  for  only  in  special  cases, 
for  it  is  not  generally  economical  to  make  the  additional  invest- 
ment required.  It  makes  a  decided  difference  whether  the 
structure  to  be  supported  is  permanent  or  merely  temporary. 

The  most  important  factor  is  that  relating  to  the  nature  of 
^c  groimd  which  is  penetrated  by  the  piles.  The  more 
uncertainty  which  exists  in  regard  to  it,  the  larger  the  margin  of 
^^^ty  must  be.  The  character  of  the  earth  also  determines 
whether  the  bearing  power  of  all  the  piles  in  a  foundation,  or 
m  some  portion  of  it,  equals  the  bearing  power  of  one  pile  mul- 
^PKed  by  the  number  of  piles.  Extra  caution  should  be  used 
when  the  penetrations  of  piles  are  quite  variable. 

Some  engineers  after  evaluating  these  several  factors  in  a 
given  case,  determine  the  safe  load  with  reference  to  the  ulti- 
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mate  strength  as  obtained  by  a  formula  for  the  bearing  power, 
while  others  fix  it  with  reference  to  the  value  obtained  from  a 
formula  that  has  been  divided  by  a  factor  to  make  it  certainly 
safe  for  the  most  unfavorable  conditions  met  in  ordinary  prac- 
tice. The  latter  hold  the  opinion  that  it  is  better  in  principle 
to  be  obliged  to  consider  carefully  whether  the  conditions  relat- 
ing to  the  foundation  have  been  so  fully  investigated  as  to 
justify  any  increase  in  the  working  load  per  pile  for  adequate 
security,  rather  than  to  start  with  a  value  which  is  certainly 
unsafe  and  reduce  that,  thus  enabling  a  man  to  deceive  himself 
with  the  notion  that  he  is  cautious,  when  he  is  really  rash. 
These  conflicting  opinions  lose  their  force  when  adequate  tests 
have  been  made  to  determine- the  character  and  the  behavior 
of  the  earth  to  be  penetrated. 

Uncertainty  with  respect  to  the  load  to  be  supported  by  the 
foundation  is  best  provided  for  by  the  addition  of  some  esti- 
mated percentage,  after  due  consideration  of  all  the  facts  and 
probabilities. 

The  statement  is  frequently  made  in  engineering  literature 
that  pile  driving  is  largely  a  matter  of  judgment  and  that  theo- 
retical considerations  have  practically  no  part  in  it.  It  should 
t)e  remembered,  however,  that  foundation  failures  and  lack  of 
economical  design  are  most  frequently  due  to  a  failure  to  explore 
the  sub-surface  conditions.  Under  this  condition,  the  so-called 
exercise  of  engineering  judgment  is  practically  equivalent  to 
guessing. 

It  is  interesting  to  note  the  results  of  this  method  as  indicated 
in  engineering  periodicals:  **It  is  an  established  custom  among 
engineers  to  restrict  the  loading  of  timber  piles  within  the  range 
from  6  to  1 2  tons."  *'  I  note  that  there  is  a  pretty  general  work- 
ing rule  among  engineers  throughout  this  country  to  allow  a  load 
of  20  tons  each  on  all  piles  driven  to  practical  refusal." 

The  art  of  pile  driving  at  its  best  is  based  on  science.  Scien- 
tilic  method  consists  mainly  in  the  solution  of  a  problem  by 
analysis  into  its  component  parts  and  by  treating  each  part 
separately.  With  the  diminishing  supply  of  good  timber  piles 
and  their  increasing  cost,  the  methods  of  design  for  pile  founda- 
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tions  should  have  approximately  the  degree  of  precision  which 
is  3,pplied  to  the  design  of  the  superstructure. 

The  margin  of  security  is  well  illustrated  in  the  following 
record  r^arding  timber  piles  driven  in  1908  to  support  the  false- 
work of  Bridge  No.  5  of  the  Norfolk  and  Western  Railroad  over 
Elizabeth  River  at  Norfolk,  Va.     **The  falsework  piles  were 
dri^ven  with  a  3300-pound  hammer  falling  10  feet.     They  were 
70  £eet  long  and  had  a  penetration  of  about  40  feet.    The  aver- 
age penetration  at  the  last  blow  was  2  inches  and  by  the  Engi- 
ne^xing  News  formula,  the  safe  load  is  11  tons.     These  piles, 
ha^^ever,  safely  carried  24  tons  per  pile  and  it  required  a  pull  of 
frc^m  30  to  35  tons  to  pull  them  out.     The  river  bottom  is  com- 
posed of  about  10  feet  of  soft  river  silt  overlying  stiff  blue  mud 
acKi  sand  in  layers  of  varied  thickness'';  this  formation  extend- 
*^S  to  a  depth  of  over  1500  feet. 

When  Wellington  introduced  the  factor  of  6  in  his  formula 

to   <Dbtain  the  safe  load,  he  practically  assumed  that  no  previous 

exj:>loration   of   the   ground   is   ordinarily   made.     He   stated 

^^i<D  that  "  the  average  factor  may  be  taken  as  somewhat  under 

fou^r."     Some  consulting  bridge  engineers  recommend  3,  and 

^t-lr^ers  2.5,  it  being  remembered  that  the  factor  will  probably 

b^     doubled  with  the  lapse  of  time  in  many  kinds  of  earth  and 

^^^  th  a  possibility  in  some  cases  of  increasing  it  four-fold. 

Ht  is  interesting  in  this  connection  to  note  that  the  ultimate 
'<>^^d  by  Goodrich's  formula  is  two  times  the  safe  load  by  the 
^  ^^:^ Sneering  News  formula  when  the  average  penetration  is 
S  iiMiches,  2.5  times  for  a  penetration  of  2  inches,  3.3  times  for  a 
P^^Mnetration  of  i  inch,  and  5  times  for  a  penetration  of  J  inch. 

Art.  36.     Test  Piles 

*Tlie  method  of  computing  the  bearing  power  of  a  pile  by 

'^'^^iaiis  of  the  observed  final  penetration  per  blow  due  to  a 

'^^^:«nmer  having  a  given  weight  and  fall  is  described  in  previous 

^^"tades  of  this  chapter.     The  practical  limitations  of  the  terms 

^^^^luded  in  the  formulas  are  also  discussed  so  that  the  results 

^^^tained  may  conform  reasonably  to  the  practical  conditions 
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of  pile  driving.  Since  in  most  cases  the  ground  to  be  penetrated 
is  not  homogeneous  throughout  the  site,  yet  the  conditions  do 
not  differ  so  much  as  to  make  it  necessary  to  determine  the 
bearing  power  of  every  pile  nor  even  for  a  large  percentage  of 
them.  Piles  driven  to  test  the  resistance  of  the  ground,  or  to 
determine  what  length  of  pile  is  required  to  support  a  specified 
safe  load,  are  called  test  piles. 

In  order  to  secure  uniformity  in  conducting  such  tests  for  the 
foundations  of  structures  on  the  New  York  Barge  Canal, 
instructions  were  prepared  accompanied  by  suitable  diagrams 
(see  Art.  31)  to  economize  time.  The  required  loads  were  given 
on  the  plans  and  in  the  specifications.  The  instructions 
contained  the  following  items:  Test  piles  are  to  be  driven  in 
each  foundation  after  it  has  been  fully  excavated.  One  test 
pile  is  to  be  driven  for  each  500  piles,  or  less,  in  the  structure, 
but  not  less  than  three  piles  of  each  class,  for  each  structure,  and 
they  shall  be  located  so  as  to  develop  the  conditions  over  the 
entire  area.  If  the  test  is  to  be  made  with  a  steam-hammer  the 
weight  of  its  moving  parts  and  the  effective  stroke  of  the  hammer 
are  to  be  ascertained.  A  pile  is  to  be  selected  somewhat  longer 
than  that  probably  required  and  driven  in  the  proper  location. 
When  the  penetration  under  each  blow  becomes  approximately 
uniform  and  nearly  equal  to  the  value  required,  the  hammer  is 
stopped  and  its  position  marked  on  the  leads.  After  striking 
ten  blows  its  position  is  again  marked,  and  the  penetration  under 
the  last  blow  is  taken  to  be  the  average  penetration  for  the  ten 
blows.  The  safe  load  is  then  to  be  computed  by  the  Engineer- 
ing News  formula,  or  obtained  from  one  of  the  diagrams.  This 
process  is  to  be  repeated,  if  necessary,  until  the  pile  is  driven  to 
a  depth  that  gives  the  required  supporting  power.  After  meas- 
uring the  length  extending  above  the  plane  of  cut  off,  and 
deducting  this  from  the  original  length  of  the  pile,  the  required 
length  is  obtained. 

If  the  test  is  made  with  a  drop-hammer  the  elevation  of  its 
bottom  is  marked  similarly  before  and  after  the  test  blows  are 
struck.  The  engineman  is  directed  to  raise  the  hammer  to 
about  the  same  height  (15  to  20  feet)  each  time  before  letting 
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it  fall.  An  observer  standing  directly  in  front  of  the  leads  is 
to  note  the  height  reached  by  the  hammer  before  each  blow  by 
means  of  a  scale  of  feet  painted  on  the  leads.  The  average  fall 
of  the  hammer  to  be  taken  as  the  difference  between  the  mean 
of  the  elevations  of  the  two  pencil  marks  and  the  average  height 
readied  by  the  hammer.  The  penetration  for  the  ten  blows  is 
obtained  by  careful  measurement  as  before. 

Some  specifications  require  the  corresponding  average  for 
only  the  last  five  blows  to  be  taken.     Sometimes  engineers 
require  a  '  trip '  to  be  used  in  driving  test  piles  with  a  drop- 
hammer,  in  order  to  insure  a  free  fall.    The  only  objection  to 
this  practice  is  that  the  driving  is  much  slower  than  that  to 
be  used  for  the  regular  piles.     In  many  cases  it  is  necessary  to 
know  the  length  of  piles  required  before  the  site  is  excavated. 
Test  pits  may  then  be  dug  to  the  elevation  of  cut-off,  and  piles 
driven  in  them  with  the  aid  of  extension  leads.     As  indicated  in 
Aft.  29  penetrations  less  than  J  inch  for  a  drop-hammer  should 
be  excluded,  and  it  is  desirable  never  to  use  a  hammer  which  is 
lighter  than  the  pile.     The  head  of  the  pile  must  be  sound  and 
not  in  the  least  crushed.     The  general  observations  made  during 
the  progress  of  regular  pile  driving  later  will  indicate  whether 
an  additional  test  pile  may  be  needed  in  any  part  of  the  founda- 
tion  site.     Certain    engineers  drive  test  piles  some  distance 
below  the  depth  required  to  support  the  specified  load  in  order  to 
test  the  stratum  below  the  foot  of  the  regular  piles  and  thus 
ascertain  the  conditions  more  thoroughly. 

Before  building  the  trestle  approaches  of  the  Dumbarton 
bridge  at  San  Francisco  Bay,  test  piles  were  driven  at  intervals 
of  300  feet  along  the  proposed  bridge  axis.  Under  the  mud 
from  2  to  18  feet  deep  was  found  a  stratum  of  fine  black  sand 
mixed  with  gravel  and  15  to  20  feet  deep,  and  which  in  turn  was 
underlaid  by  a  bed  of  hard  clay.  It  is  interesting  to  note  that 
no  trace  of  clay  was  found  by  the  Spring  Valley  Water  Company 
when  making  tests  only  about  500  feet  to  the  north  on  a  line 
parallel  to  the  Dumbarton  structure,  thus  indicating  that  it  is 
not  wise  to  fail  to  make  tests  on  a  site  because  the  results  of 
other  tests  in  the  vicinity  axe  known.     When  guide  piles  are 
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used  in  soft  material  their  lateral  resistance  should  be  tested  to 
determine  the  length  required  on  that  account.  This  is 
unnecessary  if  the  guide  piles  are  practically  relieved  from  bend- 
ing as  cantilevers  by  horizontal  or  diagonal  bracing. 

The  final  test  of  the  bearing  power  of  a  pile  consists  in 
subjecting  it  to  a  static  load.  Two  methods  have  been  used 
in  applying  the  load,  in  one  the  load  is  balanced  on  a  single  pile 
and  in  the  other  the  load  is  placed  on  a  platform  supported  by 
three  or  four  piles.  The  latter  takes  more  time  and  involves 
greater  expense  for  hauling  and  handling  pig  iron,  brick  or  other 
loading  material.  It  requires  no  more  trouble  to  balance  the 
load  on  one  pile  than  to  guard  against  the  unequal  settlement  of 
several  piles.  Sometimes  it  may  be  more  economical  to  apply 
the  load  by  means  of  a  heavy  timber  lever,  the  short  end  of 
which  is  anchored  to  several  other  piles.  A  leverage  of  3  or  4 
to  I  may  easily  be  obtained,  and  cement  in  bags  may  be  used 
as  loading  material. 

In  case  the  piles  in  a  foundation  are  expected  to  act  as 
columns  the  results  of  loading  test  piles  should  not  be  depended 
upon  unless  they  are  sufficient  in  number  to  insure  their  action 
in  a  similar  manner,  and  they  are  stayed  against  lateral  motion. 
Since  loading  tests  in  soft  material  show  that  a  single  heavily 
loaded  pile  may  carry  down  with  it  other  unloaded  piles  driven 
at  considerable  distances  away,  it  proves  that  the  surrounding 
earth  lacks  resistance  rather  than  the  piles,  and  is  therefore 
being  tested.  Where  dependence  for  the  supporting  power  of  a 
pile  is  placed  upon  a  deep-lying  firm  stratum,  both  theory  and 
experience  have  shown  that  the  depth  of  the  stratum  below  the 
surface  has  an  appreciable  effect  on  the  actual  supporting  power 
afforded  the  bottom  of  the  pile.  In  such  a  case  E.  P.  Goodrich 
recommends  the  sinking  of  a  large  pipe  and  after  the  soil  has 
resumed  its  natural  condition,  to  insert  through  the  pipe  a 
heavy  timber  with  a  blunt  cap  just  large  enough  to  pass  through 
to  the  earth  to  be  tested.  A  platform  on  top  of  the  timber 
can  then  be  loaded  and  accurate  observations  made  to  deter- 
mine the  compressibility  of  the  ground  in  amount  and  rate 
under  different  loads.     The  latter  should  be  alternately  increased 
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and  decreased  to  learn  whether  any  elasticity  exists,  and  the 
experiment  should  be  continued  over  several  days  or  weeks,  in 
order  to  ascertain  whether  the  earth  under  that  test  possesses 
any  characteristics  comparable  with  the  viscosity  of  certain 
materials.  Pipes  and  plungers  of  several  sizes  should  also  be 
employed.  The  pipe  should  be  sunk  by  dry  methods  and  accu- 
rate data  secured  of  the  weight  per  cubic  foot,  amount  of 
humidity,  and  internal  friction  coeflScient  (see  Proc.  Am.  Ry. 
Eng.  Assoc,  1910,  vol.  11,  page  217). 

In  loading  test  piles  the  weight  should  be  applied  in  incre- 
ments after  its  magnitude  is  about  two-thirds  of  the  computed 
safe  load.  An  interval  of  at  least  one  day  should  be  allowed 
between  the  application  of  the  increments  of  load  in  order  that 
the  greatest  load  may  be  known  which  just  fails  to  produce 
continued  settlement  after  the  initial  settlement  for  that  load 
has  occurred.  In  material  like  pure  sand  or  gravel  it  is 
unnecessary  to  apply  teSt  loads  since  its  supporting  power  is 
greater  than  that  of  the  compressive  strength  of  the  pile  itself. 

On  account  of  the  effect  of  a  period  of  rest  to  increase  the 
resistance  of  a  pile  in  soft  material  as  described  in  Art.  32,  it 
seems  reasonable  to  compare  the  bearing  power  computed  from 
the  penetration  after  rest  with  the  greatest  static  load  that  can 
be  placed  upon  the  pile  without  increase  in  settlement  for  at 
least  24  hours.  In  the  third  paragraph  of  Art.  33,  data  are 
given  relating  to  6  piles  which  carried  a  load  of  over  25  000 
pounds  each  for  a  number  of  years,  but  if  the  safe  load  is  com- 
puted by  the  Engineering  News  formula  from  the  penetration 
obtamed  before  a  period  of  rest,  it  is  found  to  be  only  13  000 
pounds.  In  another  example  a  test  pile  92  feet  long,  16  and  8 
inches  in  diameter  at  the  butt  and  tip,  was  driven  73  feet  into 
the  mud  of  San  Francisco  harbor,  the  penetration  being  3 
mches  under  the  last  blow  of  a  2900-pound  hammer  falling  20 
feet.  The  computed  safe  load  is  29000  pounds.  The  pile 
carried  90  000  pounds  of  pig  iron  on  a  platform  built  around  the 
pile,  and  no  further  settlement  was  perceptible  after  an  interval 
of  24  hours.  Such  a  load  may  be  properly  regarded  as  the  elas- 
tic limit  of  the  pile's  strength. 
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In  New  York  Harbor  a  pile  with  an  average  diameter  of 
1 2.5  inches  and  82  feet  long  was  driven  through  30  feet  of  muck 
and  33  feet  into  loam  and  sand,  by  24  blows  of  a  3800-pound 
drop-hammer  with  a  fall  of  10  feet,  the  penetration  under  the 
last  blow  being  9  inches.  The  computed  safe  load  is  only 
7600  pounds.  Six  days  later  a  static  load  of  20000  pounds 
(the  specified  load  to  be  carried)  was  placed  on  the  pile  and 
caused  no  settlement.  It  was  tested  again  39  days  after 
driving  by  a  5000-pound  drop-hammer  falling  15  feet,  and  the 
penetration  under  the  first  blow  was  found  to  be  i  inch. 

Sometimes  the  driving  of  test  piles  does  not  give  suflScient 
information  about  the  proper  location  of  the  foot  of  a  pile. 
For  example,  a  given  stratum  of.  gravel  underlaid  by  soft 
material  may  be  thick  enough  to  carry  the  load  by  bearing  the 
piles  on  its  surface  but  will  not  do  so  if  the  piles  penetrate 
it  for  some  distance.  An  instructive  example  of  this  was 
quoted  by  Wellington  in  Eng.  News,  vol.  22,  page  368,  Oct. 
19,  1889.  In  such  cases  and  where  test  piles  are  found  to  be  too 
expensive  on  account  of  moving  a  pile-driver  to  the  site,  a  very 
careful  investigation  should  be  made  of  the  subterranean  strata 
by  means  of  test  borings  in  several  parts  of  the  proposed  site. 
Good  wash  borings  will  generally  supply  this  information,  but 
core  borings  are  more  reliable,  as  well  as  more  expensive.  In 
certain  kinds  of  earth  borings  made  by  an  earth  auger  are 
satisfactory  and  less  expensive  (see  Art.  173).  The  borings  will 
show  the  depths  of  the  various  strata  in  different  parts  of  the 
site,  the  location  of  ground-water  level,  and  the  stratum  which 
will  afford  the  necessary  support.  In  certain  special  conditions 
of  the  ground,  however,  it  may  be  insufficient  to  have  either 
test  piles  or  borings  alone,  both  being  necessary  to  determine 
the  conditions  adequately. 

Art.  37.     Pile  Records  and  Performance 

m 

The  number  of  timber  piles  which  can  be  driven  by  one  pile- 
driver  gang  in  a  day  depends  upon  many  factors.  The  size  oi 
the  pile;  the  depth  to  which  it  is  driven;  the  kind  of  ground 
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which  is  penetrated;  the  degree  of  moisture  which  it  contains; 
the  kind  of  hammer  used,  whether  a  steam-  or  drop-hammer;  the 
relation  of  the  weight  of  hammer  to  that  of  the  pile;  whether 
a  cap  or  a  ring  is  used  to  protect  the  pile;  .whether  a  water- jet 
is  employed  or  not;  the  training  and  experience  of  the  crew;  as 
well  as  the  character  and  condition  of  the  pile-driver  and  its 
equipment;  all  have  their  effect  upon  the  result  obtained.  Fre- 
quently, too  much  time  is  lost  in  those  operations  which  do  not 
involve  the  action  of  the  hammer,  like  moving  the  pile-driver 
from  one  position  to  another;  getting  the  pile  to  the  driver, 
placing  it  in  the  leads,  etc. 

It  is  interesting  to  know  the  highest  record  of  performance 
attained  independent  of  conditions.  In  1901  it  was  stated  that 
the  Boston  contractors,  Holbrook,  Cabot  and  Daly,  probably 
held  the  record  for  pile  driving.  On  the  foundations  of  the  Cam- 
bridge bridge  over  the  Charles  River,  their  average  day's  work 
for  a  crew  was  considerably  over  a  hundred  piles  per  day  of  10 
hours,  while  the  highest  number  driven  in  a  single  day  of  nine 
hours  was  212.  The  piles  were  about  40  feet  long,  and  the  heads 
were  driven  with  the  aid  of  a  follower  to  an  elevation  of  18  feet 
below  low  water.  The  material  penetrated  was  a  hard  clay 
below  the  upper  stratum  of  softer  material.  The  moving  parts 
of  the  steam-hammer  employed  weighed  5000  pounds. 

As  an  example  of  the  relation  between  the  average,  the 
minimum  and  the  maximum,  the  performance  at  the  Mare 
Island  Dry  Dock  No.  2  may  be  cited.  The  average  number  of 
piles  driven  per  shift  of  eight  hours  was  35  for  a  period  of  three 
months,  74  piles  representing  the  best  day's  work.  The  timber 
piles  ranged  from  40  to  65  feet  in  length,  and  -the  penetration 
varied  from  12  to  46  feet.  The  piles  were  driven  by  a  heavy 
steam-hammer  with  the  aid  of  a  40-foot  follower  to  such  an  eleva- 
tion that  they  could  be  cut  off  at  36  feet  below  low  water.  The 
piles  were  located  on  intersecting  lines  with  unusual  accuracy, 
the  pile-driver  being  fitted  with  sliding  extension  leads  88  feet 
long. 

Forms  of  pile  records  differ  more  or  less  according  to  the  char- 
acter of  the  structure  which  they  are  to  support.     The  American 
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Railway  Engineering  Association  adopted  a  standard  pile 
record  form  for  railroad  trestles,  after  the  examination  by  a 
committee  of  a  large  number  of  forms  used  by  different  railroads. 
It  is  published  in  the  Manual  of  the  Association.  The  four 
lines  above  the  tabular  form  are  for  the  bridge  number  or  name, 
its  location,  the  weight  and  kind  of  hammer,  the  date,  and  a 
statement  that  bents  are  numbered  from  the  north  or  east  end, 
and  that  piles  are  numbered  from  left  to  right.  The  column 
headings  are  as  follows:  Date;  bent  number;  number  of  pile; 
size  of  pile,  including  tip  end,  butt  end,  and  length;  kind  of 
wood;  length  of  cut-off;  distance  from  base  of  rail  to  the 
ground;  total  penetration;  average  for  the  last  five  blows,  of  the 
drop  of  the  hammer  and  of  the  penetration;  kind  of  soil;  and 
remarks. 

In  foundations  of  buildings,  bridge  piers,  wharves,  etc.,  the 
piles  are  usually  arranged  so  that  the  rows  in  one  direction  can 
be  lettered:  Ay  B,  C,  etc.,  while  the  piles  in  each  row  are  num- 
bered. Any  pile  can  thus  be  designated  by  a  letter  combined 
with  a  number,  thus:  £19.  In  the  foundations  of  pivot  piers 
and  of  circular  buildings  the  piles  are  preferably  arranged  in 
circular  rows,  which  may  be  similarly  designated  by  letters. 

Art.  38.    Specifications 

When  the  extent  to  which  timber  pile  foundations  have  been 
employed  in  engineering  practice  in  America  is  taken  into 
account,  it  is  remarkable  that  the  specifications  provided  for  this 
part  of  the  construction,  with  but  few  exceptions,  have  been  so 
inadequate.  As  a  rule  they  referred  briefly  to  the  minimum 
size,  and  a  few  other  qualities  of  the  piles  that  would  be  accepted, 
and  added  a  clause  regarding  the  required  penetration  of  the 
piles,  which  in  most  cases  could  not  be  carried  out  without  dam- 
age to  the  piles,  because  the  sub-surface  conditions  had  not  been 
explored.  They  usually  omitted  any  reference  to  the  column 
action  of  the  piles,  and  gave  no  permissible  unit-stresses. 

There  is  one  expression  which  should  not  be  used  in  modem 
specifications,  and  which  has  probably  been  responsible  in  the 
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past  for  more  caustic  criticisms  on  the  part  of  contractors  and 
more  unjust  flings  at  inexperienced  inspectors  than  any  other 
paragraph  in  the  whole  range  of  Engineering  specifications. 
The  expression  is  'practical  refusal'  which  was  doubtless 
expected  by  the  authors  of  specifications  to  define  the  limit  to 
which  piles  were  to  be  driven.  The  term  being  used  generally 
without  explanation,  has  been  interpreted  more  or  less  literally 
by  youthful  inspectors.  In  reality  it  is  an  ambiguous  term, 
since  one  engineer  writes  "practical  refusal  of,  say,  one  inch'*; 
another,  "practical  refusal — that  is,  until  the  pile  does  not  pene- 
trate more  than  J  inch  under  a  2000-pound  hammer  falling  15 
feet";  and  still  another,  "to  a  refusal  of  a  2000-pound  hammer 
falling  20  feet  or  its  equivalent";  while  a  fourth  modifies  it 
slightly  thus:  "  to  a  good  refusal  under  a  hammer  weighing  1500 
pounds  falling  freely  12  to  15  feet,  or  its  equivalent."  It  will 
be  noted  that  only  one  of  these  statements  is  definite.  If  an 
inexperienced  assistant  is  to  be  assigned  as  inspector  it  would 
accord  with  good  practice  in  other  departments  for  the  engineer 
in  charge  to  provide  him  with  suitable  instructions  so  that  the 
contractor  may  be  treated  with  fairness. 

The  larger  parts  of  the  specifications  for  timber  piles  adopted 
by  the  American  Railway  Engineering  Association  were 
quoted  in  Arts.  3  and  4.  The  following  specifications  on  piles 
and  pile  driving  are  reprinted,  by  permission,  as  being  one  of  the 
most  rational  and  the  most  complete  specifications  on  the  sub- 
ject  The  paragraphs  relating  to  concrete  piles  are  given  in 

^^rt-  SS- 
Extracts  from  General  Specifications  for  Bridges.     Part  III. 

Substructures  and  Concrete  Bridges.    By  J.  E.  Greiner,  191  i. 

86.  Piles  shall  not  be  used  for  foundations  unless  a  penetration  of  at 
i^t  12  feet  in  firm  ground  or  30  feet  in  soft  ground  is  assured  by  the 
character  of  the  underlying  strata.  They  shall  generally  be  spaced  not 
Closer  than  2  feet  6  inches  center  to  center  and  their  tops  should  be  im- 
"Wded  at  least  6  inches  into  the  concrete  footing  course  of  the  masonry. 
"Dcn  they  pass  through  water  or' soft  ground  before  entering  firm  ground, 
"^eir  strength  as  columns  shall  be  considered  as  well  as  their  supporting 
power  due  to  friction.  When  subjected  to  transverse  forces,  batter  piles 
««1  be  driven  in  sufficient  numbers  to  resist  the  transverse  forces  without 
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assistance  from  the  vertical  piles.  For  foundations  of  arch  or  movable 
bridges  or  high  abutments  the  piles  shall  be  completely  embedded  in  firm 
earth,  sand  or  gravel  which  will  afford  good  lateral  support.  When  this 
is  impracticable  then  the  soft  material  shall  be  excavated  to  a  depth  of  at 
least  1 2  feet  and  heavy  stone  riprap  used  for  stiffening  and  protection. 

87.  Timber  piles,  unless  treated,  shall  not  be  used  as  an  essential  part 
of  the  foimdations  above  the  ground  or  in  ground  not  permanently  wet 
or  in  water  infested  with  wood  borers.  When  of  the  quality  and  dimen- 
sions hereinafter  specified  and  when  driven  to  practical  refusal,  thp  direct 
load  on  any  timber  pile  shall  not  exceed  16  tons  for  railway  bridges,  all 
movable  spans,  arches  and  high  abutments  or  20  tons  for  other  foundations. 
When  the  piles  are  in  water  and  act  as  colunms,  the  maximum  stress  per 
square  inch  at  the  center  of  the  unsupported  length  shall  not  exceed  that 
permitted  by  the  following  formula: 

S  =  S'{i-l/6od) 

Where  5  =  permissible  stress  per  square  inch  at  center  of  unsupported 
length;  5' =  600  pounds  for'longleaf  yellow  pine  or  white  oak,  and  500 
pounds  for  Douglas  fir  or  northern  pine;  /= unsupported  length  in  inches; 
(i= diameter  at  center  of  the  unsupported  length  in  inches.  The  above 
is  applicable  to  lengths  between  fifteen  and  thirty  times  the  diameter 
at  center  of  unsupported  length.  When  piles  are  not  in  water  but  are 
exposed  to  view  the  above  working  stress  for  columns  may  be  increased 
50  percent. 

132.  Where  piles  are  used  in  the  foundations  the  soft  silt  or  mud  shall  be 
excavated  to  a  stratum  of  sufficient  firmness  to  give  lateral  support  and 
for  important  structures  such  as  piers  for  movable  bridges,  arches  and  high 
abutments  the  space  around  and  between  the  piles  shall  be  filled  with 
riprap  or  gravel  as  indicated  on  the  plans  or  as  may  be  required  by  the 
engineer.  When  not  indicated  or  specified,  the  cost  of  riprap  shall  be 
paid  by  the  company.  Piles  shall  not  be  used  for  any  important  work, 
even  when  called  for  on  the  plans,  unless  there  can  be  obtained  a  penetra- 
tion of  at  least  12  feet  in  firm  material  or  30  feet  in  soft  ground,  or  unless 
their  use  is  authorized  by  the  engineer  after  the  conditions  are  fully  known, 
in  which  case  he  shall  determine  the  number  required  in  addition  to  those 
shown  on  the  plans  and  the  location  of  the  brace  or  batter  piles  necessary 
for  lateral  support.  Piles  shall  be  located  accurately  in  the  positions 
indicated  and  cut  off  at  the  required  elevation.  They  may  be  driven 
either  by  gravity  or  steam-hammers,  but  shall  have  their  butts  protected 
with  metal  bands,  cushions  or  other  means  for  preventing  damage,  and 
shall  be  handled  and  driven  in  a  manner  that  will  insure  them  against 
injury.  Where  the  strata  are  of  such  a  nature  that  driving  is  liable  to 
injure  the  piles  they  may  be  jetted  down  to  solid  ground.  Before  any 
piles  which  are  to  remain  in  the  completed  structure  are  ordered  or  driven 
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the  contractor  shall  determine  the  length  required  by  driving  a  sufficient 
number  of  test  piles  for  tbis  purpose.  In  case  he  fails  to  do  this,  piles 
ordered  by  him  of  insufficient  length  for  proper  driving  shall  be  at  his  risk. 

133.  Timber  piles  shall  be  of  sound  longleaf  yellow  pine,  Douglas  fir, 
cypress  or  white  oak,  butt  cut  above  the  ground  swell,  from  sound  trees 
when  the  sap  is  down,  close  grained  and  solid,  free  from  injurious  ring 
shakes,  large,  unsound  or  loose  knots,  or  other  defects  which  may  materi- 
ally affect  their  strength  or  durability.  They  shall  have  a  uniform  taper 
from  butt  to  tip,  be  free  from  short  bends,  and  a  line  drawn  from  the  center 
of  the  butt  to  the  center  of  the  tip  shall  lie  wholly  within  the  body  of  the 
pOe.  They  shall  be  peeled  soon  after  cutting,  and  all  knots  trimmed  close 
to  the  body  of  the  pile.  Unless  otherwise  indicated  on  the  plans,  the  mini- 
mum diameter  at  the  tip  shall  be  9  inches  for  lengths  up  to  30  feet,  8  inches 
for  lengths  over  30  feet  but  not  exceeding  50  feet,  and  7  inches  for  lengths 
over  50  feet.  The  minimum  diameter  at  one-quarter  length  from  the  butt 
shall  be  12  inches  and  the  maximum  diameter  at  the  butt  20  inches. 
When  treated  piles  are  required  in  water  infested  with  wood  borers  the 
treatment  shall  be  with  dead  oil  of  coal  tar  or  other  acceptable  process  to 
the  extent  of  20  pounds  per  cubic  foot  unless  otherwise  specified. 

134.  When  driven  through  hard  ground  they  shall  be  shod  with  steel 
points  of  approved  design.  They  shall  go  to  rock  or  to  practical  refusal 
which  is  here  understood  to  mean  driven  to  such  depth  that  the  last 
five  blows  of  a  3000-pound  hammer  freely  falling  15  feet  upon  the  solid 
unbroomed  head  of  a  pile  shall  not  produce  an  average  penetration  greater 
than  one-half  inch  for  each  blow.  For  other  weights  of  drop-hammers 
falling  from  12  to  15  feet  and  for  steam-hammers,  the  penetration  for 
practical  refusal  as  above  defined  may  be  determined  from  the  following 
formulas: 

(a)  Gravity  hammers: 

s^WH /so 000— 1.0;  average  for  each  of  last  five  blows 

(b)  Steam-hammers: 

5=  WH /so  000—0.1;  average  for  each  of  last  twenty  blows 
where  1= penetration  in  inches;  pr  =  weight  of  the  falling  hammer  in 
pounds;  IT = height  of  the  fall  in  feet.  In  case  the  above  refusal  cannot 
^  obtained  without  injury  to  the  pile  or  on  account  of  the  impracticable 
lengths  required,  the  number  indicated  in  the  plans  shall  be  increased 
^tjl  the  maximum  load  coming  on  any  pile  shall  not  exceed  that  deter- 
mined from  the  formulas: 
(a)  For  railway  bridges,  all  arches  and  movable  spans 

«    1.06WH,  .     ,  „     1.06WH  , 

r* — , for  gravity  hammer; -P=    -  for  steam-hammer 

s+i  ^        ^  ^  5-fo.i 

(b)  For  other  structures  the  above  loads  may  be  increased  25  percent. 


CHAPTER  IV 

CONCRETE  PILES 

Article  39.    Introduction  and  Classification 

Being  impressed  by  the  very  short  life  of  timber  piles  when 
their  upper  portions  are  alternately  wet  and  dry,  as  in  pile 
trestle  bridges,  the  increasing  cost  of  timber,  and  the  decreasing 
cost  of  cement,  A.  A.  Raymond  was  led  to  consider  the  design  and 
construction  of  concrete  piles.  He  first  used  such  piles  in  1901 
in  a  building  foundation  in  Chicago. 

In  1897,  Hennebique  introduced  the  reinforced-concrete 
pile  in  Europe,  and  in  1904  it  was  first  used  in  America.  Within 
the  first  decade  of  this  century,  a  number  of  other  forms  were 
developed,  diflering  in  methods  of  construction,  some  of  them 
being  patented  by  the  inventors,  while  others  were  designed  by 
engineers,  without  the  use  o^  patented  material,  form,  or 
arrangement. 

Concrete  piles  may  be  divided  into  two  general  dasses:  The 
first  class  comprises  those  which  are  molded  to  a  regular  form, 
and  after  curing,  are  handled  and  driven  like  timber  piles;  while 
the  second  class  includes  those  formed  in  place  either  with  or 
without  the  use  of  casings  which  remain  until  destroyed  by 
corrosion.  The  former  may  be  called  pre-molded  piles  and  the 
latter,  cast-in-place  piles.  Pre-molded  piles  were  first  developed 
in  Europe  and  practice  in  that  country  has  practically  confined 
the  use  of  concrete  piles  to  that  class.  The  cast-in-place  piles 
were  invented  in  America  and  on  that  account  came  into 
considerable  use  before  the  advantageous  features  of  pre-molded 
piles  came  to  be  generally  recognized. 

Pre-molded  piles  are  always  reinforced  with  steel  bars  or 
rods  in  combination  with  lateral  reinforcement  in  the  form  of 
wire  hoops  or  spiral  wrapping.    They  are  square,  hexagonal, 
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octagonal,  or  circular  in  cross-section,  the  corners  of  square  piles 
being  chamfered,  however.  Piles  with  a  circular  cross-section 
generally  have  no  taper,  while  the  others  are  usually  tapered 
from  butt  to  tip. 

This  class  includes  several  distinct  types.  The  Chenoweth 
pile  is  formed  by  rolling  it  in  a  machine  especially  designed 
for  the  purpose,  the  reinforcement  being  arranged,  so  as  to 
show  a  spiral  form  in  cross-section.  The  corrugated  pile  is 
octagonal  in  section  but  with  a  semi-circular  corrugation  on  each 
face  intended  to  increase  the  surface  for  frictional  resistance, 
and  with  a  hole  along  its  axis. 

The  Cummings  pile  is  distinguished  mainly  by  the  character 
and  arrangement  of  the  reinforcement,  which  is  electrically 
welded  and  handled  as  a  unit.  In  some  cases,  annular  grooves 
are  molded  on  the  surface.  The  preceding  types  are  patented, 
but  most  of  the  pre-molded  piles  are  unpatented  and  simple  in 
construction,  as  illustrated  in  Art.  41. 

Cast-in-place  piles  are  usually  not  reinforced,  although 
this  feature  may  be  added.  The  type  in  most  extensive  use  at 
present  (1914)  is  the  Raymond  pile.  It  is  made  by  first  driving 
a  steel  collapsible  core  with  a  sheet-iron  form,  which  remains  in 
place  after  the  core  is  withdrawn,  and  is  then  filled  with  con- 
crete. The  simplex  pile  is  made  by  driving  a  steel  pipe  with 
movoble  point  into  the  earth  and  filling  the  hole  with  concrete, 
as  the  pipe  is  gradually  withdrawn.  The  pedestal  pile  differs 
from  the  simplex  in  having  an  enlarged  foot  formed  by  means 
of  a  plunger  which  forces  the  concrete  to  make  and  fill  an  en- 
largement in  the  hole  during  the  withdrawal  of  the  pipe  for 
several  feet  from  the  bottom.  In  the  peerless  sectional  pile, 
sectional  concrete  casings  are  driven  into  place  and  afterward 
filled  with  concrete.  Practically  all  cast-in-place  piles  are 
patented.  Their  construction  is  described  and  illustrated  in 
Art  45. 

In  the  bulkhead  construction  for  the  new  port  at  San  Diego, 
Cal.,  a  combination  concrete  and  timber  pile  was  -used.  A 
wooden  pile,  14  inches  in  diameter  was  driven  into  the  harbor 
bottom,  a  hollow  concrete  cylinder  cast  on  shore,  was  then  driven 
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over  the  pile  to  a  depth  of  4  or  5  feet  below  the  bottom  of  the 
harbor,  and  filled  with  concrete.  For  additional  details  and 
illustrations  see  Engineering  News,  vol.  69,  page  498,  March 

13,  1913- 

Art.  40.  Relative  Advantages 

Timber  piles  in  ordinary  foundations  must  be  cut  off  below 
the  permanent  ground-water  level,  which  often  involves  the 
cost  of  extra  excavation.  When  the  water-level  is  lowered  by 
changes  in  the  drainage  system  due  to  the  construction  of 
subways,  the  lowering  of  sewers,  or  for  other  causes,  the 
piles  become  liable  to  rot  and  may  involve  expensive  changes 
in  the  foundation. 

The  durability  of  concrete  piles  is  independent  of  the  ground- 
water level.  Concrete  piles  have  a  material  advantage  on 
account  of  their  greater  bearing  capacity,  due  to  their  larger 
size,  thus  permitting  a  material  reduction  in  the  number 
required  to  support  a  given  structure.  The  bearing  capacity 
may  be  further  enlarged  under  some  conditions  by  increasing 
the  taper.  Roughly,  the  loading  of  timber  piles  is  restricted 
by  engineers  within  a  range  of  10  to  20  tons,  while  concrete 
piles  may  be  loaded  from  20  to  50  tons. 

On  the  other  hand,  a  concrete  pile  costs  considerably  more 
than  a  timber  pile.  Since  the  life  of  concrete  piles  is  not 
dependent  upon  the  ground- water  level,  their  use  not  only 
avoids  extra  excavation,  but  as  a  direct  consequence,  a  saving 
in  the  masonry  walls  or  footings.  Most  frequently,  this  is  the 
largest  factor  in  saving  afforded  by  the  substitution  of  concrete 
piles,  provided  the  tops  of  the  concrete  piles  can  be  placed  more 
than  3  feet  higher  than  for  timber  piles.  They  may  also  be 
readily  bonded  into  the  grillage  or  capping  of  concrete,  and  will 
act  together  as  a  monolith,  provided  reinforcement  is  used  in 
the  piles.  Less  excavation  and  smaller  footings  imply  a  reduc- 
tion in  the  time  of  construction. 

When  pre-molded  piles  are  employed,  they  require  more 
time  and  care  in  handling  than  timber  piles,  on  account  of 
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their  greater  weight,  and  their  relatively  lower  flexural  strength. 
In  general,  concrete  piles  cannot  be  driven  as  rapidly  as  timber 
piles,  but  the  number  required  may  be  suflSciently  smaller  to 
affect  a  saving  in  time,  as  well  as  in  cost.  As  sand,  stone  and 
cement  are  generally  available,  there  is  less  probability  of  delay, 
occasioned  by  waiting  for  the  arrival  of  piles  at  the  site.  Some- 
times the  value  of  the  time  saved  pays  for  a  considerable  part 
of  the  piles.  In  some  track-elevation  work  in  cities,  the  use  of 
concrete  piles  for  the  fotmdations  of  retaining  walls  has  made  a 
large  saving  by  reducing  the  required  width  of  new  right-of-way 
at  the  excessive  rates  which  had  to  be  paid. 

In  emergencies,  concrete  piles  have  sometimes  shown  unusual 
flexural  strength.  In  one  case,  a  single  pile  acting  as  a  canti- 
lever, 32  feet  long,  successfully  withstood  the  test,  when  a 
9-inch  hawser  was  attached  to  its  upper  end  to  pull  a  steamer 
0(4800  tons  displacement  to  the  unfinished  pier  against  a  rapidly 
runnmg  tide.  At  another  time,  a  steamer  ran  into  the  pier  by 
acddent,  and  broke  off  a  number  of  pine  piles,  but  none  of  the 
concrete  piles.  It  may  be  added,  that  concrete  piles  may  be 
placed  in  some  filled  material  through  which  it  is  impossible  to 
drive  timber  piles  without  injury.  Strict  economy  requires 
adequate  exploration  of  the  soil  to  be  made  to  determine  the 
proper  lengths  of  piles.  Failure  to  do  so,  leads  to  waste 
of  timber  by  excessive  cut-offs,  but  with  concrete  piles,  the 
waste  of  time  may  be  even  more  serious  than  that  of  mate- 
rial and  labor. 

Inspectors  realize  how  difficult  it  is  often  to  find  a  fair  per- 
centage of  timber  piles  which  fill  the  demands  of  the  specifica- 
tions m  all  particulars,  regarding  diameter  of  butt,  diameter  of 
tip>  straightness  or  other  qualities,  especially  when  the  required 
length  exceeds  50  feet.  On  the  other  hand,  with  reasonable 
^re,  e^ery  concrete  pile  can  be  made  to  comply  fully  with  the 
spedfications.     Moreover,    the    strength    of    concrete    piles 

• 

improves  with  age. 

As  the  forest  resources  are  being  reduced,  it  becomes  increas- 
ingly difficult  to  get  the  larger  sizes  of  timber  piles,  while  at  the 
same  time,  the  quality  of  the  wood  becomes  poorer.     Although 
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the  safe  aCr/irable  cfjmpnsaotk  tor  cxncneCe  is  less  tban  for  wootx^ 
on  the  exids  oj  the  nbers.  the  loadnig  of  a  pile  dqiends  more 


frequently  on  the  nqiipoiting  c^iadty  of  the  earth,  than  <m  tbe 
strength  of  the  p£e. 

There  are  minor  advantages  that  can  only  be  adequately 
considered  in  the  detailed  design  and  estimate  of  cost  for  a 
given  structure.  Any  decrease  in  the  masonry  of  walls  or 
footing  has  a  secondary'  influence  on  the  cost  of  the  foundation 
by  reducing  the  weight  to  be  suf^wrted.  provided  this  is  not 
wholly  off-set  by  the  increased  weight  of  concrete  piles.  Simi- 
larly a  reduction  in  excavation  may  lessen  the  amount  of 
sheeting,  shoring,  pumping,  back-filling,  etc.  These  items  are 
often  difficult  to  estimate  and  hence  contractors,  as  well  as 
engineers,  prefer  to  eliminate  them,  if  possible. 

In  the  following  example,  the  cost  with  concrete  piles  is 
greater  than  for  concrete  piers  in  shafts  simk  to  rock,  but  the 
piles  had  to  be  adopted  since  a  stratum  of  fine  water-bearing 
sand  was  discovered  when  an  unsuccessful  attempt  was  made  to 
put  down  the  first  shaft  of  bent  15.  The  statement  below 
gives  a  comparative  estimate  of  cost  of  foundations  for  tower 
No.  15-16  of  the  Municipal  Bridge  Approach  at  St.  Louis. 

Concrete  Piers  Concrete  Piles 

Concrete,  cu.  yds 302. 3^85. 70    Si 725         127.8  ©$5.70       $728 

Excavation,  cu.  yds. .  .325.5  @    1.75         570         216.4©   0.60         130 
Concrete  piles,  lin.  ft 1550  @    i .  10       1705 

Total  for  6  piers $2295  S2563 

As  indicated  on  the  boring  sheet,  the  average  depth  of  rock 
aljove  the  ground  surface  was  about  31  feet.  The  yardage 
cost  of  concrete  includes  cost  of  forms;  and  that  of  excavation 
includes  sheeting,  shoring  and  pumping.  The  reinforced 
concrete  piles  were  driven  through  strata  of  filled  ground,  shore 
sand,  blue  sandy  clay,  coarse  sand  and  gravel,  and  river  sand 
to  rock. 

In  salt  water  infested  by  the  teredo  or  limnoria,  the  timber 
pile  requires  expensive  protection  either  by  chemical  treatment 
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(Art.  2i),  or  by  mechnical  means  (Art.  22).    The  concrete  pile 
is  wholly  free  from  the  ravages  of  these  borers. 

The  following  example  illustrates  the  method  adopted  to 
determine  the  comparative  cost  of  foundations  designed  for  the 
use  of  timber  and  concrete  piles  respectively.  On  account  of 
increase  in  traffic  and  live  loads,  causing  settlement  of  the  foot- 
ings supported  by  piles,  and  requiring  an  additional  track  later, 
substantial  reconstruction  became  necessary  for  the  viaduct 
foundations  of  the  Norfolk  and  Western  Railway  approach 
viaduct  at  Kenova,  W.  Va.  Two  designs  were  made  to 
determine  which  was  the  more  economical  to  construct.  In 
one  plan  three  rows  of  four  creosoted  piles  each  with  four  caps 
were  placed  under  concrete  footings,  while  in  the  other  plan, 
concrete  piles  were  used  under  each  footing,  three  piles  being 
placed  in  each  of  the  two  outer  rows  and  two  in  the  middle  row. 
The  comparative  estimates  of  the  average  cost  of  each  footing 
were  as  follows: 

DESIGN  WITH  TIMBER  PILES 

31  cu.  yds.  excavation  @  50  cts $15. 50 

22  cu.  yds.  Portland  cement  concrete  @  $6.50 143.00 

348  ft.  B.  M.  creosoted  timber  @  $45.00 17.28 

240  ft.  creosoted  piles  @  $6  cts 13440 

55  lbs.  iron  @  6  cts 3.30 


$313-48 


DESIGN  WITH  CONCRETE  PILES 


20  cu.  yds.  excavation  @  50  cts $10.00 

H  cu.  yds.  Portland  cement  concrete  @  $6,50 qi.cxd 

8  concrete  piles  @  $22.cx> 176.00 

$277.00 
Estimated  saving  on  each  footing $36.48 

The  concrete  piles  were  20  feet  long,  20  inches  in  diameter  at 
^he  head  and  6  inches  at  the  foot.  On  account  of  the  size  and 
^Per  of  the  concrete  piles  a  smaller  number  could  be  used.  The 
reduced  amount  of  excavation  and  of  concrete  in  the  footings 
effected  the  balance  of  the  saving  in  cost.     The  size  of  the  con- 
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Crete  cap  and  footing  was  in  both  cases  4  by  6  feet  on  top  and 
8  by  10  feet  on  the  bottom,  but  the  height  was  reduced  from  11 
to  6  feet. 

Art.  41.    Unpatented  Pre-Molded  Piles 

A  pre-molded  pile  is  a'reinf orced  concrete  pile  which  is  molded 
to  a  regular  form  and  after  curing  and  seasoning  is  handled  and 
driven  like  a  timber  pile.  In  order  to  indicate  the  principal 
variations  in  form  and  reinforcement  which  have  been  developed 
by  different  designers  of  pre-molded  concrete  piles,  brief  descrip- 
tions are  given  either  of  standard  designs  or  of  those  adopted  for 
the  foundations  of  particular  structures. 

The  bridge  department  of  the  Chicago,  Burlington  &  Quincy 
Railroad  was  a  pioneer  in  the  design  and  construction  of  low 
reinforced-concrete  pile  trestles  for  steam  railroads.  In  con- 
nection with  the  thorough  studies  and  tests  made  for  this 
purpose,  an  unpatented  type  of  pre-molded  pile  was  developed 
in  1905  which  together  with  the  Chenoweth  rolled  pile  (Fig.  41  i), 
has  been  extensively  used  in  construction  by  that  railroad.  The 
piles  used  in  the  first  of  these  bridges  are  16  inches  square  at  the 
butt,  have  a  4-inch  chamfer  at  each  corner,  a  taper  of  4  inches  in 
30  feet  on  each  face,  and  are  pointed  at  the  tip.  The  rein- 
forcement consists  of  four  |-inch  square  corrugated  bars,  hooped 
with  No.  12  steel  wire,  wound  at  close  pitch  near  the  butt  and 
tip,  and  at  3-inch  pitch  over  the  greatest  part  of  the  length 
of  the  pile. 

Since  the  cost  of  making  the  reinforcement  units  was  one  of 
the  principal  items,  experiments  were  made  to  reduce  it  by  mold- 
ing a  pile  without  taper,  and  using  a  wire  netting  which  could 
then  be  simply  folded  into  a  square  prismatic  form  and  wired 
together  at  the  lap,  thus  greatly  lessening  the  labor  involved. 
The  cost  of  forms  was  thereby  also  materially  reduced.  Fig. 
41a  shows  the  details  of  the  form  and  reinforcement  of  this  later 
design.  It  will  be  observed  that  the  corners  of  the  pile  are 
rounded  and  that  the  longitudinal  bars  are  wired  to  the  fabric 
at  its  corners.     At  the  point,  the  transverse  wires  were  cut  and 
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the  longitudinal  wires  brought  together  and  tied  securely  with 
small  wire. 

The  concrete  piles  driven  in  1909  in  the  foundations  of  eight 


r  Penhorn  Creek  in 


of  the  piers  of  the  Erie  Raiboad  viaduct 
Jersey  City,  have  the  re- 
markable lengths  of  55  to  65 
feet.  They  are  square  in 
cross-section,  tapered  from 
16  inches  at  the  butt  to  8 
inches  at  the  tip,  and  have 
a  3-inch  hole  through  the 
axis  from  end  to  end.  Each 
corner  is  reinforced  by  a 
single  3-inch  round  steel 
rod.  Especial  pains  were 
taken  to  design  them  so 
that  no  patented  features 
■were  incorporated. 

Reinforced-concrete  piles 
were  designed  by  the  Penn- 
sylvania Lines  for  their  ex- 
tensive docks  at  Cleveland, 
0.,  and  which  were  con- 
structed by  the  Great  Lakes 
Dredge  and  Dock  Com- 
pany. They  are  octagonal 
in  shape,  without  Taper, 
pointed  at  the  foot  and  have 
a  cast-iron  shoe  which  was 
made  an  integral  part  of  the 
pile.  As  indicated  in  Fig. 
4  id,  the  reinforcement  con- 
sists of  8  longitudinal  rods  securely  bound  together  at  regular 
intervals  throughout  the  body  of  the  pile  by  tie  rods.  They 
are  also  q)iraUy  wrapped  for  short  distances  at  both  head  and 
foot.  The  dimensions  in  Fig.  4  id  refer  to  piles  30  to  40  feet  long, 
the  longitudinal  rods  being  i  inch  in  diameter,  while  the  ties  and 
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wrapping  are  J  inch  in  diameter.  Over  3500  octagonal 
were  used  on  the  dock  foundations  and  all  of  them  WCTe  ca 
vertical  molds.    The  weight  of  the  largest  pile  is  6  tons. 

The  standard  design  of  the  Chicago,  Rock  Island  &  Pa 
Railway  adopted  in  1910  is  illustrated  in  Fig.  4ie.    The 


is  octagonal,  without  taper  and  pointed  at  the  foot.  The 
forcement  occupies  a  cylindrical  form  in  the  body  of  the 
and  consists  of  6  longitudinal  corrugated  bars  and  spiral  v 
pings  of  wire  with  a  small  pitch,  which  is  slightly  modified 
the  head  and  foot.  The  bars  extend  to  the  point  but  not  1 
to  the  upper  end  and  are  wired  to  the  helical  reinforceme 
intervals  not  exceeding  12  inches. 
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A  Hmilar  design  was  adopted  for  some  pile  foundations  in  the 
^q)niacbes  of  the  Municipal  bridge  at  St.  Louis,  Mo.,  in  igii. 
The  least  diameter  is  also  14  inches  and  the  reinforcement  con- 
asts  of  six  j-inch  round  rods,  and  a  helical  winding  with  No.  9 
wire  on  a  pitch  of  4  inches,  reduced  to  i  inch  for  about  18  inches 
at  the  head  of  the  pile. 


Secion  D-D 
Pile  and  Forms. 


■'-'he  pre-molded  piles  designed  for  the  Government  Pier  at 
_  Ufax,  N.  S.,  are  24  inches  square  in  section  with  the  corners 
^''Slltly  chamfered.  The  8  reinforcing  rods  are  i  inch  in  diame- 
^^'^  for  piles  under  60  feet  in  length,  i  J  inches  for  lengths  of  60 
70  feet,  and  ij  inches  for  lengths  over  70  feet.  In  addition 
^°  tliese  rods  which  extend  from  the  pyramidal  point  to  3  feet 
^t>ove  the  head  so  as  to  bond  into  the  superstructure,  four  rods  8 
'^t  long  extend  from  the  point  upward  about  midway  between 
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the  axis  and  the  full-length  corner  rods.  Helical  wrapping  with 
J-inch  wire  and  a  pitch  of  2  inches  is  used  for  a  distance  of  5J 
feet  above  the  point.  Beyond  that  the  wire  hoops  are  spaced 
12  inches  apart  except  at  the  head  where  the  spaces  are  reduced 
to  9  and  6  inches  respectively. 

The  reinforced-concrete  piles  used  in  1906-07  in  the  founda- 
tions of  the  steamship  terminal  of  the  Atlanta,  Birmingham  and 
Atlantic  Railway  at  Brunswick,  Ga.,  were  tapered  for  a  length  of 
only  10  feet  from  the  tip.  Their  length  ranges  from  30  to  51 
feet  and  their  weight  from  3  to  5  tons  each.  They  are  16  inches 
square  from  the  shoulders  to  a  section  10  feet  from  the  tip  and 
8  inches  at  the  tip.  Above  the  shoulders,  they  have  a  projecting 
tenon,  8X16  inches  and  16  inches  long  to  permit  concrete  fillers 
to  be  placed  in  the  shoulders  to  increase  the  bearing  area  of  the 
packed  timber  beams  used  in  the  floor  of  the  pier.  The  rein- 
forcement consists  of  four  i J-inch  bars  placed  in  the  comers  of 
the  pile  and  tied  together  at  12-inch  intervals  by  J-inch  roxmd 
steel  clips.  At  the  head  electric-welded  wire  fabric  is  placed 
for  a  length  of  4  feet  to  aid  in  withstanding  the  shock  from 
hammering.  A  i|-inch  jet  pipe  was  cast  into  the  lower  part  of 
the  pile  for  subsequent  use  in  sinking. 

The  piles  used  in  1907  at  the  Charles  town  Navy  Yard  were 
noteworthy  on  account  of  their  size  and  weight.  In  design, 
they  are  similar  to  those  described  in  the  preceding  paragraph. 
They  are  55  feet  long  and  18  inches  square  to  within  8  feet  of  the 
tip  and  then  tapered  off  to  1 2  inches  square.  The  reinforcement 
consists  of  four  i J-inch  twisted  bars  and  two  |-inch  bars.  The 
larger  bars  are  placed  in  the  corners  of  the  pile  2J  inches  from 
the  surface,  and  the  smaller  ones  are  placed  between  the  others 
and  on  a  line  across  the  pier  transversely.  A  2-inch  pipe  22  feet 
long  was  cast  in  the  pile  for  use  as  a  water-jet.  As  the  weight 
of  a  pile  is  10  tons,  a  bridle  which  picked  up  a  pile  at  two  points, 
18  feet  apart,  was  employed  in  lifting  them. 

Pre-molded  round  piles,  12  inches  in  diameter  but  having  a 
bulb-shaped  foot  30  inches  in  diameter  and  24  inches  high,  were 
used  on  some  new  work  for  the  reconstruction  of  the  '  old  steel 
pier'  at  Atlantic  City,  into  a  reinforced-concrete  pier.     The 
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loi^tudinal  reinforcement  consists  of  six  ^-inch  bars,  and  these 
are  flayed  out  at  the  bottom  to  reinforce  the  foot,  which  . 
is  mtended  to  increase  the  bearing  power  in  the  sand.    A 
i-inch  jet  pipe  was  cast  in  the  pile  and  extends  throughout 
its  full  length. 


Akt.  42.    Patented  Pre-Molded  Piles 

The  corrugated  pile  is  hexagonal  or  octagonal  in  cross-section 
with  grooves  approximately  semi-cylindrical  on  each  face,  has 
a  round  hole  along  the  axis,  both  pile  and  hole  being  tapered  from 
butt  to  tip,  and  is  reinforced  with  electrically  welded  wire  fabric 
(Fig.  4211).  The  hole  or  central  bore  is  used  to  permit  a  water- 
jet  to  pass  through  it,  and  it  is  tapered  to  increase  the  section 


■Seitions  of  Chenoweth  Pi 


area  of  concrete  at  the  tip  and  to  permit  the  plug  used  to  cast 
^t  hole  to  be  easily  withdrawn.  The  object  of  the  corruga- 
tions is  to  increase  the  pile  surface  for  skin  friction,  and  to  fur- 
nish convenient  outlets  for  the  escaping  water  from  the  jet, 
thus  reducing  the  friction  during  the  operation  of  sinking. 
'^^y  are  not  extended,  however,  along  the  head  or  tip,  to  avoid 
reducing  the  full  section  area  of  both  parts.  When  the  piles  are 
intended  to  project  above  the  ground  level,  the  corrugations  are 
designed  not  to  extend  above  it. 

The  Chenoweth  concrete  pile  is  a  rolled  pile.  The  machine 
"*dfor  this  purpose  has  a  moving  platform,  a  number  of  rolls 
*nd  mechanism  to  turn  the  tubular  mandrel,  about  which  the 
P"*  is  formed.  The  reinforcement  consists  of  a  number  of  lon- 
gitudinal corrugated  bars,  wired  to  transverse  strips  of  wire 
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mesh.  This  reinforcement  is  laid  out  on  the  platform  and  the 
ends  of  the  wire  mesh  attached  by  wire  clips  to  the  keyways  of 
the  mandrel ;  the  concrete  is  properly  spread  over  it  and  then  by 
simultaneously  turning  the  mandrel  and  moving  the  platform, 
the  pile  is  coiled  and  rolled  into  a  cylindrical  form  which  is 
compacted  and  shaped  by  means  of  the  adjustable  rollers.  At 
the  same  time,  the  pile  is  wound  by  wire  at  about  6-inch  inter- 
vals during  the  entire  process  of  rolling.  After  fastening  the 
ends  of  these  wires,  the  central  tube  is  withdrawn,  and  the  pile 
is  removed  to  the  drying  table.  A  concrete  point  shai>ed  like 
the  frustum  of  a  cone  is  constructed  around  the  projecting 
reinforcing  bars  with  the  aid  of  a  suitable  form,  and  the  head  is 
perfected  in  a  similar  manner.  The  wire  netting  in  the  finished 
pile  is  located  in  a  spiral  surface,  as  indicated  in  the  cross-section 
shown  in  Fig.  426,  while  the  longitudinal  bars  are  equidistant 
near  the  surface  of  the  pile.  In  making  these  piles,  a  very  dry 
mixture  has  to  be  used;  otherwise,  the  cement  will  be  squeezed 
out  with  the  water  in  rolling.  If  the  mixture  is  too  wet,  the 
piles  will  also  lose  their  shape  and  become  oval  on  the  drying 
table.  On  some  railroads,  it  is  the  practice  to  omit  pointing  the 
rolled  piles,  leaving  the  tip,  just  as  it  comes  from  the  rolls. 

The  largest  pile  of  this  type  employed  prior  to  19 13,  was  used 
in  a  coal  dock  at  Havana,  the  length  being  76  feet,  diameter  18 
inches,  and  weight  12  tons.  At  the  end  of  the  dock,  the  piles 
are  unsupported  for  a  length  of  40  feet  and  their  penetration 
extends  2  feet  into  the  coral  rock.  Piles  50  feet  long  and  only 
12  inches  in  diameter  have  been  successfully  handled. 
Piles  of  the  same  length  but  14  inches  in  diameter  and 
weighing  3  J  tons  have  been  hauled  four  miles  to  the  site  of  the 
foundation. 

The  reinforcement  of  the  Cummings  concrete  pile  is  illus- 
trated in  Fig.  42^;.  Four  of  the  longitudinal  bars  do  not  extend 
the  full  length  of  the  pile.  The  other  four  are  welded  together 
at  the  point,  and  welded  to  a  conical  sheet-metal  point  protector 
or  shoe.  They  are  also  bent  over  at  the  head  and  welded 
together  in  pairs.  The  longitudinal  rods  are  held  in  position,  at 
intervals  of  approximately  5  feet,  by  flat  rings  of  J-inch  metal 
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witli  notches  cut  in  the  circumference  to  receive  the  rods.  The 
body  of  the  pile  has  a  helical  wrapping  of  wire  to  perform  the 
function  of  hooping  and  to  aid  in  resisting  diagonal  stresses. 

At  the  head  there  is  also  a  series  of  horizontal  bands  closely 
qwced  to  give  fecial  lateral  support  to  the  concrete  under  the 

driving  shock  and  each  of  ,  _  (. «',  .  .,j 

the  upper  four  of  these 
contains  a  horizontal  spiral 
as  shown  in  the  sketch 
plan,  Sometimes  seven 
are  used  in  large  piles 
This  arrangement  for  re 
infordng  the  pile  head  has  . 
proven  to  be  very  resistant  i< 
to  the  impact  of  the  pile- 
driver  hammer.  It  is 
claimed,  that  in  driving 
thousands  of  piles  with 
this  resilient  head,  that  in 
no  case  was  the  head  of  the 
pile  broken. 

Fig.  42c  shows  the  ta- 
pped form  which  is  always 
made  with  an  octagonal 
cross-section  and  a  tip  9 
inches  in  diameter;  the 
<liameter  of  the  butt  de- 
pending upon  the  length 
^  the  pile  so  as  to  preserve 
a  constant  taper  of  2  inches  in  10  feet  in  the  standard  designs. 
"hen  a  pile  of  uniform  section  is  used,  the  form  of  the 
<^oss-section  is  circular.  Sometimes  both  the  tapered  and  un- 
t^pcred  piles  are  molded  with  annular  grooves  to  increase  the 
'fictional  resistance. 

The  ordinary  form  of  the  Hennebique  pile  is  usually  con- 
structed as  a  square  pile  without  taper,  with  the  reinforcing 
"^i  near  the  four  edges  which  are  slightly  beveled  and  tied 
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together  by  wire  collars  or  binders  at  short  intervals.  The 
standard  form  has  a  cast-steel  shoe  at  the  foot  forming  an  inte- 
gral part  of  the  pile.  To  support  a  reinforced-concrete  quay,  at 
Key  West,  piles  16  and  20  inches  square  and  from  25  to  60  feet 
long  were  driven  through  marl  and  sand  into  the  coral  rock;  all 
of  them  being  provided  with  metal  shoes.  The  longitudinal 
reinforcement  consisted  of  four  rods  i|  inches  in  diameter,  with 
extra  rods  in  the  middle  third  of  the  longest  piles.  The  J-inch 
wire  collars  were  spaced  12  inches  apart  in  the  body  of  the  pile, 
4  inches  in  the  head,  6  and  3  inches  in  the  tip.  A  pile  of  this 
kind,  which  was  constructed  as  a  hollow  pile  to  reduce  its 
weight,  and  was  filled  with  concrete  when  in  place,  is  described 
in  Art.  47. 

Further  details  as  to  sizes  of  piles,  sizes  and  disposition  of 
reinforcement,  and  methods  of  construction  may  be  found  in 
the  elaborately  illustrated  catalogues  which  are  published  by 
the  construction  companies. 

Art.  43.     Form  and  Construction 

The  prevailing  form  of  cross-section  for  pre-molded  piles  is 
octagonal.  Practically  all  of  those  with  square  sections 
approximate  toward  the  octagonal  form  in  that  their  edges  are 
beveled  to  a  width  of  2  or  3  inches,  although  occasionally  they 
are  merely  rounded  (see  Fig.  41a).  The  circular  cross-section  is 
used  but  seldom,  in  which  case  the  piles  must  be  cast  in  a  vertical 
position.  The  diameter  varies  from  10  to  25  inches  but  it  is 
rarely  below  12  or  above  18  inches.  The  length  varies  from  8 
to  76  feet,  but  it  is  questionable  whether  any  length  less  than 
15  feet  should  be  employed  in  any  pile  foundation.  In  most 
cases  the  length  ranges  from  20  to  40  feet.  The  longest  piles 
are  used  in  dock  construction  where  the  piles  are  located  in 
deep  water. 

It  would  be  difficult  to  say  whether  more  pre-molded  piles  are 
constructed  with  taper  than  without  it,  for  both  forms  are  in 
extensive  use.  A  number  of  railroads  have  adopted  the  straight 
or  untapered  pile  as  standard,  and  in  a  considerable  number 
of  important  works,  each  one  requiring  thousands  of  piles,  half 
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of  them  use  the  form  with  uniform  cross-section.  This  form 
should  always  be  used  when  conditions  require  the  pile  to  act 
chiefly  as  a  column. 

The  tendency  is  to  use  a  decidedly  smaller  taper  in  pre-molded 
piles  than  that  for  cast-in-place  piles.  It  may  be  stated  that 
except  for  very  short  piles  in  the  foundations  of  buildings,  the 
t^er  does  not  exceed  i  mch  in  4  feet,  is  frequently  i  inch  in 
S  feet  and  sometimes  as  low  ^s  i  inch  in  7.5  feet.  The  influence 
of  \3jpt1  on  the  bearing  power  of  piles  is  discussed  in  Art.  53. 

As  indicated  in  Arts.  41  and  42,  pre-molded  piles  are  most 
frequently  designed  with  a  point  at  the  foot.  Its  length  often 
exceeds  but  is  sometimes  less  than  the  diameter.  Even  in 
tapered  piles  experience  has  shown  the  advantage  of  a  point. 
In  driving  piles  for  the  Kentucky  shore  pier  of  the  Kentucky 
and  Indiana  bridge  at  Louisville  in  19 10  the  9-inch  tip  of  the 
pile  was  made  square  ended  to  insure  straight  driving.  But 
as  driving  through  the  hard  clay  proved  to  be  so  diflSicult 
the  last  batch  of  piles  for  the  pier  footing  was  provided 
with  pyramid  points,  which  increased  three-fold  the  number 
driven  per  day. 

In  some  experiments  reported  in  1908  made  by  Thompson 
and  Fox  with  tapered  piles  30^  feet  long  it  was  found  that  the 
8-mch  tip  required  less  time  to  drive  the  piles  than  9  or  lo-inch 
tips,  although  in  this  case  the  result  was  complicated  by  the 
effect  of  difference  in  taper.  The  use  of  metal  shoes  in  pre- 
molded  piles  is  referred  to  in  Arts.  41  and  42.  See  Fig.  41J 
for  an  illustration  of  one  form. 

Sometimes  the  foot  of  the  pile  has  been  enlarged  in  diameter 
in  order  to  increase  the  bearing  area  of  the  pile  in  the  lower 
stratum.  One  example  of  this  practice  is  found  in  the  16-inch 
reinforced  concrete  piles  for  the  Atlantic  City  boardwalk  built 
in  1908  which  were  formed  with  a  base  26  inches  in  diameter. 
See  also  Art.  41. 

It  is  customary  in  good  practice  to  fabricate  the  reinforce- 
ment as  a  unit  so  that  it  can  be  easily  handled  and  placed 
quickly  in  the  form  when  the  process  of  casting  is  under  way. 
The  reinforcement  unit  is   held   in  accurate  position  in  the 
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forms  by  suitable  hangers  and  separators,  so  that  the  con- 
ditions assumed  in  designing  the  pile  shall  be  realized  in  its 
construction. 

If  the  pile  is  to  have  a  hole  in  the  center  for  the  insertion  of 
a  jet  pipe  to  be  used  in  sinking,  which  is  more  economical  than 
to  cast  a  jet  pipe  in  the  pile,  either  a  tapered  wooden  core  may 
be  used,  or  preferably  a  collapsible  form;  or  a  tin  tube  may 
be  used  instead  and  left  in  the  pile.  The  objection  to  the  solid 
core  is  that  it  requires  occasional  turning  to  prevent  its  sticking 
to  the  concrete,  and  its  removal  later. 

The  composition  of  the  concrete  consists  of  i  part  portland 
cement,  2  parts  of  sand  and  4  parts  of  broken  stone  or  gravel. 
This  mixture  is  so  generally  employed  that  it  may  be  regarded  as 
standard.  Occasionally  it  is  modified  to  1-2-3.  In  large  hollow 
piles  the  molded  portion  may  have  a  composition  of  1-1.5-3 
and  a  leaner  mixture  like  1-3-5  or  1-3-6  employed  in  filling  the 
interior  after  they  are  in  place.  Usually  the  size  of  the  crushed 
stone  or  gravel  is  limited  to  |  inch.  Investigations  relating  to 
the  effect  of  sea  water  on  concrete  piles  have  not  resulted  in 
definite  conclusions.  Experience  has  shown  however  that  it  is 
important  to  make  as  dense  a  mixture  of  concrete  as  possible. 

At  first  piles  were  molded  in  forms  laid  horizontally  on  the 
ground  or  on  suitable  platforms.  Later  the  practice  of  molding 
piles  in  a  vertical  position  was  introduced  in  order  that  the  sur- 
face of  the  concrete  as  it  is  deposited  in  batches  shall  always  be 
perpendicular  to  the  direction  of  the  load  to  be  supported  by  the 
pile,  or  to  the  force  applied  by  the  hammer  in  driving.  When 
piles  are  molded  in  a  horizontal  position  special  care  should  be 
exercised  to  provide  an  unyielding  base  so  that  the  concrete  may 
not  be  subjected  to  flexural  stresses  while  in  the  process  of  set- 
ting. When  the  forms  are  vertical  special  precautions  must  be 
observed  in  tamping  or  puddling  the  concrete  to  eliminate  all 
voids.  In  one  case  where  361  piles  were  cast  vertically  in 
lengths  of  2S  and  32  feet,  not  one  unsound  pile  was  found 
when  the  forms  were  removed.  Both  positions  of  the  molds 
have  been  used  on  large  constructions  where  adequate  equip- 
ment was  provided. 
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^ith  horizontal  molds  the  sides  may  be  removed  in  from  24  to 

^^  ^ln.ours,  but  the  pile  is  allowed  to  rest  on  the  base  about  a  week 

^^rxger  during  which  time  it  should  be  copiously  showered  with 

^^t:er  to  permit  complete  chemical  action  for  the  setting  of  the 

^^^x\ent.     In  very  warm  weather  some  protection  from  the  sun 

^^y  be  required.    After  this  the  piles  may  be  removed  and  piled 

^^  stacks  to  continue  seasoning,  using  an  equalizing  spreader  and 

Widle,  if  necessary  to  handle  them.     They  are  usually  allowed 

to  harden  for  at  least  three  weeks  more  before  they  are  driven. 

The  actual  time  to  be  allowed  in  each  case  depends  upon  the 

temperature  and  hiunidity  of  the  atmosphere,  while  the  age 

at  which  piles  may  be  placed  in  position  depends  also  upon  the 

character  ol  the  ground  and  the  method  of  driving. 

The  hardening  of  the  concrete  may  be  materially  hastened  by 
curing  with  live  stream  under  cover.  The  piles  for  the  docks 
of  the  Pennsylvania  Lines  at  Cleveland  were  cast  vertically  in 
steel  forms.  The  pile  forms  were  then  closed  at  the  top  and 
placed  horizontally  on  a  floor  of  cross  timbers.  On  account  of 
the  late  season,  it  was  found  necessary  to  use  some  method  of 
artificial  seasoning  and  this  was  done  by  piling  up  the  newly 
filled  forms  and  covering  them  with  canvas.  A  steam-pipe  line 
provided  with  outlet  pipes  was  laid  to  discharge  steam  under 
the  cover,  and  to  maintain  a  temperature  of  about  80  degrees. 
The  forms  were  removed  in  from  12  to  18  hours,  thus  leaving 
the  concrete  piles  exposed  directly  to  the  steam  for  three  or  more 
days  afterward  until  they  were  set  sufficiently  to  be  handled  by 
a  derrick.  They  were  afterward  placed  by  derricks  in  the  stor- 
age yard  to  be  kept  at  least  30  days  before  driving. 

It  may  be  added  that  on  other  works  concrete  piles  have  been 
allowed  to  set  for  from  five  to  six  days  in  the  ordinary  manner 
and  then  gently  hoisted  to  the  curing  bed  with  25  or  30  stacked 
together  in  a  pile  with  wooden  spacing  blocks  between  them 
where  they  were  subjected  to  live  stream  for  two  or  three  days. 
They  were  then  driven  within  three  or  four  days  in  summer,  or 
within  ten  days  in  winter. 

As  soon  as  pre-molded  piles  are  driven  they  are  ready  to 
receive  their  load  from  the  superstructure  above. 
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Art.  44.    Design  of  Pre-Molded  Piles 

The  steel  reinforcement  of  a  concrete  pile  is  intended  to  resist 
the  stresses  due  to  handling  and  driving  the  pile,  and  to  the  load 
which  may  come  upon  it  in  its  final  position.  The  longitudinal 
bars  receive  their  greatest  stresses  when  the  pile  is  lifted  from 
a  horizontal  position.  Unless  the  pile  is  exceptionally  long  or 
heavy  it  is  often  picked  up  at  or  near  the  middle  in  going  to  or 
from  the  seasoning  yard,  or  a  line  may  be  attached  near  one  end 
to  drag  it  to  the  pile  driver.  In  the  former  case  the  pile  must  be 
strong  enough  to  resist  flexure  due  to  its  own  weight,  while  in 
the  latter  case  the  pile  must  not  only  sustain  its  own  weight  but 
also  shock  or  the  impact  due  to  meeting  obstacles,  which  sets  it 
into  active  vibration. 

When  so  handled  concrete  piles  rarely  fail  by  compression,  but 
cracks  develop  on  the  tension  side  which  sometimes  may  be  due 
to  the  rods  slipping.  Twisted  or  deformed  bars  are  preferable  to 
plain  rods  on  account  of  their  increased  bond  resistance.  Large 
cracks  may  endanger  the  permanency  of  the  reinforcement  by 
permitting  corrosion  to  occur.  It  is  also  important  that  uniform 
circumferential  spacing  of  the  bars  be  maintained  in  construc- 
tion as  any  side  of  an  octagonal  pile,  for  example,  may  become 
subject  to  tension. 

Some  designers  add  100  percent  to  the  weight  of  a  pile  to 
provide  for  the  shock  due  to  handling.  This  may  be  excessive 
in  cases  where  special  provision  is  made  for  proper  handling,  50 
percent  being  a  more  reasonable  allowance.  Very  long  piles 
have  extra  longitudinal  reinforcement  provided  in  the  middle 
third  or  half  of  the  length.  Sometimes  short  lengths  of  additional 
longitudinal  bars  are  inserted  in  the  head,  to  aid  in  resisting  the 
impact  due  to  the  hammer,  but  additional  hooping  is  more 
frequently  provided  for  this  purpose. 

The  lateral  reinforcement  is  of  two  distinct  types:  One  con- 
sists of  separate  wire  hoops  or  binders  either  approximately 
square  or  circular  in  shape,  and  spaced  at  intervals  which  vary 
more  or  less  along  the  length  of  the  pile;  the  other  consists  of  a 
continuous  spiral  wrapping  which  varies  in  pitch  at  the  head  and 
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foot  of  the  pile.  It  is  primarily  intended  to  increase  the  resist- 
ance of  the  concrete  to  longitudinal  compression,  but  the  latter 
fonn  may  also  aid  in  resisting  diagonal  tension.  The  lateral 
reinforcement  is  equally  as  important  as  the  longitudinal. 

The  percentage  of  steel  in  the  section  area  of  the  pile  varies 
considerably  in  practice,  ranging  from  about  0.6  to  2.8  percent. 
In  thepre-molded  piles  for  the  approach  of  the  Munidpal  bridge 
at  St.  Louis,  the  total  reinforcement  amounted  to  ij  per- 
cent of  the  volume  of  the  pile.  Experiment  has  shown  that  hair 
aacks  develop  in  handling  when  the  reinforcement  is  less 
than  I  percent. 

The  section  area  of  the  head  must  be  sufficient  to  support  in 
direct  compression  the  safe  load  for  which  the  pile  is  designed. 
The  safe  unit-stresses  to  be  adopted  should  depend  upon  the 
quality  of  the  concrete,  the  percentage  of  reinforcement,  and  its 
arrangement,  as  well  as  the  character  of  the  loading.  If  the  pile 
is  tapered  the  critical  section  for  direct  compression  is  not  at  the 
butter  top  of  the  head  but  at  some  distance  below  the  surface  of 
the  ground. 

The  additional  allowance  for  hard  driving  in  any  case  is  pre- 
ferably made  by  a  direct  addition  to  the  section  area  or  by  adding 
extra  cement  to  the  batch  of  concrete  to  be  placed  in  the  head  of 
the  pile.  It  is,  of  course,  understood  that  when  a  pile  acts  as  a 
column  that  it  is  to  be  designed  as  a  column. 

The  New  York  City  building  code  as  recommended  by  the 
National  Board  of  Fire  Underwriters,  allows  a  maximum  load 
of  25  tons  per  square  foot  of  cross-section  and  an  additional 
load  of  6000  pounds  per  square  inch  of  steel  reinforcement  in 
the  section.  The  unit-stress  on  the  concrete  is  therefore  nearly 
3S0  pounds  per  square  inch. 

In  a  given  railroad  pier  foundation  the  piles  were  designed  for 
2-  safe  load  of  50  tons.  They  are  octagonal  in  form,  the  least 
Qiameter  is  12^  inches  and  the  reinforcement  consists  of 
four  f -inch  square  bars.  If  in  this  case  the  compression  on  the 
steel  bars  be  assumed  as  10  000  pounds  per  square  inch,  the 
compression  in  the  concrete  is  found  to  be  534  pounds  per 
square  inch. 
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As  the  design  of  reinforced-concrete  piles  is  so  comparatively 
new,  engineering  practice  in  regard  to  safe  unit-stresses  is  not 
reduced  to  such  narrow  limits  as  in  many  other  divisions  of 
structural  design.  For  a  discussion  of  the  principles  involved 
and  their  application  to  illustrative  examples  the  student  is 
referred  to  standard  text-books  on  mechanics  and  on  reinforced 
concrete.  . 

The  method  of  computing  the  lateral  resistance  of  a  pile  is 
similar  to  that  for  the  lateral  resistance  of  a  track  spike  as 
deduced  in  Jacoby's  Structural  Details,  Art.  8.  In  that  case 
the  maximum  unit-compression  on  the .  wood  is  located  at 
the  upper  surface  but  for  a  pile  the  bearing  resistance  of  the 
upper  strata  of  the  ground  may  be  less  than  that  of  the  lower 
strata.  Therefore,  while  using  the  same  general  method,  the 
formulas  given  cannot  usually  be  employed  without  some  modi- 
fication. It  may  be  sufficient  for  practical  purposes  in  many 
cases  to  assume  the  surface  of  the  giDund  to  be  lowered  more 
or  less  so  as  to  make  the  resultant  moment  of  the  actual  pres- 
sures equivalent  to  that  of  the  theoretic  pressure  used  in 
deducing  the  formula. 

Under  retaining  walls  where  the  piles  receive  a  lateral  thrust 
as  well  as  a  vertical  load  it  is  necessary  to  use  reinforced  piles 
to  resist  the  flexure  thus  produced.  The  distribution  of  bend- 
ing moments  indicates  that  at  least  the  upper  part  of  the  pile 
should  have  a  uniform  section. 

Art.  45.     Cast-in-Place  Piles ^ 

A  cast-in-placc  pile  is  a  concrete  pile  which  is  built  in  its 
permanent  place  in  a  hole  prepared  for  the  purpose.  While 
only  some  types  of  the  class  of  pre-molded  piles  are  patented, 
all  types  of  cast-in-place  piles  have  been  patented.  The 
characteristic  features  of  the  latter  class  relate  more  specifically 
to  the  method  of  construction  for  each  type  and  the  appliances 
used  for  that  purpose.  In  making  the  type  known  as  the 
Raymond  pile  (see  Art.  39)  a  tapering  sheet-steel  shell  or  casing 
is  driven  into  the  ground  by  means  of  a  collapsible  steel  core 
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wliich  acts  as  a  form  to  support  the  shell.     After  the  desired 
Penetration  is  reached  the  core  is  collapsed  and  withdrawn,  and 
the  casing  filled  with  concrete.     The  core  when  dressed  with  the 
shell  is  driven  by  means  of  a  pile-driver  with  a  heavy  steam- 
hammer.     On  account  of  the  great  weight  of  the  core  the  pile- 
driver  is  of  heavy  construction,  steel  leads  and  bracing  being 
always  used  for  the  largest  cores.     The  driver  illustrated  in 
^8-  45^ J  is  equipped  with  leads  measuring  57  feet  from  the  top 
^f  the  turntable  I-beams  to  the  head  block.     The  shell  of  18 
to  20  gage  sheet  steel  is  made  in  various  diameters  and  in  conical 
sections  about  8  feet  long  which  overlap  tightly  (in  telescope 
/ashion)  when  in  place,  but  enable  them  to  be  shipped  ^knocked 
down,'  and  to  be  readily  slipped  over  the  core  in  regular  suc- 
cession.    The  very  short  section  closed  at  the  bottom  is  called 
the  'boot,'  and  is  made  of  pressed  steel  to  withsand  the  cutting 
effect  of  stone  or  other  obstacles  encountered  in  driving. 

The  object  of  the  casing  is  to  prevent  the  earth  and  water  from 
fixing  with  the  concrete  and  to  act  as  a  mold  that  shall  pre- 
serve its  shape  until  the  concrete  is  set.     Before  placing  the 
coucrete,  the  interior  of  the  shell  can  be  inspected,  by  means  of 
^^  electric  light,  by  light  reflected  from  a  mirror,  or  by  the  light 
Y^ftected  from  the  surface  of  water  thrown  into  the  casing. 
More  or  less  difficulty  has  been  met  when  the  hydrostatic 
P^^sure  collapsed  the  thin  shell,  and  sometimes  several  shells 
were  driven  inside  of  one  another.     In  191 1  their  construction 
was  improved  by  reinforcing  a  24-gage  shell  with  a  J-inch  wire 
spiral,  as  illustrated  in  Fig.  450,  thus  materially  increasing  its 
strength.     The  concrete  is  either  a  1-2-4  or  a  1-3-5  mixture, 
using  respectively  f-inch  and    ij-inch  stone  or   gravel,  and 
mixed  rather  wet. 

The  piles  are  occasionally  reinforced  by  longitudinal  bars 
but  usually  no  such  reinforcement  is  employed,  unless  short 
rods  are  inserted  to  assist  in  bonding  the  tops  of  the  piles  to  the 
concrete  footing.  Lateral  reinforcement  is,  however,  provided 
by  the  spiral  wire  used  to  stiffen  the  casing,  since  the  concrete 
of  the  finished  pile  is  wrapped  by  it.  Since  reinforcement 
is  seldom  used  in  these  piles  it  is  easy  to  place  the  con- 
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Crete  in  the  smooth  shell  so  as  to  obtain  good  concrete  with- 
out voids. 

The  standard  sizes  of  Raymond  piles  have  a  diameter  of  2c 
inches  at  the  head  for  lengths  of  20  to  30  feet,  and  18  inches  foi 
lengths  of  35  to  40  feet.  The  tip  has  a  diameter  of  6  inches  for 
a  length  of  20  feet,  and  8  inches  for  greater  lengths. 

This  type  of  pile  has  been  very  extensively  employed  in 
America,  especially  for  the  foundations  of  buildings.  The 
special  advantage  claimed  for  it  over  those  of  other  concrete 
piles  are  speed  of  placement,  and  economy  due  to  the  large 
taper  (see  Art.  53  for  discussion  of  taper)  whereby  the  length 
is  materially  reduced.  The  taper  adopted  is  greater  than  that 
for  any  other  type  of  pile.  Additional  advantages  over  those  of 
other  types  of  cast-in-place  piles  are  the  inspection  of  the  form 
in  which  the  concrete  is  deposited,  and  the  testing  of  bearing 
power  for  every  pile  by  the  average  penetration  of  the  steel 
core  under  the  final  blows  of  the  hammer.  On  accoxmt  of  using 
a  steel  core  it  is  claimed  to  be  possible  to  drive  through  very 
hard  material  which  cannot  be  penetrated  by  any  other  kind 
of  pile  at  reasonable  cost.  Occasionally  a  steel  core  is  broken 
in  such  material  as  compact  earth  containing  boulders. 

The  Simplex  pile  introduced  in  1903  is  made  by  driving  a  steel 
pipe,  with  a  special  shoe  or  *  jaw'  to  close  the  bottom,  in  the  same 
manner  as  a  pile,  and  then  filling  the  hole  with  concrete  as  the 
pipe  is  gradually  withdrawn.  The  pipe  must  be  extra  heavy  and 
at  least  as  long  as  the  pile  to  be  formed,  and  the  pile-driver 
must  have  extra  strength  and  equipment  to  pull  out  the  pipe. 
Sometimes  a  cast-iron  or  concrete  shoe  is  used  with  a  projection 
which  fits  into  the  pipe.  The  shoe  remains  in  place  and 
hence  a  new  one  is  needed  for  each  pile.  Where  the  earth  is 
firm  and  compact  an  'alligator  jaw'  attached  to  the  pipe  by 
cable  hinges  is  used  which  opens  automatically  when  the  pipe  is 
withdrawn  to  permit  the  concrete  to  flow  through  it.  A  ram  is 
generally  employed  to  force  each  batch  of  concrete  into  place 
against  the  surrounding  earth  until  the  hole  is  completely  filled; 
this  increases  the  diameter  of  the  pile  somewhat  beyond  that  of 
the  pipe  driven.     In  some  cases  the  pipe  is  first  filled  with  con- 
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Crete  and  then  slowly  withdrawn  at  a  uniform  rate,  without  ram- 
ming the  concrete.  The  concrete  is  made  of  a  fairly  wet  1-2-4 
mixture  using  f -inch  stone  or  gravel,  and  which  by  its  weight  is 
expected  to  resist  the  pressure  of  the  soil. 

It  is  claimed,  since  the  concrete  is  forced  into  the  surface  irregu- 
larities of  the  compressed  earth,  that  its  frictional  resistance  is 
greater  than  for  any  other  kind  of  pile  of  equal  diameter  and 
length.  The  indentations,  however,  become  filled  with  com- 
pressed earth  and  become  a  part  of  the  pile  thus  changing  the 
frictional  or  shearing  surface  to  a  more  regular  form.  The  con- 
crete may  also  adhere  to  some  stone  or  gravel  contained  in  the 
surrounding  material. 

Where  the  earth  penetrated  does  not  have  sufficient  stability 
to  retain  its  form  when  the  pipe  is  withdrawn  this  method  cannot 
be  used  without  modification.  Such  a  condition  has  been  met 
by  dropping  into  the  hole,  after  the  first  batch  of  concrete  was 
placed  an  auxiliary  cylindrical  form  of  sheet  metal  of  slightly 
smaller  diameter  than  the  pipe.  After  this  form  is  filled  with 
concrete  the  pipe  is  withdrawn.  This  leaves  some  voids  outside 
of  the  sheet  metal  form  which  will  only  be  filled  by  adjustment 
of  the  surrounding  earth. 

As  an  illustration  of  the  time  saved  in  construction,  it  is  noted 
that  about  4800  Simplex  piles  from  30  to  45  feet  long  and  aggre- 
gating about  162  000  linear  feet  were  driven  through  filled 
material  for  the  Terminal  Warehouse  Building  at  Pittsburgh  in 
'76  days  by  7  pile-drivers.  In  another  location  piles  48  feet  long 
vere  used.  The  practical  limit  to  the  length  is  the  strength  of 
the  equipment  provided  to  pull  out  the  pipe. 

It  is  impossible  to  inspect  the  integrity  of  the  pile,  and  it  is  a 
question  as  to  what  extent  its  strength  may  be  reduced  by  some 
admixture  of  the  concrete  with  adjacent  earth.  In  stiff,  non- 
water  bearing,  or  clay  soils,  where  the  ground  has  no  tendency 
to  flow,  this  is  claimed  to  be  the  cheapest  system  of  installing 
concrete  piles. 

The  'pedestal  pile'  invented  by  Hunley  Abbott  may  be 
regarded  as  a  modification  of  the  Simplex  pile  by  the  addition  of 
a  bulb-shaped  base  or  pedestal  at  the  foot.     Its  form  is  intended 
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to  take  a  larger  measure  of  advantage  of  a  lower  stratum  < 
higher  bearing  capacity  than  is  done  by  piles  of  the  ordinal 
form.  By  thus  increasing  its  bearing  area  at  the  foot  it  im 
tatcs  the  metallic  disk  and  screw  piles  (Art.  57)  which  doub 
less  suggested  it. 

The  pedestal  pile  requires  the  same  equipment  as  the  Simple 
pile  except  the  shoe  or  jaw,  and  in  addition  a  steel  core  whic 
fits  inside  of  the  pipe  with  its  enlarged  head  engaging  the  top  c 
the  pipe,  and  its  lower  pointed  end  projecting  several  feet  belo^ 
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Fio.  45r. — The  Process  of  Forming  Pedestal  Concrete  Piles. 

the  pipe.  As  illustrated  in  Fig.  45c,  the  steel  pipe  and  core  ar 
first  driven  into  the  ground  and  a  charge  of  concrete  dumped  int« 
the  pipe.  The  core  is  next  used  as  a  rammer  to  enlarge  the  hoi 
l)el()w  the  pipe  laterally  by  pushing  aside  the  concrete,  repeatin 
the  process  until  the  concrete  base  has  the  required  volume 
Finally,  the  pipe  is  filled  with  concrete  and  then  withdrawn. 
The  pipe  employed  is  usually  16  inches  in  diameter  and 
inch  thick,  while  the  core  projects  4  or  5  feet  below  the  pipi 
The  cylindrical  stem  of  the  pile  is  hence  about  17  inches  ii 
diameter  and  the  base  roughly  3  feet  in  diameter,  the  volume  0 
the  Ixise  being  about  16  cuoic  feet.  The  diameter  of  the  base 
for  a  given  volume  of  concrete  used  in  making  it,  depends  upoi 
the  nature  of  the  ground  and  its  homogeneity.  If  for  any  reasoi 
the  earth  should  resist  unequally  on  opposite  sides  of  the  hoi 
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the  resulting  form  of  base  would  make  its  reaction  eccentric. 
The  concrete  is  usually  a  i  -  2  -  4  mixture  with  the  broken  stone 
or  gravel  limited  to  a  diameter  of  i|  inches. 

The  pedestal  piles  under  the  retaining  wall  of  the  Oregon- 
Washington  Railroad  and  Navigation  Co.  at  Seattle,  Wash., 
were  reinforced  by  six  f -inch  rods  15  feet  long  in  order  to  provide 
against  bending  moments  due  to  the  horizontal  component  of 
the  earth  pressure. 

Cast-in-place  piles  except  the  Raymond  type  cannot  project 
any  distance  above  the  ground  without  the  use  of  special  forms 
at  increased  cost. 

The  Gow  and  Palmer  pile  is  made  by  driving  a  metal  casing  or 
pipe  into  the  earth,  the  inside  of  which  is  kept  empty  by  a  stream 
of  water  under  pressure  until  it  reaches  the  required  depth. 
The  casing  is  then  withdrawn  a  few  feet  and  a  lozenge-shaped 
cutter  lowered  to  the  bottom  of  the  hole.  By  turning  this  tool 
and  at  the  same  time  opening  it  gradually  the  chamber  is  hol- 
lowed out  and  the  earth  removed  by  the  current  of  water.  The 
casing  and  chamber  are  then  pumped  out,  filled  with  concrete 
and  tamped,  the  casing  being  gradually  withdrawn  as  the  con- 
crete fills  the  hole.  Reinforcing  bars  are  pushed  down  into  the 
concrete  to  reinforce  the  stem  of  the  pile  when  desired.  This 
pile  was  originally  designed  in  1904  to  underpin  a  building,  the 
enlarged  base  being  located  in  the  clay  stratum  which  was  over- 
laid by  filling  and  soft  material  to  a  depth  of  20  feet.  The  casing 
^as  in  that  instance  put  down  in  5-foot  lengths. 

In  one  location  where  the  original  surface  of  stiff  clay  had  been 

covered  by  15  feet  of  clay  fill  from  adjoining  excavations  it 

was  deemed  best  to  carry  the  load  to  the  underlying  stratum. 

For  this  purpose  holes  10  inches  in  diameter  were  excavated  by 

nieans  of  a  post-hole  auger  and  then  filled  with  concrete,  the 

clay  sides  being  stiff  enough  to  retain  the  form  of  the  holes. 

The  piles  were  spaced  3  feet  between  centers,  and  the  cost  of  the 

piles  was  33  cents  per  linear  foot,  60  percent  of  which  represents 

the  cost  of  digging  the  holes.     This  extremely  low  cost  is  due  in 

part  to  the  absence  of  any  charge  for  the  installation  of  plant. 

The  chief  objection  to  all  cast-in-place  piles  has  been  based 
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upon  the  probability  of  injury  to  the  green  concrete  by  driving 
the  forms  for  adjacent  piles.  There  are  other  disadvantages 
which  pertain  only  to  certain  types.  The  precautions  which 
may  be  adopted  to  obviate  these  difficulties  are  discussed  in  the 
next  article. 

Art.  46.     Precautions  Against  Injury 

Since  pre-molded  piles  cannot  be  driven  until  they  are  suffi- 
ciently seasoned,  they  may  be  placed  in  any  order  in  the  required 
foundation.  This  cannot  safely  be  done  with  cast-in-place 
piles.  When  the  core  or  the  pipe  is  driven  for  a  given  pile,  it 
displaces  and  compresses  the  earth  adjacent  to  the  hole  which  is 
formed,  and  the  elastic  earth  tends  to  relieve  its  stress  by 
crowding  back.  Even  if  the  shell,  which  is  left  in  the  hole,  or 
the  weight  of  the  concrete,  when  no  shell  is  employed,  is  able 
to  resist  this  outside  pressure  until  the  cement  is  set,  it  is  very 
probable  that  the  green  concrete  will  be  injured  by  the  vibra- 
tion and  additional  earth  pressure  due  to  driving  adjacent  piles, 
after  the  setting  of  the  cement  has  progressed  to  a  certain  extent 
and  before  its  completion. 

To  determine  its  effect,  two  tests  were  made  before  beginning 
the  pile  work  in  the  foundations  for  the  north  abutment  of 
the  Pittsburgh  and  Lake  Erie  Railroad  bridge  over  the  Ohio 
River  at  Beaver,  Pa.  The  first  test  consisted  of  a  pile  driven 
with  four  others  around  it,  spaced  as  in  the  proposed  foundation 
work,  the  four  being  driven  while  the  test  pile  was  still  soft. 
The  second  test  differed  from  the  first  only  by  allowing  the  test 
pile  to  set  partially  before  the  four  piles  around  it  were  driven. 
The  working  conditions  on  a  large  foundation  are  such  that  the 
second  test  more  nearly  represents  the  actual  conditions  than 
the  first.  After  both  test  piles  were  allowed  30  days  to  set 
the  first  test  pile  supported  a  load  of  60  tons  for  72  hours  with  a 
settlement  of  gV  inch,  which  was  recovered  almost  wholly  aftei 
the  load  was  removed,  while  in  the  other  case,  the  results,  as 
expected,  were  not  good  enough  for  approval.  To  meet  the 
difficulty  developed  by  the  conditions  of  the  second  test,  and 
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which  apply  to  all  kinds  of  concrete  piles  formed  in  place,  thus 
recognizing  the  well-known  limitations  of  concrete,  the  following 
specifications  were  adopted  in  1908,  probably  for  the  first  time 
on  such  work,  and  were  strictly  observed: 

The  setting  of  the  concrete  in  any  pile  must  not,  under  any  considera- 
tion, be  disturbed  by  driving  another  pile  or  piles  within  a  radius  less  than 
9  feet  from  it,  center  to  center,  after  a  minimum  interval  of  three  hours 
or  before  the  expiration  of  seven  days  from  the  time  the  concrete  was  mixed 
with  water  for  that  pile.  The  contractor  may,  however,  at  his  own  op- 
tion drive  pile  forms  within  the  9-foot  radius  to  a  depth  not  more  than  3 
feet  from  the  total  estimated  penetration,  inside  of  the  three-hour  limit; 
and  then  after  the  three-hour  limit  and  before  the  expiration  of  the  seven- 
day  limit,  complete  the  driving  and  filling  of  these  forms. 

The  extent  to  which  such  damage  may  occur  has  been  proved 
by  subsequent  excavation  in  a  number  of  cases,  ovnng  to  changes 
in  plan  or  to  building  adjacent  structures.  In  one  example, 
failure  was  due  to  the  fluid  alluvial  soil  penetrating  between 
batches  of  concrete,  thus  separating  the  pile  into  sections  about 
S  feet  long.  In  another,  the  cement  failed  to  set  on  account  of 
certain  chemical  constituents  in  the  ground  water,  ascertained 
later  by  analysis.  In  still  other  cases,  piles  had  their  section 
areas  reduced  from  20  to  100  percent;  and  were  bent  out  of  line. 

The  liability  of  the  green  concrete  to  suffer  injury  by  driving 
adjacent  piles  is  increased  when  thin  hard  strata  alternate  with 
soft  ones.  Material,  which  is  lighter  than  concrete,  may 
transmit  pressures  which  displace  concrete  wheh  it  is  soft,  and 
"ijure  it  after  the  initial  set.  In  boulders  or  gravel,  a  shearing 
effect  may  be  produced  instead  of  merely  a  direct  pressure. 
Unless  protected  by  a  shell,  there  is  more  or  less  danger  of  some 
of  the  cement  being  washed  out  by  underground  flowing 
^ater,  or  on  the  other  hand,  that  the  cement  may  be  deprived 
of  some  of  the  water  which  it  needs  to  set  completely,  by  the 
absorbent  earth. 

It  should  be  added  that  the  construction  of  cast-in-place  piles 
requires  more  careful  supervision  to  secure  good  results,  on 
account  of  the  manner  in  which  the  concrete  is  deposited,  and 
the  surrounding  conditions  which  preclude  inspection  of  the 
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pile  after  the  concrete  is  all  in  place.  When  it  is  deemed  neces- 
sary to  put  reinforcement  in  a  cast-in-place  pile  throughout  its 
length,  it  should  be  fabricated  as  a  unit  and  properly  put  in 
position.  It  is  impracticable  to  place  bars  separately,  so  that 
they  shall  occupy  specijBied  positions  in  the  finished  pile. 

Art.  47.    Composite  Types  and  Combination  Piles 

Hollow  pre-molded  piles,  which  were  filled  with  lean  concrete 
after  they  were  placed  in  their  final  positions  were  driven  in  191 1, 
for  the  foundations  of  the  ocean  pier  at  Long  Branch,  N.  J. 
The  piles  are  of  the  Hennebique  type  and  range  in  length  from 
45  to  68  feet,  with  an  average  penetration  of  22  feet.  Near  the 
shore,  some  18-inch  square  piles  were  used  but  the  rest  are  hol- 
low square  piles  24  inches  square  on  the  outside  and  13  inches 
on  the  inside,  in  order  to  reduce  their  weight  for  handling. 
The  reinforcement  consists  of  ij-inch  round  rods  tied  together 
at  intervals  with  |-inch  wire  collars,  while  the  longer  piles  have 
additional  reinforcement  in  the  middle  to  provide  against  break- 
age by  handling.  They  were  handled  by  a  special  form  of  sling 
or  bridle,  to  reduce  the  stresses  due  to  bending. 

The  '  peerless'  concrete  pile  has  a  sectional  reinforced  con- 
crete shell,  which  is  driven  down  together  with  a  steel  driving 
pipe,  both  of  which  bear  on  a  pointed  cast-iron  shoe,  which  is 
left  in  the  ground.  After  the  steel  pipe  is  withdrawn,  the  shell 
is  inspected,  and  filled  with  concrete  by  a  special  tremie  de- 
signed for  the  purpose.  The  use  of  the  steel  pipe  protects  the 
concrete  shell  from  severe  stresses  due  to  driving. 

Reinforced-concrete  piles,  with  the  unprecedented  diameter  of 
25  inches,  were  placed  under  the  Music  Hall  at  the  reconstructed 
pier  in  Atlantic  City  in  1906.  Since  the  largest  of  these  piles 
were  nearly  50  feet  long,  it  was  deemed  impracticable  to  mold 
them  complete  before  sinking  them  in  place.  Accordingly,  the 
lower  portion,  12  feet  long,  which  included  an  enlarged  foot, 
si  feet  in  diameter  and  2  feet  high,  was  molded  in  a  wooden 
form  with  the  jet  pipe  and  steel  reinforcement  in  place.  When 
the  concrete  was  hardened,  a  y^-inch  galvanized  steel  shell 
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was  sKpped  a  little  distance  over  its  top,  and  the  joint  made 
water-tight  by  calking  with  oakum.  The  steel  shell  was  made 
water-tight  by  close  riveting  and  calking,  and  was  long  enough 
to  reach  above  the  water  when  sunk.  After  the  reinforcement 
of  the  upper  part  of  the  pile  was  hooked  on  and  the  jet  pipe 
extended,  the  pre-molded  pile  and  casing  were  swung  into  place 
and  sunk  about  i6  feet  in  the  sand  by  the  water-jet.  The  steel 
form  was*  then  filled  with  concrete. 

Where  the  conditions  are  such  that  the  water-jet  cannot  be 
used  to  sink  them  and  there  is  danger  of  damage  to  pre-molded 
piles  by  driving,  the  following  method  may  be  adopted:  A 
steel  shell  and  cast-iron  shoe  are  driven  to  the  proper  penetra- 
tion by  the  method  used  for  Simplex  piles;  some  concrete  is 
then  placed  in  the  shell  and  a  molded  reinf  orced-concrete  pile  is 
inserted  and  imbedded  firmly  in  the  concrete  in  the  bottom  of 
the  hole,  after  which,  the  intervening  space  is  filled  with  a  strong 
grout  and  the  shell  is  withdrawn.  The  quantity  of  grout  used 
is  to  provide  some  excess  over  that  required  to  fill  the  space 
between  the  molded  pile  and  the  sides  of  the  hole  after  the  shell 
is  withdrawn. 

This  method  was  specified  for  the  pile  foundations  of  a  rein- 
forced-concrete  structure  of  the  Pittsburgh  and  Lake  Erie 
Railroad  at  Youngstown,  Ohio.  The  molded  piles  were  octag- 
onal in  form,  12  J  inches  thick,  of  uniform  cross-section  through- 
out and  the  lengths  were  determined  by  driving  test  piles.  The 
molded  piles  were  varied  in  length  by  steps  not  exceeding  5 
feet  and  generally  smaller;  and  the  top  of  the  molded  pile  was 
brought  to  the  proper  elevation  by  adjusting  the  quantity  of 
concrete  filling,  which  ranged  in  depth  from  2  to  5  feet  after 
^e  shell  was  withdrawn.  The  reinforcing  rods  extended  2  feet 
l^low  the  bottom  of  the  molded  pile. 

It  was  specified  that  the  Simplex  forms  and  shoes  were  to  be 
driven  to  a  penetration  of  |  inch  per  blow  from  a  3000-pound 
hammer,  falling  15  feet.  No  inserted  pile  was  to  be  exposed  to 
stresses  due  to  driving  adjacent  piles,  until  it  had  been  in  place 
^S  days.  The  piles  were  designed  to  carry  50  tons  per  pile 
safely,  and  those  selected  for  testing  were  to  settle  not  more  than 
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a  half-inch  under  a  load  of  60  tons.  It  was  estimated  that  the 
use  of  molded  piles  thus  inserted,  at  an  increased  cost  per  pile, 
would  reduce  the  total  cost  of  the  foundation  by  diminishing  the 
sizes  of  the  pier  footings,  under  the  assumption  that  their  safe 
bearing  power  is  25  percent  greater  than  that  of  cast-in-place 
piles. 

On  the  Pacific  Coast,  combination  piles  have  been  made  for 
wharf  construction  by  driving  a  wooden  pile  from  50  to  60  feet 
long  with  its  head  projecting  10  feet  above  the  mud  line,  which 
is  20  or  30  feet  below  the  top  of  the  wharf.  A  hollow  reinforced- 
concrctc  pile  a  to  3  inches  thick  and  24  inches  in  diameter  is  then 
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driven  over  the  wooden  pile  to  a  good  bearing  in  the  mud — 
After  removing  the  mud  and  wafer  inside,  the  hollow  pile  is  fillet^ 
with  concrete.     Such  combination  piles  can  also  be  used  in. 
foundations  on  land,  and  are  considerably  cheaper  thaji  very 
long  concrete  piles. 

Similar  combination  piles  were  used  in  the  Delaware  Lacka- 
wanna and  Western  Railroad  Terminal  at  Hoboken,  N.  J,, 
but  in  this  case  the  form  for  the  concrete  top  was  attached  to 
the  pile  and  carried  down  with  it  into  position  so  as  to  avoid  the 
necessity  of  pumping  out  the  form.  The  forms  were  filled  after 
the  follower  was  withdrawn. 

Occasionally  the  durability  of  concrete  piles  is  combined  with 
the  lesser  weight  and  cost  of  timber  piles,  in  a  single  building 
foundation  by  placing  concrete  piles  on  top  of  timber  piles,  which 
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are  driven  below  ground  water  level  with  the  aid  of  a  follower. 
In  case  the  concrete  pile  is  built  in  place,  a  waterproof  tube  or 
container  is  put  on  top  of  the  timber  pile,  filled  with  concrete, 
and  after  the  concrete  is  hardened  sufficiently,  the  upper  end 
of  the  container  is  cut  away  at  the  lower  surface  of  the  concrete 
cap  or  footing. 

The  Ripley  combination  pile,  shown  in  Fig.  47a  is  composed 
of  a  timber  pile  encased  in  concrete.  The  reinforcement  con- 
sists of  wire  mesh  wound  spirally  with  the  concrete  around  the 
pfle  to  which  it  is  attached  by  staples,  the  final  lap  being  tied 
with  wire.  Before  concreting,  spikes  are  driven  into  the  timber 
at  intervals  on  its  surface.  The  concrete  is  a  1-2-3  niixture  of 
cement,  sand,  and  broken  stone. 

Art.  48.    Drivers,  Hammers,  and  Caps 

To  drive  pre-molded  piles  the  pile-driver  and  its  equipment 
have  to  be  strong  on  accoxmt  of  the  greater  weight  to  be  handled, 
and  the  heavier  hammers  used.  Piles  weighing  from  2  to  4 
tons  are  quite  common  and  those  of  6  to  8  tons  are  employed 
on  heavy  construction.  On  this  accoimt  the  steel  pile-driver  is 
growing  in  favor.  It  is  found  to  be  stiflFer,  more  durable,  and 
lighter  for  the  same  strength  than  those  built  of  wood.  The 
necessity  for  dragging  the  piles  from  the  casting  platform  or 
from  the  unloading  platform  to  the  driver  develops  stresses 
in  the  tower  for  which  spedal  provision  must  be  made  in 
^e  design. 

Concrete  piles  should  be  driven  wherever  possible  with  the 
aid  of  the  water-jet  so  that  the  duty  of  the  hammer  becomes 
secondary.  However,  in  some  kinds  of  earth  it  is  necessary  for 
^e  hammer  to  do  very  eflfective  work  either  with  or  without 
the  aid  of  the  water-jet.  Under  such  conditions  it  is  imeconom- 
ical  to  use  a  light  hammer  which  may  answer  very  well  for  a 
tmiber  pile  but  which  itself  is  considerably  lighter  than  a  con- 
crete pile.  Otherwise  the  temptation  is  constantly  present  to 
^Jse  too  high  a  fall  and  thus  expend  too  large  a  part  of  the  energy 
^  useless  or  destructive  work. 
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In  driving  concrete  piles  into  hard  clay  for  the  foundations 
of  the  Kentucky  and  Indiana  Bridge  to  which  reference  was 
made  in  Art.  43,  a  steam-hammer  was  at  first  used  in  which  the 
striking  parts  weighed  3000  pounds.  Upon  substituting 
another  one  with  a  6000-pound  striking  weight  the  results 
were  far  more  satisfactory. 

Although  drop-hammers  weighing  less  than  4000  or  5000 
pounds  have  been  employed  to  drive  concrete  piles  successfully 
the  time  required  was  unnecessarily  large  to  secure  the  required 
total  penetration.  Very  satisfactory  results  have  been  secured 
on  some  building  foimdations  in  Pittsburgh  by  using  hammers 
weighing  from  7000  to  1 2  000  pounds  each.  Such  hammers  are 
handled  by  three-part  crucible-steel  lines  rove  at  the  lower  end 
over  sheaves  set  in  the  hammer  casting.  The  fall  of  the  largest 
hammer  is  Umited  to  about  8  feet,  but  is^  usually  less,  and  it  has 
been  used  to  drive  concrete  piles  weighing  about  3000  pounds 
to  an  average  depth  of  30  feet  below  the  surface  with  a  penetra- 
tion in  the  gravel  of  i  inch  for  the  last  ten  blows  of  the  hammer. 
Three  machines  operated  by  a  total  crew  of  25  men,  have  aver- 
aged 15  piles  per  day  for  each  machine,  with  a  maximum  of  25 
piles,  while  driving  through  mud  and  clay  which  overlay  a  deep 
gravel  stratum. 

The  heaviest  steam-hammer  built  prior  to  1913  was  an  Arnott 
make  with  a  total  weight  of  28  000  poimds  and  with  striking 
parts  weighing  4000  pounds.  Its  length  of  stroke  is  36  inches. 
It  was  especially  designed  to  drive  concrete  piles  24  inches  square 
and  47  to  77  feet  long  for  the  monolithic  concrete  piers,  docks 
and  breakwaters  of  the  Canadian  Government  at  Halifax,  N.  S. 
A  single-acting  hammer  has  been  built  with  moving  parts 
weighing  7500  pounds,  and  a  total  weight  of  16000  pounds. 
Those  who  have  had  experience  with  both  steam-  and  drop- 
hammers  in  driving  concrete  piles  state  that  the  steam-hammer 
drives  them  in  less  time  and  with  less  injury  to  the  pile.  Excel- 
lent results  have,  however,  been  obtained  with  the  drop- 
hammer,  the  heavier  hammers  being  the  more  eflSicient. 

The  successful  driving  of  pre-molded  piles  without  injury, 
when  it  is  necessary  to  use  the  hammer  actively,  is  due  mainly 
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to  the  various  driving  caps  which  have  been  devised  as  the 
result  of  experience.  Fig.  48a  shows  the  form  used  for  the 
foundation  pile  of  the  Municipal  bridge  approach  at  St.  Louis. 
The  construction  is  fully  explained  on  the  diagram.  It  was 
found  that  as  long  as  the' blow  could  be  uniformly  distributed 
on  the  pile  head  but  little  injury  was  produced,  but  when  the 
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pressure  was  too  large  on  the  edges  the  pile  head  spalled  and 
exposed  the  reinforcing  bars.  Hence  in  some  cases  the  head  had 
to  be  cut  off  in  order  to  continue  driving. 

Fig.  486  gives  the  details  of  the  shells  of  two  driving  caps 
which  have  been  used  on  the  Chicago,  Burlington  and  Quincy 
Railroad.  The  steel  cap  which  was  first  used  consists  of  a 
built-iq)  shell  of  f-inch  plate,  with  steel  channel  guides  riveted 
to  the  sides.  The  extension  guides  are  to  keep  the  cap  in  the 
leads  when  driving  below  the  track,  thus  avoiding  delay  in 
reentering  it.  Near  the  lower  end  of  the  shell  is  fitted  a  3-inch 
™t  block  and  above  that  a  6-inch  layer  of  rope  ends,  old  rubber 
hose  or  belting.  Resting  on  top  of  this  cushion  is  a  short  piece 
of  Wooden  pile  which  extends  above  the' guides  and  receives  the 
blows  of  the  hammer.  For  use  with  the  cast-iron  cap,  the 
•cushion  consists  of  two  layers  of  old  rope  or  a  bag  of  sawdust. 
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After  the  pile  is  placed  in  position  the  cushion  is  laid  on  to 
its  head  and  the  cap  lowered  over  it.  The  top  of  the 
contains  a  short  driving  block.  As  shown  in  the  plan  this 
is  designed  to  fit  either  a  round  or  a  square  pile.  Its  jaw£ 
chamfered  at  the  top  to  facilitate  reentering  the  leads  whi 


Section  E-E  Detail  of  Hoist  Strap 

Steel  Drivinci  Cap 
Fio.  486— Steel  and  Cast-iron  Shells  of  Pile  Caps, 

is  driven  below  them.  The  cast-iron  cap  was  found  to  be  n 
satisfactory  in  service  than  the  steel  cap  in  which  the  ri 
holding  the  angles  broke  repeatedly.  The  cap  used  in 
driving  at  the  Kentucky  and  Indiana  bridge  at  Louisville 
square  in  cross-section,  and  composed  of  two  bent  steel  pi 
bolted  together  through  the  projecting  flanges  at  the  sides, 
the  other  two  sides  channels  to  engage  the  leads  were  riv 
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by  means  of  two  pairs  of  intermediate  horizontal  Z-bars.  After 
a  number  of  experiments  with  cushions  the  best  results  were 
obtained  by  placing  three  cement  bags  filled  with  coarse  sawdust 
directly  on  the  head  of  the  pile  which  projected  several  inches 
up  into  the  steel  cap.  A  square  block  of  beechwood  2  feet  long 
was  placed  on  top  to  receive  the  blows  of  the  hammer.  This 
^edes  of  wood  proved  better  than  any  other.  In  some  cases 
where  fine  sawdust  was  used  the  pile  heads  shattered  under 
very  hard  driving. 

At  the  Cleveland  docks  of  the  Pennsylvania  Lines  (see  Art. 
41)  a  cast-iron  cap  was  used  with  an  oak  filler  block  on  top  and 
a  few  coils  of  rope  imderneath.  At  Cambridge  (see  Art.  49)  the 
steel-plate  cap  was  16  inches  square  on  the  inside  and  inclosed 
an  oak  block  18  inches  high,  to  the  bottom  of  which  six  thick- 
nesses of  rope  and  four  layers  of  rubber  belting  were  nailed. 
The  cap  was  held  in  the  leads  by  two  pairs  of  vertical  oak  pieces 
bolted  through  the  incased  driving  block.  At  Brunswick 
(see  Art.  41)  a  cast-steel  cap  was  used  with  rope  and  rubber 
below  and  a  wooden  driving  block  above.  The  cap  was  made  to 
fit  over  the  tenon  cast  on  the  head  and  performed  the  important 
additional  function  of  preventing  the  pile  from  turning  while 
it  was  being  driven.  At  the  Chicago  and  Northwestern  Railway 
bridge  at  Racine,  Wis.,  the  cast-steel  cap  was  3  feet  high  and 
l^d  a  solid  horizontal  diaphragm  in  the  middle.  The  underside 
fitted  the  pile  and  rested  directly  on  its  head.  On  top  of  the 
diaphragm  was  placed  a  rubber  cushion  and  driving  block. 

In  another  case  the  cushion  in  the  casting  is  composed  of 
coarse  sawdust  or  planing-mill  shavings,  above  which  rested 
a  hard  gimi  driving  block  hooped  with  a  steel  ring.  The  sawdust 
or  shavings  are  quickly  compressed  to  adhere  to  the  casting  and 
only  need  occasional  renewal.  The  driving  block  proved  to  be 
very  durable.  Sometimes  rubber-lined  canvas  hose  is  combined 
^th  rope  to  form  a  cushion.  In  still  another  example,  a  mat 
of  six  layers  of  rope  was  placed  on  the  pile  head  below  the  dia- 
phragm of  the  cast-iron  cap  while  sawdust  and  a  hooped  driving 
block  were  placed  above  it.  Australian  pine  has  also  been 
employed  for  driving  blocks. 
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Art.  49.    Driving  Concrete  Piles 

Some  of  the  difficulties  encountered  in  keeping  the  pipe  from 
clogging  when  the  jet  pipe  is  cast  in  the  pile,  are  due  to  improper 
construction  of  the  nozzle.  In  ground  contaim'ng  a  large  pro- 
portion of  sand  the  sinking  can  be  done  mainly  by  the  use  of  the 
jet,  the  hammer  serving  merely  as  a  weight  or  to  give  occasional 
light  blows.  Where  clay  is  the  predominant  constituent  of  the 
ground  the  nozzle  clogs  frequently  when  the  hammer  is  actively 
employed.  This  difficulty  can  be  overcome  most  readily  by 
extending  the  diameter  of  the  end  of  the  nozzle  back  for  12 
inches  or  more,  thus  substituting  a  short-pipe  tip  for  a  conical 
tip.  For  concrete  piles  it  is  generally  preferable,  however,  to 
use  two  jets  on  the  outside  of  the  pile.  The  equipment, 
methods,  and  precautions  for  the  use  of  the  water-jet  described 
in  Art.  17  apply  likewise  topre-molded  concrete  piles.  The  use 
of  the  water-jet  with  adequate  equipment  in  sinking  concrete 
piles  whenever  sub-surface  conditions  permit,  is  to  be  urged  not 
merely  on  account  of  avoiding  any  possible  injury  to  the  pile  by 
driving  with  a  hammer  but  to  save  time  and  energy. 

At  Brunswick,  Ga.,  after  failing  to  make  satisfactory  progress 
by  means  of  the  jet  and  hammer  a  new  scheme  was  adopted,  in 
which  the  pile  itself  was  used  as  a  hammer.  A  wire  bridle  was 
fastened  near  the  top  of  the  pile  by  which  to  lift  it,  but  the  cap 
and  hammer  were  allowed  to  remain  on  top  to  give  additional 
weight.  The  pile  was  raised  from  18  to  24  inches  and  dropped, 
and  while  this  process  was  continued  the  jet  was  constantly 
operated,  until  the  driving  was  nearly  completed.  By  this 
means  the  number  of  piles  driven  per  day  was  increased  to  six- 
fold. The  water  was  then  shut  oflF  and  the  last  few  inches  driven 
by  the  hammer  alone.  This  distance  was  increased  to  8  or  10 
inches  in  good  clear  sand,  as  the  jet  excavated  deeper  below  the 
foot  than  in  the  other  material.  The  ground  penetrated  varied 
from  clear  sand  to  hard  clay.  It  was  also  necessary  to  penetrate 
a  2-foot  stratum  of  soft  rock  composed  of  shells,  sand  and  lime 
which  was  harder  than  any  coral.  About  50  percent  of  the  6000 
piles  had  to  be  driven  through  that  material.     Upon  taking  up 
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somepSes  driven  through  it  the  edges  at  the  foot  were  foiind  to 
be  but  slightly  rounded  oflF.  The  jet  pipe  was  not  reduced  in 
diameter  at  the  end,  and  the  pipe  did  not  dog  from  driving 
more  than  once  or  twice.  Their  dimensions  are  given  in  the 
ninth  paragraph  of  Art.  41. 

At  the  Charleston,  S.  C,  pier  the  bottom  consisted  of  marl 
containing  a  yellow  day  and  about  15  percent  of  sand,  making 
it  extremely  hard  and  sticky.  When  exposed  to  the  air  for  a 
few  hours  it  required  a  hammer  to  break  it.  Some  of  the  piles 
(see  Art  41)  had  to  be  driven  through  38  feet  of  the  marl,  and 
this  was  accomplished  entirely  by  the  churning  process  until 
within  2  or  3  inches  of  the  full  penetration  when  they  were  driven 
to  grade  by  a  4500-potmd  hammer. 

In  driving  800  3c>-foot  concrete  piles  for  the  Sixth  Street 
Viaduct  in  Kansas  City,  Mo.,  a  hole  was  jetted  down  the  full 
length  of  the  pile  in  the  proper  position.  The  pile  was  then 
inserted  in  the  hole  and  chiu*ned  up  and  down  with  the  hammer 
resting  on  top,  while  the  jet  was  used  alongside  of  the  pile. 
Experience  showed  that  two  jets  would  have  been  better  to 
secure  sinking  accurately  in  position.  When  the  hole  was  not 
first  jetted  down  the  piles  had  a  tendency  to  crowd  toward  those 
previously  driven  since  the  groxmd  on  that  side  was  still  soft. 

At  Cambridge,  Mass.,  where  a  4700-pound  drop-hammer  and 
water-jet  were  used  in  driving  piles  for  a  building  foundation,  it 
was  found  best  to  begin  driving  by  churning  and  the  water-jet, 
and  after  continuing  this  method  as  long  as  possible  the  chain 
which  connected  the  pile  to  the  hammer  during  the  churn- 
^Z  operation  was  disconnected  and  the  hammer  started  with  a 
^op  of  about  2J  to  4  feet,  and  increasing  the  fall  as  the  driving 
became  harder.  Sometimes  the  churning  process  can  be 
employed  advantageously  to  start  a  pile  in  cases  where  the 
leads  are  not  long  enough,  or  a  short  wooden  pilot  pile  may 
be  driven  first  and  withdrawn,  and  the  pile  then  churned  up 
and  down  in  the  hole  after  directing  a  stream  of  water  into  it 
with  the  hose. 

In  loam  and  ordinary  clay  it  was  the  practice  on  the  Burling- 
ton Railroad,  as  reported  in  191 1,  to  put  down  two  or  three  holes 
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with  the  jet  as  close  together  as  possible.  The  pile  was  then 
set  in  the  leads  and  driven  without  further  use  of  the  jet.  It 
was  found  that  this  method  saves  time  besides  reducing 
injury  to  the  pile.  In  many  cases  a  penetration  was  thus 
secured  which  could  not  have  been  reached  by  driving  with  the 
hammer  alone. 

In  order  to  save  a  considerable  length  of  pipe  an  arrangement 
is  sometimes  adopted  of  casting  a  jet  pipe  only  in  the  lower  por- 
tion of  the  pile,  its  upper  end  having  a  reversed  curve  and 
terminating  outside  of  the  pipe.  The  outside  pipe  can  then  be 
connected  to  this  and  afterward  removed.  This  connection 
may  be  located  just  above  the  ground  level  in  a  pile  extending 
above  the  water  surface. 

It  is  remarkable  how  well  pre-molded  piles  usually  stand  the 
pounding  of  the  hammer  where  the  jet  cannot  be  used  success- 
fully. In  one  instance  where  piles  were  driven  into  hard  clay 
for  a  bridge  pier,  after  several  piles  were  driven  the  clay  became 
so  compact  that  it  required  5000  blows  of  the  steam-hammer  to 
drive  some  of  them  20  feet.  In  the  few  piles  which  were  broken 
the  crushing  extended  only  18  inches  below  the  top  of  the  head. 
At  the  approach  to  the  Municipal  bridge  where  the  driving 
was  very  hard  only  eight  out  of  767  piles  were  broken,  due  to  the 
cold  weather  retarding  the  setting  of  the  concrete.  Apart  from 
this  the  injury  to  other  piles  was  confined  to  some  spalling  at  the 
heads,  and  that  occurred  mainly  in  piles  made  in  the  winter. 
In  some  cases,  piles  stood  40  to  80  blows  per  inch  of  penetration, 
but  most  of  the  heads  were  uninjured  after  sustaining  more  than 
2000  blows  of  a  steam-hammer. 

Reinforced-concrete  piles  made  in  cold  weather  and  im- 
perfectly set  due  to  the  cold,  can  be  driven  practically  without 
fracture  at  low  temperatures,  or  about  10  to  15  degrees  Fahren- 
heit. When,  however,  the  temperature  rises  above  the  freezing 
point,  such  piles  will  go  to  pieces  under  the  hammer.  But  after 
the  piles  are  thoroughly  cured  they  can  be  driven  without 
danger  of  fracture.  In  other  words,  in  respect  to  driving,  the 
effect  of  freezing  is  practically  the  same  as  that  of  thorough  set- 
ting of  the  concrete. 
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In  driving  675  concrete  piles,  molded  vertically  in  steel  forms, 
to  a  penetration  of  20  to  30  feet  for  bridge  piers  in  Cleveland, 
no  failures  occurred  and  no  pile  heads  were  battered.  A  five- 
ton  steam-hammer  was  used.  Thoroughly  well-seasoned  con- 
crete piles  will  stand  without  appreciable  injury  several  hundred 
blows  with  a  3000-pound  drop-hammer,  the  drop  increasing 
from  10  to  30  feet  as  driving  progresses,  but  comparatively 
green  piles  must  be  handled  very  carefully  and  the  drop  limited 
to  6  or  8  feet.  Such  work  is  slow  and  expensive,  and  it  is 
better  to  season  piles  thoroughly. 

In  driving  3-ton  piles  \mder  bridge  abutments  by  the  Sanitary 
District  of  Chicago,  the  time  ranged  from  9  to  27  minutes  per 
pflefor  the  driving,  with  21  minutes  or  more  to  get  the  next 
pile  ready.  The  average  number  of  blows  was  600,  and  the 
maximum  1782.  One  of  the  piles  which  required  over  1600 
blows  was  cut  off  i  J  feet,  and  no  lines  of  weakness  due  to  driving 
could  be  discovered.  Of  300  octagonal  piles  driven  by  the 
Long  Island  Railroad  on  its  Jamaica  improvements  not  a 
single  one  was  broken  either  in  handling  or  in  driving. 

In  1907  a  pre-molded  pile  30  feet  long  in  which  the  reinforce- 
ment was  electrically  welded  into  a  unit  form,  was  selected  at 
random  from  a  thousand  that  had  been  driven  for  a  dock  pier. 
A  careful  examination  of  the  pile  after  it  was  pulled  up  failed  to 
reveal  any  defects.  The  same  pile  was  thereupon  driven  and 
^thdrawn  twice  in  different  locations  through  20  feet  of  silt, 
sand  and  gravel  into  soft  rock,  without  any  sign  of  deterioration. 
Finally  it  was  driven  again  for  permanent  use  in  the  pier. 

At  Cambridge  in  1908  a  reinforced-concrete  pile  struck  a 
boulder  at  a  depth  of  about  18  feet  and  could  be  driven  no 
further.  The  4700-pound  hammer  with  drops  of  18  to  30 
inches  had  given  it  735  blows,  the  water-jet  being  used  also.  As 
the  head  was  badly  crushed  the  driving  was  stopped;  the  pro- 
J^ting  part  was  cut  off,  its  ends  squared,  and  sent  to  the  Water- 
town  Arsenal  for  test.  Its  length  was  9I  feet,  its  smaller  section 
^rea  128.59  square  inches,  and  it  developed  a  compressive 
strength  of  3865  poimds  per  square  inch.  Since  this  value 
^ceeds  the  usual  strength  of  reinforced  concrete  columns,  the 
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pile  evidently  suffered  no  injury  due  to  hard  driving  except 
at  the  head  which  was  cut  oflF. 

Another  method  has  been  used  in  hard  clay  which  resisted 
penetration  by  the  use  of  the  steam-hammer  except  at  too  great 
a  cost  in  time.  The  piles  were  14  and  9  inches  square  at  the 
butt  and  tip  respectively,  22  feet  long  and  driven  to  rock. 
Holes  12  inches  in  diameter  were  bored  with  a  post-hole  auger 
from  16  to  19  feet  deep  in  which  to  place  the  pile  and  start 
driving.  The  weight  of  the  hammer  would  push  the  pile  down 
8  to  II  feet.  In  driving  the  piles  great  care  was  necessary  to 
center  the  leads  directly  over  the  piles  so  as  not  to  cause  bending 
in  the  pile.  Only  one  out  of  125  piles  was  shattered  enough  to 
condemn  it,  and  onl/  three  required  new  heads  to  be  cast. 
After  gaining  some  experience  90  percent  could  be  driven  with- 
out a  crack,  and  in  the  balance  the  cracks  were  confined  to  the 
topmost  1 2  inches.  It  was  found  necessary  to  stop  driving  at 
intervals  to  permit  the  compressed  air  and  water  in  the  auger 
hole  to  escape  through  the  gravel  next  to  the  rock. 

In  Art.  47  reference  was  made  to  a  method  which  avoids  driv- 
ing the  concrete  pile  itself,  by  first  driving  a  very  heavy  steel 
tube  fitted  with  a  point  or  shoe.  After  it  has  penetrated  to  a 
good  bearing,  a  few  cubic  feet  of  concrete  are  deposited -in  the 
bottom  of  the  form.  A  pre-molded  pile,  slightly  smaller  in 
diameter  than  the  tube,  is  then  lowered  to  place  and  forced 
into  the  plastic  concrete.  After  withdrawing  the  tube  the 
remaining  space  is  filled  with  grout.  By  this  method  a  pile 
may  be  forced  some  distance  into  stiff  clay  or  hard-pan  which 
is  overlaid  by  soft  material  that  would  not  otherwise  hold  the 
pile  in  place  1  aterally. 

Concrete  piles  cannot  be  driven  as  rapidly  as  timber  piles 
on  account  of  the  care  necessary  in  handling  the  greater  weights, 
and  the  extra  work  in  getting  ready  to  drive,  as  well  as  the 
necessary  delays  incidental  to  driving.  In  one  case  where 
three  crews  were  working  on  the  same  foundation,  one  drove 
41  piles  aggregating  1207  linear  feet  in  872  hours,  another  39 
piles  or  1130  linear  feet  in  9  hours,  and  the  third  45  piles  or  1064 
linear  feet  in  10  hours.     In  another  case  42  piles  were  driven  in 
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10  hours.  No  soil  has  been  encountered  in  which  wooden 
piles  can  be  driven  in  which  it  has  not  been  possible  to  drive 
concrete  piles,  and  in  many  cases  with  far  less  danger  of  over- 
driving. At  Greenville,  N.  J.,  a  Chenoweth  pile  13  inches  in 
diameter  and  50  feet  long  was  driven  into  the  ground  and  pene- 
trated 8  feet  into  a  substratum  of  gravel,  and  subsequently  with- 
drawn.   A  wooden  pile  could  be  driven  only  2  feet  into  it. 

Occasionally  it  is  found  to  be  impossible  to  drive  a  concrete 
pile  to  the  proposed  depth,  and  it  becomes  necessary  to  cut  off 
its  head  to  a  given  grade  to  connect  with  a  concrete  footing. 
A  track  chisel  and  heavy  hammer  may  be  used  for  the  concrete 
and  a  hack  saw  for  the  reinforcing  bars.  A  plumber's  pipe 
cutter  has  also  been  used  for  round  reinforcing  rods.  Since 
the  concrete  is  usually  not  more  than  a  month  old  when  driven 
the  task  of  cutting  it  is  not  as  difficult  as  for  concrete  which  is 
thoroughly  seasoned. 

Art.  50.    Analysis  of  Time  and  Cost 

In  order  to  obtain  data  for  estimates  of  cost  for  pile  driving 
a  series  of  observations  was  made  in  1908  by  Sanford  E. 
Thompson  and  Benjamin  Fox,  of  the  time  required  for  each 
elementary  operation  into  which  the  process  of  pile  driving  was 
^yzed.  The  results  in  detail  together  with  the  conclusions 
and  some  recommendations  intended  to  facilitate  pile  driving 
operations  by  better  system  and  less  waste  of  time  are  published 
in  the  Journal  of  the  Association  of  Engineering  Societies,  vol. 
42,  page  I,  January,  1909. 

The  ground  at  the  site,  as  was  shown  by  explorations,  con- 
sisted of  6  to  8  feet  of  fill;  and  then  to  a  depth  of  29^  to  31I 
'eet  from  the  surface,  fine  sand  and  mud,  but  which  was  prac- 
tically considered  all  sand;  underlaid  by  a  clay  hard-pan  which 
^^  tested  to  a  depth  of  13  feet.  The  piles  were  14  and  9 
^ches  square  at  the  butt  and  tip,  each  one  being  reinforced  by 
four  }-inch  corrugated  bars  with  loops  of  ^-inch  bars  spaced 
about  12  inches  apart  but  reduced  to  4  inches  near  the  head. 
Extra  longitudinal  reinforcement  of  |-  or  ^-inch  bars  2  or  3  feet 
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long  was  also  put  in  the  head.  A  galvanized  pipe  was  cast  in 
the  center  of  each  pile  for  the  water-jet.  For  experimental 
purposes  the  pipes  were  2,  ij,  ij  and  i  inch  in  diameter. 
The  piles  were  seasoned  from  30  to  41  days.  A  drop-hammer 
was  used  weighing  4700  pounds. 

"After  moving  the  pile-driver,  the  usual  [work  preliminary 
to  the  actual]  driving  consisted  in  hooking  and  dragging  the 
pile;  lifting  it  to  place  and  attaching  the  hose,  or  attaching  the 
hose  first  and  then  lifting;  and  setting  the  pile  in  the  leads. 
The  water  was  then  turned  on  and  the  pile  usually  penetrated 
for  a  short  distance  without  the  hammer.  The  hammer  was 
then  placed  on  the  cap  and  the  pile  sank  further  to  a  depth 
depending  upon  the  nature  of  the  fill.  Next  the  hammer  was 
attached  to  the  pile  with  a  chain  and  the  churning  commenced. 
There  was  enough  play  in  the  chain  connection  to  give  about  a 
lo-inch  blow  of  the  hammer  each  time  the  pile  was  lifted.  When 
this  churning  became  ineffective  the  chain  was  disengaged  and 
the  pile  was  driven  with  blows  in  the  usual  manner." 

The  elementary  unit- times  were  obtained  in  sufficient  detail 
so  that  they  may  be  recombined  in  any  desired  arrangement. 
"This  enables  the  constants  to  be  distinguished  from  the 
variables,  abnormal  times  corrected,  and  lost  time  which  will 
not  occur  on  another  job  eliminated.  Allowance  can  be  readily 
made  for  the  time  which  is  always  necessarily  lost  during  rests 
and  ordinary  delays." 

The  average  time  per  pile  was  found  to  be  as  follows:  For 
moving  the  pile  driver,  29.0  minutes;  placing  the  pile,  23.0 
minutes  (including  delays  5.1  minutes);  driving  83.0  minutes 
(including  delays  21.3  minutes) ;  a  total  of  2  hours  and  1 5  minutes. 
As  the  men  became  more.expert  in  moving  the  driver  and  plac- 
ing the  piles,  their  average  times  were  reduced  in  the  last  4 
days  to  27  and  13  minutes  respectively,  the  former,  however, 
being  still  unnecessarily  long  on  account  of  imperfect  rolls 
under  the  driver.  The  time  of  driving  was  greatly  increased 
by  the  low  pressure  of  the  water-jet.  Taking  an  average  for  16 
piles  driven  in  less  than  an  hour  each,  the  time  during  driving 
was  44  minutes,  making  the  total  i  hour  and  24  minutes.*^  Ex- 
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pressed  as  percentages  the  three  operations  require  respectively 
32.1,  15.5  and  52.4  percent  of  the  total  time.  One-half  of 
the  delays  were  said  to  be  avoidable. 

A  further  analysis  of  the  time  required  to  get  ready  to  drive, 
exdusive  of  delays,  gives  the  following  percentages;  Attaching 
the  rope  to  the  pile,  14.  i;  dragging  the  pile  to  the  driver,  30.4; 
attadiing  hose  and  ropes  preparatory  to  raising  15.6;  rais- 
ing the  pile  to  a  vertical  position,  12.2;  placing  the  pile  in  the 
leads,  15.9;  and  placing  the  hammer  and  cap  on  the  head  of 
the  pile,  11. 8. 

The  number  of  blows  of  the  hammer  varies  from  112  to 
1 160,  the  average  being  589;  the  average  range  in  the  fall  of 
the  hammer  is  from  i.o  to  5.6  feet,  exclusive  of  i  range  from 
25  to  20  feet;  the  average  fall  for  the  last  blow  is  4.7  feet, 
exdusive  of  one  drop  of  10  feet;  while  the  average  penetration 
under  the  last  blow  is  closely  J  inch,  the  maximum  value  being 
J  inch.  The  total  penetration  varies  from  25.6  to  32.0  feet, 
exdusive  of  one  of  18  feet,  the  average  being  28.7  feet. 

The  same  investigators  made  the  analysis  of  the  cost  for 
niaking  and  driving  the  piles,  expressed  in  cents  per  linear  foot 
of  piling,  which  is  given  on  the  next  page. 

Accordingly  the  total  cost  per  linear  foot  for  making  and 
driving  the  piles  is  $1.64.  The  cost  for  items  i  and  28  are 
based  on  the  assumption  that  the  plank  is  used  four  times. 
A  few  of  the  items,  such  as  12  and  13  are  constant  per  pile 
and  independent  of  the  length,  and  may  therefore  be  modified 
for  a  close  estimate.  The  only  items  depending  upon  the 
character  of  the  groimd  are  22,  24,  25,  and  27.  The  cost  for 
these  items  is  based  on  the  assumption  of  driving  five  and 
three-fourths  piles  in  eight  hours,  and  hence  the  corresponding 
cost  can  be  estimated  for  a  harder  or  softer  ground  by  as- 
suming the  number  of  piles  to  be  driven  per  day. 

To  make  similar  records  of  value  for  other  estimates  the 
following  elements  must  be  kept  in  mind:  (i)  **To  distinguish 
between  the  times  which  are  constant  for  any  job  and  those 
which  vary  with  the  quantity  of  the  work;  (2)  to  separate  items 
which  may  be  abnormally  large  or  abnormally  small  on  the 
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1.  Plank  for  molding  platform 

2.  Lumber  for  chamfer 

3.  Spikes  for  platform 

4.  5.  Nails  (gd.  and  4d.)  for  forms 

6.  Crushed  stone 

7.  Sand 

8.  Cement 

9.  Longitudinal  reinforcing  bars 

10.  Lateral  reinforcing  loops 

11.  Wire  to  bind  reinforcement  together. 

12.  Extra  short  bars  in  head 

13.  Nipples  for  jet  pipe 

14.  Ells  for  jet  pipe 

15.  Jet  pipe 

16.  Hooks  to  handle  pile 

17.  Bending  and  placing  reinforcement . , 

18.  Labor  on  pile  platform 

19.  Labor  on  forms 

20.  Labor  on  concrete 

21.  Superintendence  for  making  piles 

22.  Pile-driving  labor 

23.  Cutting  slot  in  tip  of  pile 

24.  Repairs  to  pile-driver  and  cap 

25.  Cutting  off  broken  piles 

26.  Rent  of  engine 

27.  Superintendence  for  driving  piles. . . . 


Cost  varying  with  number  and  length  of  piles u 

28.  Plank  for  sides  of  forms $1 7 .  50 

29.  Plank  for  ends  of  forms 7 .  50 

30.  Pile-driver,  25  percent  of  cost 49-  55 

31.  Getting  ready,  two  days 60.00 

32.  Teaming  for  pile-driver,  etc 34-55 

33.  Removing  driver 34- 61 


Total  cost  for  the  job $203 .  71 

Cost  of  items  which  are  constant  for  each  job ] 


Total  estimated  net  cost  per  linear  foot  if  the  job  has  48  piles    i^ 
Add  25  percent  for  pumping,  connections,  contingencies  and 
profit ^ 

i( 
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job  in  question,  so  that  allowance  may  be  made  for  these 
particular  items  in  future  estimates;  (3)  to  separate  the  time 
necessarily  wasted  because  of  abnormal  conditions,  or  because 
the  w^ork  is  of  a  new  or  xm tried  character." 


Art.  51.     Formulas  for  Bearing  Power 

In  Art.  27  a  reference  is  made  to  the  relation  between  the 
weights  of  the  hammer  and  pile.  The  formulas  for  the  bearing 
power  of  piles  given  in  Arts.  25,  26  and  30  do  not  take  this 
into  accoimt  by  means  of  a  separate  term,  but  it  is  understood 
^at  this  relation  must  be  considered  in  any  rational  use  of 
the  formulas. 

On  accoimt  of  the  great  weight  of  concrete  piles  this  relation 
'^ecoxnes  one  of  increased  importance,  but  it  does  not  seem 
to  be  sufficiently  appreciated  in  practice.  Conservatism  tends 
to  employ  the  same  weight  of  hanuners  for  concrete  piles  as 
^^^  tiimber  piles,  and  to  increase  these  weight  for  new  equip- 
°^^^t  but  slowly.  Progress  in  this  respect  may  be  materially 
aided  by  the  use  of  formulas  in  which  the  weight  of  the  pile 
1^  i Introduced  separately.  Several  formulas  of  this  type  are 
'^  extensive  use  in  Europe. 

^"YTELWEIn's  formula  in  its  ordinary  form  gives  the  ulti- 
^^te  resistance,  but  if  one-sixth  of  its  value  be  taken  as  in  the 
^^^^e  of  the  Engineering  News  formula,  it  becomes 

Safeload=        '^*^  ^^^ 

in  which  the  Wk  denotes  the  weight  of  the  hammer,  Wp  that 
of  the  pile,  H  the  fall  in  feet,  and  5  the  average  final  penetra- 
tion in  inches.    It  will  be  noted  that  if  the  penetration  is  i 
inch,  and  the  hammer  and  pile  have  the  same  weight,  that  the 
value  of  the  denominator  is  the  same  as  if  it  were  s-j-i,  but  if 
the  hammer  weighs  twice  as  much  as  the  pile,  the  safe  load  is 
increased  33  percent.     If  the  penetration  be  |  inch,  the  bear- 
ing power  by  the  Engineering  News  formula  is   1.33  WIH, 
11 
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whereas  formula  (i)  gives  2  W)JI  and  2.67  PT^ff,  for  the  two 
cases  when  W  ^W p  and  W^'^iWp.  These  results  indicate 
such  radical  differences  that  an  urgent  need  is  shown  for  careful 
comparative  tests  for  driving  concrete  piles  with  different 
weights  of  hammers  and  within  a  limited  range  of  fall. 
Ritter's  formula  may  be  written  in  the  following  form: 

Ultimate  load=  .i^hu- '  ^^^^  +Wh+Wp         (2) 

in  which  the  terms  are  the  same  as  those  defined  in  the  preceding 
paragraph.  When  5  =  1  and  Wk=Wp,  one-sixth  of  the  first 
term  has  the  same  value  as  the  Engineering  News  formula,  but 
when  Wk=2Wp  its  value  is  increased  33  percent.  This  formula 
differs  from  Eytelwein's  for  the  ultimate  load  merely  in  the 
added  weights  of  hammer  and  pile. 

As  a  result  of  extensive  experience  by  the  Raymond  Con- 
crete Co.,  in  driving  heavy  collapsible  cores  for  cast-in-place 
concrete  piles  M.  M.  Upson  states  that  the  Engineering  News 
formula  may  be  safely  used  to  determine  the  approximate 
bearing  power,  and  that  the  bearing  power  of  the  core  may  be 
applied  to  the  cast-in-place  pile  provided  that  the  compression 
of  the  soil  is  not  released  by  the  collapse  of  the  shell.  Steam- 
hammers  are  generally  employed,  the  heaviest  hammer  being 
used  for  the  longest  standard  core. 

It  has  been  truly  said  that  no  formula  for  pile  driving  can 
give  more  than  an  approximation  to  the  supporting  power  of 
the  special  pile  observed,  and  only  at  the  time  of  driving; 
but  with  an  intimate  knowledge  of  the  soil  conditions,  a  good 
formula  becomes  valuable,  and  considerable  money  can  often 
be  saved  by  its  proper  application.  In  this  manner  the  science 
of  pile  driving  can  influence  the  art.  The  peculiar  and  appar- 
ently erratic  variations  in  the  results  obtained  can  be  readily 
and  satisfactorily  explained  by  conditions  in  the  groimd, 
but  they  prove  that  it  may  be  misleading  to  use  a  formula 
when  no  exploration  has  been  made  of  the  sub-surface  con- 
ditions at  the  site. 
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Art.  52.    Choice  of  Type 

'When  it  is  determined  in  any  given  case  that  the  use  of 
conaete  piles  is  justified  by  considerations  of  economy  in  which 
cl\xe  allowance  is  made  for  durabih'ty,  as  well  as  the  other 
elements  referred  to  in  Art.  41  and  the  conditions  at  the  site 
are  known  as  the  result  of  careful  explorations  of  the  groimd 
(Art  174),  the  next  question  is  to  decide  what  type  of  pile  is 
especially  adapted  to  these  conditions,  due  consideration  being 
given  to  the  certainty  of  securing  adequate  strength  at  reason- 
able cost. 

It  may  fairly  be  assumed  that  each  type  of  pile  has  some 

distinctive  advantages  which  are  adapted,  more  or  less  closely, 

to  certain  conditions  of  the  ground  where  piles  are  necessary. 

T'o  use  a  type  of  pile,  xmder  conditions  which  are  not  favorable, 

involves  either  an  economic  loss,  or  a  smaller  degree  of  security, 

^^  both.    Naturally  some  types  may  be  applicable  to  a  wider 

fange  of  conditions  than  others  and  it  is  the  duty  of  the  engineer 

^^  study  each  situation  as  a  special  problem. 

^^hen  piles  are  used  to  support  a  structure  above  open 

^^ti^r,  as  in  pile  trestles,  wharves,  piers,  etc.,  they  are  required 

^    Resist  flexure,  as  well  as  to  act  as  columns.     Pre-molded 

P'l^s  are  the  only  ones  which  are  adapted  for  this  service;  and 

trx^^^  should  be  molded  without  taper,  at  least  for  that  part  of 

*^^     length,  which  is  not  in  the  ground.     If  the  piles  penetrate 

^^ri.c3,  which  is  not  Uable  to  scour,  that  portion  may  be  tapered, 

^^^crc  in  sand  the  supporting  power  is  almost  wholly  due  to 

^^^c^tion.     If,  however,  the  sand  is  liable  to  scour,  or  if  adequate 

^ot:^  penetration  'can  be  secured    to    furnish    the  necessary 

^^^Citional  surface,  as  well  as  the  required  horizontal  reactions 

^^tiliout  exceeding  the  safe  bearing  value  on  the  side  of  the 

P^^^,  then  a  pile  with  imiform  cross-section  should  be  used. 

In  ordinary  sand,  quicksand,  or  in  combinations  of  sand  with 

Pavel  or  clay,  so  as  to  produce  a  porous  mass,  in  which  the 

water-jet  can  be  used  successfully,   the  pre-molded  pile  has 

special  advantages. 

When  a  pile  is  driven  through  soft  material  to  a  hard  sub- 
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stratum,  so  that  it  must  act  as  a  column,  it  must  be  reinforced, 
and  hence  frequently  the  pre-molded  pile  is  the  only  type  that 
can  be  used.  The  pile  should  be  uniform  throughout,  so  as  to 
have  a  large  bearing  area  in  the  harder  substratum.  Whether 
other  types  can  be  used,  depends  upon  the  nature  of  the  over- 
lying material.  If  any  stratum  contains  quicksand  or  other 
soft  material,  which  will  not  retain  its  form  imtil  the  pressure 
of  the  concrete  can  resist  the  external  pressure,  then  no  cast-in- 
place  pile  should  be  used,  which  does  not  leave  a  casing  in  the 
ground  which  can  retain  its  form  imtil  the  concrete  has  set 
If  such  a  shell  or  casing  is  used,  it  should  also  have  uniform 
diameter,  so  as  to  secure  a  larger  bearing  area  at  the  foot,  than 
that  for  a  tapered  pile. 

If,  however,  the  overlying  material  is  of  such  a  nature  that 
it  will  retain  its  form  temporarily,  until  the  concrete  is  in 
place,  then  those  types  in  which  the  pipe  is  gradually  with- 
drawn may  be  used.  If  the  imderlying  stratum  which  is  to  bear 
a  considerable  part  of  the  load  is  not  sharply  defined  on  its 
upper  surface,  it  may  be  desirable  to  increase  the  bearing  sur- 
face of  the  pile  by  means  of  an  enlarged  base.  The  method  of 
forming  the  pedestal  pile  requires  the  material  adjacent  to  the 
base  to  be  displaced  by  the  pressure  of  the  concrete  due  to 
ramming.  If  the  material  is  not  homogenous,  the  base  may  be 
unsyminetrical  about  the  vertical  axis,  and  thereby  produce  an 
eccentric  reaction  on  the  pile  column,  thus  causing  dangerous 
stresses  in  the  stem.  In  any  case,  when  the  load  is  mainly 
carried  to  its  foot,  the  pile  must  be  reinforced,  unless  the  over- 
lying material  affords  good  lateral  support,  and  there  should 
also  be  some  limiting  ratio  of  length  to  diameter. 

It  should  be  remembered  that  if  subsequent  to  the  installa- 
tion of  plain  concrete  piles,  the  adjacent  ground  is  subjected 
to  very  heavy  loading,  that  in  some  kinds  of  earth  like  stiff 
clay,  lateral  pressure  will  be  developed,  thereby  causing  serious 
bending  moments,  which  piles  without  longitudinal  reinforce- 
ment may  be  unable  to  resist  safely. 

If  for  example,  the  substratum  is  hard  clay  and  the  foot  of 
a  pile  of  uniform  section  does  not  afford  sufficient  bearing  area, 
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then  an  elarged  base  may  be  formed  by  a  tool  like  that  referred 
to  in  paragraph  17  of  Art.  45. 

When  the  ground  is  compressible  at  the  top  but  not  soft,  and 
gradually  increases  in  density  downward,  any  one  of  a  number 
of  different  types  may  be  employed,  provided  proper  precau- 
tions are  taken,  but  all  of  them  should  be  without  taper,  so 
that  proper  advantage  be  taken  of  the  greater  bearing  at  the 
foot  and  the  greater  f rictional  resistance  of  the  lower  surface  of 
the  pile.  Pre-molded  piles  will  probably  require  the  use  of  the 
hammer,  as  well  as  the  jet,  or  if  conditions  on  adjacent  property 
do  not  permit  the  use  of  the  jet,  the  driving  may  be  done  by 
the  hammer  alone.  For  cast-in-place  piles,  the  necessary  pre- 
cautions relate  more  particularly  to  the  order  in  which  the  piles 
are  placed,  so  that  no  core  or  pipe  is  driven  for  another  pile 
within  a  prescribed  distance  of  any  one  during  the  setting  of  its 
cement  (see  Art.  46).  When  proper  consideration  is  given  to 
the  importance  of  this  matter,  the  relative  cost  of  driving  differ- 
ent typ»  of  piles  assumes  a  different  aspect.  Usually  the  eco- 
nomic relation  will  decide  the  choice  of  type  of  pile,  and  hence  it 
is  of  the  utmost  importance,  that  the  same  degree  of  security 
should  be  demanded  for  every  one,  so  far  as  this  is  practicable. 

When  the  ground  near  the  surface  is  not  quite  sufficient  to 
carry  directly  the  load  transmitted  by  a  wall  or  column,  with  the 
aid  of  a  spread  footing  or  when  it  costs  less  to  increase  its  bear- 
ing  power  by  means  of  piles,  then  the  tapered  pile  of  short 
length  is  most  advantageous.  Whether  the  pre-molded  pile  or 
one  of  the  cast-in-place  piles  will  be  most  advantageous,  prob- 
ably depends  upon  similar  considerations  to  those  described 
^  the  preceding  paragraph. 

K  the  ground  consists  of  silt  or  alluvium  for  a  great  depth 
and  increasing  but  slowly  in  density  with  the  depth,  so  that  the 
bearing  power  depends  practically  all  on  skin  friction,  the  choice 
between  a  tapered  and  an  untapered  pile  depends  upon  two 
factors.  The  pile  with  a  uniform  section  has  a  slightly  larger 
superficial  area  for  a  given  volume,  the  greatest  difference 
b^^g  practically  less  than  5  percent.  Such  a  pile  has  the 
^ditional  advantage  of  having  a  larger  proportion  of  its  surface 


1 66  CONCRETE  PILES  Chap.  IV 

in  the  lower  part  of  the  pile,  where  the  friction  is  slightly  greater. 
But  the  tapered  pile  has  a  larger  section  area  of  concrete  at  the 
top  to  transmit  the  load  and  that  may  govern  in  some  cases. 
As  the  load  is  gradually  transferred  to  the  surrounding  earth  in 
passing  downward  through  the  pile,  the  decreasing  section  area 
of  a  tapered  pile  makes  it  conform  more  closely  to  one  of  uni- 
form strength  throughout. 

If  the  ground  is  tough  and  leathery,  so  as  to  cause  upheaval 
when  adjacent  piles  are  driven,  it  would  be  disastrous  to  use 
some  types  of  cast-in-place  piles;  but  so  far  as  form  is  concerned 
the  piles  should  not  have  any  taper. 

Sometimes  deep  beds  of  clay  require  pile  foundations  be- 
cause the  upper  stratum  becomes  soft  during  the  flood  season, 
while  during  the  most  favorable  time  for  construction,  the  clay 
is  so  hard  that  it  is  impracticable  to  drive  any  piles.  Under 
such  conditions,  a  satisfactory  solution  consists  in  excavating 
holes  by  means  of  an  earth  auger  of  the  proper  diameter,  and 
then  driving  a  pre-molded  pile  into  it,  so  as  to  fill  the  hole  so 
prefectly  that  the  surface  water  will  not  follow  down  the  pile. 

Although  some  type  of  concrete  pile  may  be  adapted  to 
nearly  all  kinds  of  earth,  there  are  limitations  imposed  that 
leave  a  field  of  usefulness  for  the  timber  pile.  Some  black 
marshy  land  will  carry  timber-pile  trestles  safely  but  nothing 
heavier  than  that.  Concrete-pile  trestles,  with  their  rein- 
forced-concrete  caps  and  slabs  require  the  strata  below  the 
top  to  contain  sand,  gravel  or  stiff  clay.  In  other  cases, 
combination  piles  are  used  to  reduce  the  load  as  well  as  the  cost 
(see  Art.  47). 

Art.  53.    Effect  of  Taper 

To  indicate  the  relative  properties  of  tapered  and  straight 
concrete  piles  let  the  following  example  be  considered.  Let 
the  tapered  piles  be  20  feet  long,  and  the  diameters  of  its 
head  and  foot  be  20  and  6  inches  respectively,  making  its  volume 
20.2  cubic  feet.  Let  a  straight  pile  be  taken  having  the  same 
length  and  volume;  its  diameter  is  therefore  13.6  inches.  In 
the  tapered  pile  44.5  percent  of  its  volume  is  in  the  uppermost 
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quarter  of  the  pile,  and  74.2  percent  in  its  upper  half;  while 
35.1  percent  of  its  available  surface  for  frictional  resistance 
is  in  the  top  quarter,  and  63.5  percent  in  the  upper  half  of  the 
pile.  Since  piles  are  frequently  spaced  3  feet  between  centers, 
let  it  be  assumed  that  the  compression  of  the  earth  surroimding 
a  pile,  which  diminishes  from  the  pile  outward  according  to 
some  law  depending  upon  the  nature  of  the  material,  be  equiva- 
lent to  a  imif orm  compression,  limited  to  a  radius  of  i .  5  feet  from 
the  center  of  the  pile.  Dividing  the  depth  into  four  quarters 
the  ratio  of  the  displacement  of  the  pile  to  the  corresponding 
volume  of  the  compressed  earth  is  accordingly  25.8  percent  for 
the  top  division  16.9  and  9.8  percent  for  the  next  two  divisions 
and  4.7  percent  for  the  lowest  division.  For  the  straight  pile 
the  corresponding  values  are  14.3  percent  for  each  division. 
The  proportions  of  the  total  frictional  area  of  the  tapered  pile 
are  35.1,  28.4,  21.6,  and  14.9  percent  in  the  four  divisions 
respectively,  while  those  for  the  straight  pile  are  each  25.0  per- 
cent. The  frictional  areas  of  the  tapered  and  straight  piles 
^e  68.1  and  71.2  square  feet,  the  difference  being  a  little  less 
^^  five  percent.  It  should  be  noted  especially  that  about 
^5  per  cent,  of  the  total  equivalent  compression  of  the  earth 
Was  expended  in  the  top  division,  and  very  nearly  75  percent 
^  the  upper  half  of  the  depth. 

,  ^t  may  be  considered  objectionable  to  adopt  a  large  taper 

^^ce   the  compression  of  the  earth  is  thereby  made  a  maxi- 

'^^^^^  near  the  surface  and  a  minimum  near  the  foot  of  the  pile 

Z^oli  is  contrary  to  the  fundamental  principle  of  pile  founda- 

uoi^^.  j^j  since  the  area  available  for  frictional  resistance  is 

^V^ced  near  the  foot  where  the  natural  compression  of  the 

^^^li  is  generally  the  greatest  and  most  useful.     It  should  be 

^^d^j  that  the  highly  compressed  and  loaded  area  near  the  head 

^Vie  pile  may  have  its  supporting  power  reduced  by  subse- 

^^^^t  shallow  excavations  or  by  erosion  in  contiguous  areas. 

^^^tably  a  more  important  objection  to  a  large  taper  is  that 

^^  increased  bearing  capacity  is  artificially  created  in  the  ground 

w^ch  becomes  dissipated  in  time  as  the  pressures  are  dis- 

^^uted  through  a  larger  mass.     In  districts  subject  to  floods 
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the  bearing  power  of  the  ground  near  the  surface  is  at  least 
temporarily  reduced  and  if  a  large  percentage  of  the  load  is 
carried  by  the  ground  near  the  surface,  serious  settlement  is 
very  likely  to  result. 

It  should  be  remembered  that  in  driving  a  straight  pile  the 
compression  of  the  earth  is  done  at  the  tip  by  increments  as 
the  penetration  of  the  pile  increases;  on  the  other  hand  in 
driving  a  pile  with  a  large  taper  the  compression  thus  made  at 
the  tip  is  materially  smaller,  but  the  compression  is  con- 
tinuously increased  all  along  the  depth  of  penetration  while 
the  total  resistance  increases  to  its  final  maximum  value.  The 
tapered  pile,  however,  causes  less  displacement  or  disturbance 
of  the  texture  or  internal  arrangement  of  the  material  through 
which  it  is  driven  than  the  straight  pile. 

Ej^erience  in  driving  concrete  piles  into  hard  clay  for  the 
foundations  of  the  Kentucky  and  Indiana  bridge  at  Louisville, 
in  1911,  led  to  a  change  in  the  taper  by  reducing  the  thickness 
of  the  head  from  20  to  14  inches,  leaving  the  thickness  of  the 
foot  the  same  as  before,  or  9  inches,  and  below  which  there  was 
a  pyramidal  point  9  inches  long.  The  piles  were  square  in 
cross- section  and  22  feet  long.  In  some  cases  5000  blows  had 
been  required  previously  for  the  25-foot  piles  with  the  larger 
taper  (see  fourth  paragraph  of  Art.  43). 

Various  tests  have  been  made  to  determine  the  effect  of 
taper  upon  the  resistance  of  a  pile.  In  a  test  at  Chicago  in 
1901  a  tapered  steel  core  and  an  oak  pile  both  20  feet  long  were 
driven  within  a  few  feet  of  each  other.  The  diameters  of  butt 
and  tip  were  18  and  6  inches  for  the  core;  i2|  and  10  inches 
for  the  oak  pile.  With  a  2200-pound  hammer  falling  25  feet, 
the  former  penetrated  an  average  of  i  inch  for  the  last  several 
blows,  and  the  latter  5I  inches.  The  volume  of  the  oak  pile 
is  67.5  pe;cent  of  that  of  the  steel  core. 

In  incompressible  but  plastic  clays  the  wedge  action  of 
tapered  piles  is  found  to  be  of  no  value  according  to  loading 
tests.  Extensive  experience  proves,  however,  that  concrete 
piles  with  a  large  taper  have  been  used  successfully  in  compress- 
ible ground   to  form  foundations  without  subsequent  appre- 
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dable  settlement.  In  many  cases,  doubtless,  the  spread 
footing  would  have  been  a  more  appropriate  type  of  founda- 
tion. In  other  case$,  sand  piles  (Art.  58)  might  be  preferable, 
for  if  the  ground  is  to  receive  its  greatest  degree  of  compression 
near  the  surface,  it  would  apparently  be  a  more  economical 
arrangement  to  fill  the  conical  holes  made  by  the  tapered 
core  with  sand  since  sand  is  less  expensive  than  concrete,  and 
the  increased  bearing  power  of  the  groimd  could  be  utilized 
qually  well  by  the  concrete  cap  or  footing  (see  Art.  1 50) . 

The  following  experiment  is  very  instructive  regarding  the 
effect  of  taper.  A  concrete  pile  was  driven  to  a  total  penetra- 
tion of  26.5  feet,  the  diameters  at  the  surface  of  the  ground 
and  at  the  foot  being  18.6  and  8  inches  respectively.  The  safe 
load  was  computed  to  be  40.9  tons.  A  wooden  pile  was  driven 
to  a  total  penetration  of  24  feet,  the  diameters  at  the  surface 
and  at  the  foot  being  iij  and  9^  inches.  Its  safe  load  was 
computed  to  be  11.6  tons.  These  piles  were  both  driven  in 
dense  blue  day.  They  were  subsequently  loaded  and  the  test 
loads  for  a  settlement  of  i  inch  in  each  case  were  44  and  32.1 
tons  resi>ectively.  As  the  frictional  surfaces  are  92.4  and  67.2 
square  feet,  the  resistances  are  found  to  be  0.476  and  0.478 
tons  per  square  foot  respectively. 

No  definite  conclusion  can  be  stated  with  respect  to  the  efTect 
of  taper  since  no  adequate  experimental  investigation  has  been 
niade  of  the  subject.  Tests  are  needed  with  piles  of  the  same 
length  and  total  penetration  but  with  gradually  increasing 
tapers,  and  these  tests  should  be  repeated  in  several  typical 
kinds  of  earth.  It  is  also  desirable  to  have  some  sets  in  which 
the  volume  is  constant,  and  others  in  which  the  frictional 
surface  is  constant.  The  problem  involves  a  determination 
of  the  most  eflSdent  taper  to  secure  an  adequate  total  penetra- 
tion in  combination  with  a  maximum  frictional  carrying 
opacity  per  unit  of  surface  area. 

Art.  54.    Driving  and  Loading  Test  Piles 

Concrete  piles  have  been  in  use  so  short  a  time  comparatively 
that  no  standard  practice  has  yet  been  developed  with  refer- 


170  CONCRETE  PILES  Ceap.  T 

ence  to  the  allowed  settlement  of  test  piles  for  a  given  loading 
It  may  be  desirable  therefore  to  state  a  few  examples  of  sucl 
specifications.  In  one  case  where  the  piles  were  to  be  drivex 
through  materials  ranging  from  quicksand  to  stiff  clay,  tw< 
test  piles  were  required  for  each  pier,  the  settlement  in  sever 
days  under  a  load  of  60  tons  per  pile  being  limited  to  ^  inch 
In  another  case  test  piles  35  feet  long  were  not  to  settle  over  I 
inch  in  24  hours  under  a  load  of  40  tons.  The  building  cod< 
of  a  certain  city  states  that  the  allowable  load  on  concrete 
piles  shall  be  taken  as  one-half  of  the  load  which  shows  no  settle 
ment  for  24  hours,  and  a  total  settlement  not  to  exceed  coi 
inch  per  ton  of  test  load.  Still  another  specification  require 
that  not  more  than  J-inch  settlement  shall  occur  on  any  one  o 
six  test  piles  for  a  building  foundation  under  a  load  of  40  toni 
each.  The  piles  varied  from  30  to  40  feet  in  length  and  pene 
trated  sandy  soil  underlaid  by  irregular  strata  of  soft  blue  cla} 
alternating  with  strata  of  stiff  material.  A  load  of  25  tons  wai 
assumed  for  the  design. 

In  19 13  the  city  of  Chicago  required  that  for  cast-in-plac< 
piles,  test  loads  shall  be  applied  on  at  least  two  piles  in  different 
locations  and  as  directed  by  the  Commissioner  of  Buildings 
not  less  than  three  piles  being  driven  at  each  location.  Th< 
pile  to  be  loaded  is  to  be  placed  first;  within  six  hours  a  seconc 
pile,  and  within  20  to  24  hours  a  third  pile,  are  to  be  placed  a1 
distances  from  the  first  not  to  exceed  twice  the  greatest  diametei 
of  the  pile,  the  measurements  being  made  between  centers 
The  tests  are  not  to  be  made  until  ten  days  after  the  placing 
of  those  which  are  to  be  loaded.  The  remainder  of  the  test 
is  to  be  the  same  as  for  pre-molded  piles.  In  order  to  be  certain 
that  the  kind  of  cast-in-place  pile  is  adapted  to  the  local  sub- 
terranean conditions  it  is  necessary  to  excavate  one  or  more 
piles.  In  some  cases  it  may  be  necessary  to  drive  steel  sheet- 
piling  around  it  to  exclude  the  ground  water  in  order  to  make 
the  excavation. 

Another  city  adopted  specifications  in  1913  for  the  test  piles 
of  a  bridge  foundation,  requiring  a  balanced  platform  to  be 
built  on  top  of  each  test  pile,  and  to  have  level  readings  taken 
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on  a  rod  set  on  a  steel  dowel  grouted  into  the  pile.  For  each 
test  nine  readings  are  reqiured:  Before  the  platform  is  placed; 
immediately  after  a  30- ton  load  is  placed;  36  hours  after  this 
load  is  placed;  after  the  load  is  increased  to  40,  50,  and  60  tons 
respectively;  36  hours  after  the  load  is  increased  to  60  tons;  after 
the  load  is  reduced  to  30  tons;  and  immediately  after  the  entire 
load  and  platform  have  been  removed.  To  be  acceptable  the 
pile  is  not  to  show  a  settlement  exceeding  J  inch  between  the 
first  and  third  readings,  exceeding  f  inch  between  the  first  and 
seventh  readings,  or  exceeding  ^  inch  between  the  first  and  ninth 
readings.  The  safe  load  is  to  be  taken  as  one-half  of  the  load 
which  causes  a  settlement  of  f  inch,  and  if  this  load  is  less  than 
that  originally  assiuned  for  the  design,  additional  piles  are  to  be 
driven  so  as  to  make  the  combined  capacity  of  a  group  of 
piles  adequate  for  the  imposed  load. 

The  following  is  the  record  of  a  loading  test  for  a  concrete 
pfle  in  pier  19  of  the  reinforced-concrete  viaduct  on  the  Pitts- 
burgh and  Lake  Erie  Railroad  referred  to  in  Art.  47.  The 
pile  was  26.2  feet  long  below  cut-off,  the  length  of  pre-molded 
pile  used  being  23  feet.  In  driving  the  casing  the  average 
penetration  under  the  last  five  blows  of  a  3ooo-poxmd  hammer, 
WBng  15  feet,  was  0.45  inch.  The  loading  was  begxm  at  7 
A.  M.  on  Sept.  6,  19 12.  The  loads  in  tons  and  corresponding 
settlements  in  feet  are  as  follows:  18.5,0;  27.0,  0.003;  32.0, 
°°^;  3S-0,  0.006;  38.5,  0.006;  45.0,  0.006;  52.0,  0.008;  57.0, 
0.008;  59.0,  0.008;  60,  0.013  (Sept.  7,  2  P.  M.);  60,325,  0.013; 
^•325,  0.013;  (Sept  9,  8  A.  M.).  After  removing  the  load 
two-thirds  of  the  settlement  was  recovered  leaving  a  permanent 
set  of  only  0.004  foot  or  0.05  inch.  A  test  well  8  feet  distant 
indicated  that  the  pile  penetrated  10  feet  of  cinder  fill,  5  feet 
of  dark  mud,  3  feet  of  sand,  4  feet  of  gravel,  3  feet  more  of 
sand,  while  its  foot  rested  on  another  stratum  of  gravel  which 
is  4  feet  deep. 

The  loading  tests  of  two  pre-molded  piles  driven  by  very 
heavy  drop-hammers  have  been  published.  One  was  driven  by 
a  7000-pound  hammer  to  a  depth  of  27  feet  2  inches  through  silt, 
sand,  and  gravel    A  test  load  of  ^3  tons  caused  a  settlement 
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of  only  J  inch  at  the  end  of  2  weeks.  Another  pile  driven  l^j" 
a  12000-pound  hammer  to  a  total  penetration  of  30  feet,  uf>o«i 
being  loaded  with  a  weight  of  72  tons  showed  no  settlement  SLt 
the  end  of  6  months.  The  use  of  such  heavy  hammers  iwas 
referred  to  in  Art.  48. 

While  experience  has  shown  that  in  most  conditions  of  the 
ground  the  phenomena  of  pile  driving  give  a  fair  measure    of 
the  bearing  power,  there  are  others  to  which  this  statement  do^s 
not  apply.     Some  moist  clays  are  practicaUy   incompressifc>  l^ 
but  being  plastic,  the  piles  displace  the  material  and  force  L^^*  1 
surface  upward  elsewhere.    This  movement  may  be  so  small    ^s 
to  escape  observation  unless  levels  are  carefully    taken,      Hb 
such  a  case  the  loading  of  test  piles  will  reveal  the  true  conc=3-i- 
tions.  For  example,  a  pile  required  30  blows  of  a  steam-hammi^^^*', , 
having  a  striking  weight  of  jcxxs  pounds  and  stroke  of  30  inchi^^^i' 
to  produce  the  last  inch  of  penetration  while  the  total  per^»-^^ 
tration  was  only  9  feet.     The  ground  was  "ordinary  yellow  cl^^*-.y 
which  was  moist  but  not  wet,    and    fairiy    solid."     Under         ^ 
load  of  3o  tons  the  settlement  was  35  inches;  for  35  tons,         -5 
iaches  increasing  to  sf  inches  the  next  morning;  and  for  j^^  -5> 
tons,  7  inches,  which  increased  to  y\\  inches  the  following  mor  :»**") 
ing.     In  subsequently  testing  a  group  of  four  piles  it  was  o*^^~^ 
served  that  some  of  the  adjacent  unloaded  piles  also  sank  dim-  *"i 
ing  the  progress  of  loading,  but  rose  after  the  maximum  Io^»-*^j 
had  been  in  position  for  a  time.    Level  readings  taken  over  tt^*-^; 
whole  area  of  the  excavation  revealed  the  fact  that  the  volunrTi^  ^ 
of  clay  forced  upward  was  practically  equal  to  the  volume  -^i:^'' 
the  piles  beneath  the  surface.     These  tests  led  to  a  change   *  *^ 
the  type  of  foundation  adopted. 


Art. 


Specifications 


In  Art.  38  extracts  are  given  from  Greiner's  Specification* 
which   relate   to   timber  piles;   the  following  paragraphs   a 
taken  from  the  same  source  and  relate  to  concrete   piles. 
.  Concrete  piles,  when  reinforced  and  designed  so  that  they  may 


handled  and  dri' 


n-hammers  in  the  same  manner  as  I 


:^ 
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(Hies,  and  when  of  the  specified  quality  and  sizes  driven  to  refusal,  may  be 
subjected  to  a  maximum  load  not  in  excess  of  24  tons  when  used  for  rail- 
way bridges,  all  movable  spans,  arches  and  high  abutments,  and  30  tons 
when  used  for  other  foundations.  Concrete  piles  molded  in  place  without 
metal  reinforcement  should  not  be  used  in  water  or  groimd  so  soft  as  not 

# 

to  give  firm  lateral  support.  When  they  are  molded  in  a  strong  metal 
shell,  previously  driven  to  refusal  and  which  remains  in  place  after 
concrete  has  set,  the  safe  loads  when  piles  are  completely  embedded  in 
firm  earth  may  be  taken  the  same  as  specified  above  for  reinforced  piles. 
When  their  design  is  such  or  the  conditions  are  such  as  to  necessitate  the 
piles  being  jetted  down  instead  of  driven,  the  safe  load  should  be  not  more 
than  ^)ecified  above  or  more  than  one-quarter  of  the  failure  load  as  deter- 
mined by  actual  tests.  When  concrete  piles  act  as  columns  they  shall  be 
designed  as  columns. 

135.  Concrete  piles  shall  be  of  portland  cement  concrete  in  the  propor- 
tion of  I  cement,  2  sand  and  4  broken  stone,  varying  in  size  from  \  inch 
to  I  inch.  They  shall  be  constructed  strictly  in  accordance  with  the  plans 
but  when  their  construction  is  not  shown  thereon  they  shall  be  of  a  type 
suitable  for  the  conditions,  and  which  will  meet  with  the  approval  of  the 
engineer.  Their  minimum  diameter  at  tip  and  maximum  diameter  at 
butt  shall  be  same  as  specified  in  paragraph  133  for  timber  piles.  When 
driven  through  hard  ground  they  shall  be  shod  with  steel  points  of  approved 
design.  When  subjected  to  the  maximum  loads  specified  in  paragraph 
S8  they  shall  go  to  rock  or  shall  have  an  average  penetration  imder  each 
of  the  last  twenty  blows  of  a  steam-hammer  not  in  excess  of  that  deter- 
mined from  the  formula  S^WH/^sooo—o.i.  In  case  this  maximum 
penetration  cannot  be  obtained  without  injury  to  the  piles,  or  on  account 
of  the  impracticable  length  required,  the  number  of  piles  shall  be  in- 
creased until  the  load  on  each  shall  not  exceed  the  amount  indicated  in  the 
following  formula  for  piles  supporting  railway  bridges,  all  arches  and 
movable  spans. 

1.06  WH 

5+0.1 

For  other  structures  the  above  load  may  be  increased  25  percent.  When 
concrete  piles  are  jetted  in  place  they  shall  either  go  to  rock  or  to  a  solid 
stratum  in  which  case  they  shall  be  tested  with  steam-hammers  and  the 
set  and  loads  shall  not  be  greater  than  above  specified.  When  piles  are 
placed  by  other  means  than  by  hammers  and  jetting  and  when  they  are  of 
such  design  as  not  to  permit  of  them  being  driven  same  as  timber  piles,  the 
safe  loads  and  numbers  required  shall  be  determined  by  tests  to  failure 
w  directed  by  the  engineer,  the  expense  of  the  tests  to  be  borne  by  the 
coQtiactor  and  included  in  his  cost. 


CHAPTER  V 
METAL  AND  SHEET  PILES 

Art.  56.    TxjBULAR  Piles 

Some  of  the  problems  relating  to  underpinning  and  f 
foundations  of  buildings  in  New  York  City  led  to  the  int 
duction  in  1901  of  a  patented  pile  which  consists  of  a  sted  pi 
fdlcd  with  cither  plain  or  reinforced  concrete.  The  st 
pil>c  or  casing  can  be  of  any  diameter  of  which  pipe  and  n 
casings  arc  manufactured,  but  the  most  usual  sizes  are  12  ind 
inside  diameter  and  9  inches  outside  diameter.  Hie  tlndai 
varies  f r\>m  \  to  |  inch.  Since  in  underpinning  the  bead  10 
is  generally  limited,  the  casings  are  designed  to  be  dnven 
sections  from  5  to  ^o  feet  in  length.  Tlie  ends  of  tihe  sedi 
arc  machined  so  as  to  be  truly  perpendicular  to  the  axis,  tj 
securing  a  true  alignment  of  the  pile,  and  a  nrainnn  beaaasi 
the  metal.  Inside  slee\-cs  are  provided  to  hcsid  die  secii 
t^^gcthcr  and  they  ha\^  a  drixing  fit  in  ibe  pqie.  liojs  ; 
prinndcd  to  prcx-cnt  the  sJeex^es  from  mcnrii^  under  die  bto 
of  the  hamTi-icx  whiiC  drixing  the  pipe,  and  tbor  Isi^ii  is  i 
Ic^  than  twice  the  inside  diameter  ott  the  casaK<  Tie  'km 
section  hoai^  on  the  <i»ou}deT  oi  a  bolDair  camciLl  ^me  d  a 
iron  OT  >toci  which  is  rtted  with  a  bole  5ar  a  wkusmcl,  i"  i 
quiT<\l  The  rifdrur  is  diix-en  like  5i»«  pues  wii  a  Sttsm- 
pTJcxiinaTic  htTr.nK-.  -.lisual^y  witioqai  lea^  die  beac  d  l3 
ciisiTic  beirx  TiT.ci^nei  ry  £  cap.  In  some  firamid.  ^ledal 
ir.  s;.tj:' .  :h{  ri;siiic  is  £:^^'ic  w3tbi.Ti;t  a  ^lob,  jai£  lie  sni2 
rcTn:A'cr!  thr.iurr.  ibi  rcpt  i^  the  dTmnc  jvooee^  lis donv 
:hi.:  surh  l  71: jf  hiis  r»?i(L  iriven  tr^  a  ds^fdi  ie"  fe  ieei  "«3 
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concrete.  When  the  concrete  is  to  be  reinforced,  sleeves 
connected  to  the  casing  are  provided  which  hold  each  rein- 
forcing rod  in  place  without  any  lateral  play.  The  pile  is 
built  up  as  it  is  driven  down  and  if  any  material  length  projects 
above  the  ground  it  is  cut  off  and  used  on  another  pile.  Before 
the  pile  is  filled  with  concrete  an  electric  light  can  be  lowered 
to  ascertain  if  the  true  alignment  of  the  casing  has  been  main- 
tained. In  underpinning,  the  casing  is  often  forced  down  by 
means  of  a  hydraulic  or  a  screw  jack.  If  driven  into  soft  soil 
without  a  shoe  the  concrete  may  be  rammed  so  as  to  form 
a  bulbous  foot  to  increase  the  bearing  area. 

Experience  indicates  that  if  the  earth  surrounding  the  piles 
remains  imdisturbed,  the  casings  may  last  for  many  years. 
These  pile  casings  are  not  good,  however,  when  exposed  to  the 
action  of  moving  water  or  air,  which  permits  the  thin  film  of 
oride  forming  on  the  surface  of  the  metal  to  be  removed.  In 
designing  piles  careful  consideration  should  be  given  also  to  the 
probability  of  injury  due  to  electrolysis  and  methods  of  protec- 
tion against  it.  In  the  trade  the  casing  described  above  is 
known  as  the  Simmons  sectional  concrete  pile  casing.  Piles 
of  this  kind  have  been  used  up  to  85  feet  in  length. 

Fig.  s6a  shows  a  wall  pier  of  a  12-story  office  and  loft  build- 
ing built  in  1912-13  in  New  York  City  in  which  three  tubular 
piles  support  a  wall  column  seated  on  an  I-beam  grillage. 
The  inside  diameter  of  the  steel  tubes  is  12  inches,  and  they 
are  spaced  2  feet  between  centers.  Additional  piles  are  driven 
between  the  clusters  to  carry  the  walls  between  columns.  Most 
of  the  interior  foundations  have  clusters  of  four  piles  spaced 
2  feet  apart.  All  the  tubes  are  made  in  two  sections,  connected 
'^y  a  cast-steel  inside  sleeve  tapered  slightly  at  the  ends  to 
^ake  a  driving  fit  and  provided  with  an  exterior  horizontal  rib 
^  the  middle  against  which  the  pipes  take  bearing.  The  rate  of 
^ving  with  a  steel  hammer  varied  from  40  to  200  feet  in  one 
8-hour  shift.  They  penetrated  through  some  sand,  about  8  feet 
of  mud,  s  feet  of  hard  clay,  25  to  35  feet  of  fine  wet  sand  and 
pavel;  to  the  irregular  surface  of  the  rock  which  in  most  places 
^as  overlaid  by  about  2  feet  of  hard-pan.    The  interior  of  the 
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pipes  was  cleaned  out  every  5  to  20  feet  by  the  use  of  air  pi 
at  150  pounds  per  square  inch  delivered  through  a  21 
pipe  without  a  nozzle,  and  which  blew  out  the  sand,  lui 
clay,  and  ground  water  high  into  the  air.  From  one  to 
inch  reinforcing  rods  were  set  with  a  clearance  of  about 
from  the  pipe  and  driven  to  a  solid  bearing.  Their  top 
also  arranged  to  bear  firmly  against  the  cast-iron  cap. 


..«WQ^ 


■Tubular  Piles. 


concrete  filling  is  a  1-2-4  mixture,  and  the  piles  were  p 
tioned  for  loads  of  from  56  to  80  tons  each.  The  stresses  al 
for  the  steel  and  concrete  are  4200  and  350  pounds  per  s 
inch  respectively.  The  section  areas  of  steel  vary  froc 
to  30.2  square  inches  and  of  concrete  from  109,9  to  97-5  ' 
inches.  A  light  framework  containing  templates  at  the  t( 
bottom,  and  thoroughly  braced  was  xised  to  secure  ac 
location  and  alignment.    It  will  be  observed  that  tt 
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tails  of  these  piles  diflfer  from  those  described  in  the  preced- 
ing paragraphs. 

If  the  cleaning  out  of  tubes  or  casings  during  the  process 
of  sinking  causes  trouble  in  the  settlement  of  adjacent  buildings, 
they  may  be  driven  to  a  firm  bearing  on  the  rock  or  hard-pan 
and  cleaned  afterward  by  the  dry-blow-out  process.    A  bag 
of  dry  cement  may  then  be  placed  in  the  bottom  and  the 
Teinforcing  rods  placed  in  position.    The  casing  is  filled  with 
water  to  resist  any  external  pressure,  if  necessary,  and  after 
the  cement  has  set,  the  casing  may  be  pumped  out  and  filled 
with  concrete.    Sometimes  the  jet  which  aids  in  sinking  the  tube 
and  scouring  out  the  interior  is  immediately  afterward  con- 
nected to  a  tank  of  grout  imder  air  pressure,  and  by  discharging 
^t  at  the  bottom  the  grout  displaces  the  water  and  sediment  and 
^akes  it  overflow.    If  a  pile  does  not  extend  to  rock,  but  is 
jacked  down  to  a  sufficient  penetration  in  sand  or  gravel,  the 
jack  is  appUed  again  after  the  concrete  has  set,  in  order  to  force 
^^    t.0  the  required  resistance.    Under  such  conditions,  a  pile 
^^y  sink  from  3  to  6  inches  further.     In  this  manner  there 
^    more  certainty  of  distributing  a  given  load  equally  among 
s^x^eral  piles. 

In  one  instance  borings  showed  that  a  bed  of  quicksand  25 
fe^t  deep  overlaid  a  stratum  of  very  coarse  gravel  charged 
^i  th  water  under  a  high  head.  After  an  8-inch  tube  was  driven 
"^^^^n  untfl  it  rested  on  the  gravel  and  was  cleaned  out  with  a 
J^t:,  a  i-inch  pipe  perforated  at  the  bottom  for  2  feet  was  driven 
^  feet  into  the  gravel.  Grout  was  forced  through  the  pipe  to 
^^^Tm  a  solid  footing  of  grouted  gravel  and  to  seal  the  tube 
^^lich  was  then  pumped  out  and  filled  with  concrete.  A  test 
*^Oad  of  35  tons  caused  no  appreciable  settlement. 

The  diameter  of  tubular  piles  has  been  increased  considerably 

^ver  those  stated  in  this  article  for  use  in  underpinning  and  for 

Some  other  suitable  conditions.     When  the  diameter  is  large 

enough  to  admit  a  workman  to  excavate  the  interior  by  hand 

they  are  generally  sunk  by  the  pneumatic  process.    The  larger 

sizes  are  preferably  regarded  as  pneumatic  caissons  rather 

than  pneumatic  piles.     For  further  details  see  Chap.  XVI. 
12 


178  icetal  and  sheet  piles  chap.  v 

Art.  s7-  Disk  and  Screw  Piles 
A  disk  pile  is  one  which  has  a  disk  attached  to  its  foot  to 
provide  a  larger  bearing  area.  Disk  piles  have  been  used  prin- 
cipally in  ocean  piers  and  wharves,  where  the  total  penetra- 
tion is  not  large  and  is  subject  to  more  or  less  variation.  The 
minimum  penetration  should  not  be  less  than  about  6  feet 
below  any  possible  scour.  The  disk  is  a  casting  which  con- 
sists of  a  horizontal  circular  plate,  stiSened  by  a  number  of 
radial  ribs  and  connected  to  a  central  hollow  stem,  as  shown 
in  Figs.  57a  and  b.    The  former  illustrates  the  connection  of 


■Two  Forms  of  Foot  of  Disk  Pile. 


the  disk  to  a  flanged  cast-iron  pipe  which  forms  the  body  of 
the  pile,  and  the  latter  the  connection  to  a  steel  pipe.  The 
upper  part  of  the  stem  is  cylindrical  while  the  lower  part  is 
conical  so  as  to  form  the  nozzle  of  a  water-jet  or  to  permit  a 
water-jet  pipe  to  pass  through  it.  Sometimes  the  ribs  on  the 
upper  side  of  the  disk  are  made  higher  than  the  lower  ones, 
their  edges  being  inclined  at  an  angle  of  45  degrees.  The 
disk  pile  can  be  used  only  in  sand  or  soft  material  which  permits 
sinking  by  the  water-jet.  If  some  material  is  encountered 
which  is  not  easily  displaced  by  the  jet  alone  the  pile  may  be 
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rotated  to  cause  the  ribs  to  act  as  cutters.  In  Theodore 
Cooper's  General  Spedfications  for  Foundations  and  Sub- 
structures of  Highway  and  Electric  Railway  Bridges  is  given 
a  table  of  the  minimum  ^es  of  pipe  for  corresponding  diameters 
of  disks.  The  diameters  of  disks  range  from  1.75  to  4  feet, 
those  of  the  cast-iron  pipe  from  8  to  14  inches,  with  a  thickness 


Pio.  57c.  Fios.  57rfand*.  Fig.  57/. 

Four  Forms  of  the  Foot  of  a  Screw  Pile. 

^*  t  to  I  inch,  and  of  the  steel  pipe  from  6  to  lo  inches,  the  thick- 
iiess  being  ^  inch  in  all  cases.  The  thickness  of  the  disk  plate, 
"DS  and  thickest  part  of  the  stem  are  not  to  be  above  i|  inches 
*or  a  diameter  of  2  feet  or  less,  and  i|  inches  for  larger  di- 
^^ters  of  disk.  The  ends  of  the  cast-iron  pipe  sections  are 
to  be  machined  so  as  to  secure  perfect  alinement. 

A  screw  pile  is  one  which  has  a  broad-bladed  screw  attached 
^  its  foot  to  provide  a  larger  bearing  area.    The  use  of  the 
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screw  pile  is  similar  to  that  of  the  disk  pile.  The  form 
the  screw  casting  is  illustrated  in  Figs.  57c  to/.  The  pitch 
the  screw  varies  from  one-third  to  one-sixth  of  it3  diameti 
the  pitch  adopted  in  any  case  depending  upon  the  diflSculty 
securing  penetration.  The  points  of  the  screws  are  also  varie 
the  gimlet  point  being  suitable  for  gravel,  the  blunt  point  f 
sand,  the  hollow  conical  point  for  the  use  of  a  water- jet  in  sai 
and  gravel,  and  the  serrated  point  for  soft  rock  or  coral.  T. 
dimensions  of  the  shaft  of  the  pile,  and  of  the  screw  and  i 
connections,  must  be  carefully  designed  to  resist  the  torsion 
strength  required  to  sink  the  pile  into  position.  In  one  ca 
where  the  frictional  resistance  was  so  great  as  to  break  sever 
piles  by  torsion,  it  was  discovered  that  by  discharging  a  watc 
jet  on  the  upper  siu-face  of  the  screw  blade  the  friction  was  r 
duced  so  that  the  sinking  could  be  accomplished  without  dif 
culty.  After  using  the  jet  only  about  one-tenth  as  much  pow 
was  needed  to  rotate  the  piles. 

Screw  piles  were  first  used  in  1838,  and  disk  piles  in  185 
They  are  unsuitable  for  deep  foundations  where  the  ovc 
lying  material  is  soft  or  Uable  to  scour  since  it  is  impossible 
brace  the  piles  below  the  surface.  It  is  quite  probable  th 
in  future  reconstruction  these  types  will  be  replaced  I 
reinforced-concrete  piles. 

Art.  58.    Sand  Piles 

As  stated  in  Art.  2  short  timber  piles  are  sometimes  usi 
to  compact  the  soil  and  thus  increase  its  bearing  power.  T 
same  result  may  be  accomplished  at  less  cost  by  withdrawii 
the  pile  as  soon  as  it  is  driven  and  filling  the  hole  with  san 
Such  piles  are  called  sand  piles.  They  can  be  placed  witho 
regard  to  the  elevation  of  the  ground  water-level,  but  cann 
be  used  if  there  is  any  danger  of  scour,  or  in  regions  subject 
earthquakes.  The  use  of  sand  columns  confined  in  woodi 
boxes  to  lower  great  weights  has  proved  that  they  will  susta 
loads  while  developing  relatively  small  lateral  pressures, 
order  to  have  the  sand  pack  firmly,  it  should  be  moistens 
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when  placed  in  the  holes  and  tamped.  In  case  there  is  a  slight 
settlement,  the  sand  will  readjust  itself  and  maintain  its 
stability.  The  method  of  consolidating  the  ground  by  ramming 
its  surface  and  mixing  sand  with  it  during  the  operation,  is  far 
less  eflFective  since  a  hard  crust  is  thus  produced  which  trans- 
mits the  pressxire  only  to  a  very  short  distance  below  the 
surface.  This  difference  may  be  proved  by  applying  test  loads 
and  noting  the  settlement  imder  a  time  test  extending  over  a 
month  at  least. 

The  'compressol  system'  is  somewhat  analogous  to  sand  piles 

in  first  forming  a  hole  and  then  filling  it  with  a  different  material. 

The  hole  is  made  by  a  heavy  conical  perforator  having  a  sharp 

point  which  is  successively  raised*  and  dropped  until  the  hole 

reaches  a  hard  stratum.    If  the  compressed  earth  does  not  keep 

the  water  out,  the  hole  may  be  lined  with  clay  dumped  in 

after  each  fall  of  the  perforator.     Boulders  are  dropped  into 

the  hole  and  rammed  with  a  tamping  rammer  which  is  shaped 

like  a  cartridge,  thus  forming  a  layer  at  the  enlarged  bottom 

of  the  hole.     Concrete  is  then  deposited  in  batches  and  tamped 

^  the  same  way.    In  this  way  a  sort  of  rude  concrete  pillar  is 

formed.    The  system  was  originated  in  France  and  is  seldom 

used  in  this  country.    It  is  more  economical  to  use  concrete 

'B  the  form  of  concrete  piles  as  described  in  the  previous  chapter. 

Art.  59.    Timber  Sheet-Piling 

Sheet-piling  consists  of  special  shapes  of  piles  driven  in  close 
^^^tact  to  form  a  reasonably  tight  wall,  in  order  to  prevent 

^^  leakage  of  water  and  soft  materials,  or  to  resist  the  lateral 
Pf^Sure  of  the  adjacent  ground.     Sheet  piles  are  made  of 

'^t^er,  of  steel,  and  of  reinforced  concrete.     Sheet-piling  is 

^  t^^  distinguished  from  'sheeting'  which  is  set  in  place  or  driven 

^  ^Vie  excavation  proceeds,  as  in  trenches  or  open  wells.     Sheet- 

Pi^xxg  is  driven  in  advance  of  and  usually  beyond  the  final  depth 

^^  ^lie  excavation. 

-t*he  best  form  of  timber  sheet-piling  is  known  as  Wakefield 
^h^et-piling  and  has  been  very  extensively  employed  in  this 
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country.  The  patents  secured  in  1887  and  1891  have  expired. 
It  consists  of  three  planks  fastened  together  so  as  to  form  a 
tongue  on  one  edge  and  a  groove  on  the  other  (see  Fig.  59a). 
The  planks  are  connected  by  two  bolts  at  intervals  of  about  6 
feet,  while  spikes  are  used  at 
intennediate  points  about  18 
inches  apart.  It  has  been  cus- 
tomary to  use  i-inch  bolts  for 
planks  from  li  to  3}  inches 
thick,  and  |-inch  bolts  for 
planks  3  to  4  inches  thick. 
For  sheet  piles  made  of  i-inch 
boards,  |-inch  bolts  may  be 
<*  used.  For  the  thin  boards  or 
planks,  the  tongue  is  made  i^ 
inches  longer  than  its  thickness, 
while  for  the  thickest  planks,  the 
length  is  the  same  as  the  thick- 
ness. The  usual  width  of  the 
planks  is  12  inches  except  for 
those  less  than  2  inches  thick. 
By  sizing  the  middle  planks  to 
a  uniform  thickness,  a  good  fit 
can  be  secured  between  the 
tongues  and  grooves. 

Experience  has  shown  that 
these  triple-lap  piles  are  stronger 
to  resist  driving  than  if  made 
of  a  single  stick,  this  being  due 
in  part  to  the  fact  that  cross- 
grain,  knots,  or  other  defects  in 
the  three  planks  are  not  hkely  to  be  located  at  the  same  part 
of  the  length;  and  that  some  defects  become  visible  and  lead 
to  the  rejection  of  a  plank  which  might  not  be  visible  in  a  single 
stick  of  the  same  total  thickness.  Other  advantages  of  this 
form  of  pile  are  the  absence  of  waste  in  forming  the  tongue  and 
groove,  and  less  tendency  to  warp  or  bend  before  they  are  driven. 
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Pig.  59a  also  shows  how  comers  may  be  turned  at  a  right  angle 
by  bolting  and  spiking  a  tongue  to  the  face  of  a  pile  or  at  any 
other  angle  by  fastenmg  a  tongue  to  a  beveled  side.  It  also 
illustrates  how  the  foot  of  each  pile  is  beveled  on  both  faces, 
in  order  to  drive  plumb,  and  on  one  edge  so  as  to  keep  in  close 
contact  with  the  adjacent  one.  The  tongue  should  always 
be  kept  in  the  lead,  otherwise  gravel  or  stone  may  become 
wedged  in  the  groove,  and  damage  the  succeeding  pile.  If 
it  is  desired  to  drive  the  sheet-piling  each  way  from  the  corner, 
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Figs.  596-*. — Sections  of  Timber  Sheet-piling. 

the  first  pile  should  be  constructed  with  a  tongue  on  both 
sides,  and  sharpened  so  as  to  drive  plumb  longitudinally  as 
well  as  laterally  with  respect  to  the  lines  of  piling.  The 
last  pile  in  the  center  is  constructed  of  the  proper  width  and 
acts  as  a  wedge  to  tighten  the  line  if  necessary.  When  the  sheet 
piling  is  to  be  driven  to  rock  bottom,  the  middle  plank  should 
^  cut  off  square  at  the  end,  so  that  water  will  not  readily  pass 
^derneath  the  piling  along  the  rock  surface. 

Some  other  sections  of  sheet-piling  are  shown  in  Figs.  59  b-f, 
^  Kg-  59b  a  single  row  of  ordinary  planks  are  driven  edge  to 
^ge.  This  arrangement  cannot  be  used  if  it  is  necessary  to 
secure  a  water-tight  wall.  In  Fig.  59^  two  rows  of  planks  are 
placed  in  contact  and  breaking  joints.     Fig.  59^  shows  the 
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cross-section  of  a  sheet  pile  which  is  merely  a  plank  with  an 
ordinary  planed  toi^ue  and  groove.  In  Fig.  $ge  the  plank  has 
a  groove  cut  on  both  edges  and  a  tongue  formed  by  nailing  a 
strip  or  spline  into  one  groove  to  form  a  tongue.  In  this 
case,  the  tongue  can  be  made  of  a  different  species  of  tough 
wood  like  maple  or  elm,  and  carefully  selected. 

Fig.  59/  gives  the  details  of  construction  for  timber  sheet- 
piling  4  inches  thick  according  to  the  standard  adopted  by  the 


,  59/. — Details  of  Timber  Sheet-piling  with  Dovetail  Joi 


Southern  Pacific  Company.  The  strips  nailed  to  the  planks 
are  beveled  to  form  a  dovetailed  tongue-and-groove  joint. 
Sheet-piling  built  up  in  a  similar  manner  is  sometimes  made  as 
thick  as  13  inches,  and  in  exceptional  cases  15  inches. 


Art.  60.    Steel  Sheet-Piling 

On  account  of  the  difficulties  encountered  frequently  in 
driving  timber  sheet-piling  in  hard  ground  without  injury, 
and  the  large  amount  of  bracing  required  to  resist  earth  and 
water  pressure  during  excavation  and  construction,  an  effort 
was  made  naturally  to  devise  a  sheet-piling  of  greater  strength 
and  stiffness,  without  excessive  resistance  to  penetration.     The 
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need  of  this  was  emphasized  by  the  increasing  size  and  depth 
of  foundation  constructions,  and  the  difficulty  of  securing  water- 
tightness  in  quicksand.  Rolled  steel  sheet-piling  was  intro- 
duced to  meet  these  conditions.  The  use  of  standard  structural 
shapes  in  building  up  sheet  piles  gave  such  excellent  results  as 
to  demonstrate  the  commercial  success  of  steel  sheet-piling. 
The  first  form  of  this  class  was  employed  in  1901,  in  the  foun- 
dations of  the  Randolph  Street  bridge  in  Chicago  and  is  similar 
to  that  shown  in  Fig.  60a.  Alternate  piles  consist  of  standard 
I-beams,  and  the  others  are  built  up  of  two  standard  channels 
bolted  together  with  pipe  separators.  The  design  is  based 
on  a  foreign  patent. 

The  next  stq)  forward  was  taken  during  the  following  year 
by  the  introduction  of  the  Friestedt  interlocking  channel-bar 
piling.    Each  alternate  pile  consists  of  a  standard  channel, 
while  each  of  the  others  is  built  up  by  riveting  two  Z-bars  to  a 
channel.    An  improved  form  known  as  the  symmetrical  inter- 
lock channel-bar  piling  is  also  manufactured  in  which  a  con- 
tinuous Z-bar  is  riveted  near  one  flange  of  every  channel,  and  a 
short  Z-bar  clip  is  riveted  near  the  other  flange  at  the  upper  end 
only.     This  arrangement  makes  every  pile  alike  and  preserves 
'^  Symmetrical  head  to  receive  the  blows  of  the  hammer 
(see   Pig.  606).    The  experimental  work  begun  by  Luther  P. 
i'm^STEDT  in  1899  which  led  to  his  patented  form,  and  his 
efforts  to  extend  its  use  by  others,  fairly  entitle  him  to  be  known 
^  Pioneer  of  the  steel  sheet-piling  industry  in  this  country. 

^  Mother  form  which  employs  a  standard  structural  shape 
^^^  placed  on  the  market  in  1908.  The  piling  consists  of  I- 
.  ^^*s  which  are  locked  together  by  what  is  known  as  a  lock- 
'^S  lar.  This  bar  consists  of  a  small  I-beam  which,  by  extra 
P^^^^  through  the  mill,  has  its  flanges  bent  into  hook  shapes 
^  ^liown  in  Fig.  60c.  One  locking  bar  is  attached  to  each  beam 
^^  the  mills  by  steel  wedges  and  then  the  beam  and  locking 
"^^  are  driven  as  one  sheet  pile.  The  beams  differ  slightly 
"^^tti  the  ordinary  standard  in  having  the  outer  corners  of 
^"-^  flanges  roimded. 

Another  class  of  steel  sheet  piles  includes  those  which  con- 
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sist  of  a  single  shape  formed  by  special  rolls.  Fig.  6od  shows 
a  section  of  what  is  known  as  United  States  sheet-piling.  At 
one  edge  of  the  web  is  a  flange  with  a  bulbous  section  and  at 
the  other  edge  is  an  open  or  slotted  cylindrical  flange.  This 
type  was  invented  some  years  before  the  Jackson  and  Friestedt 
types  but  did  not  come  into  commercial  use  imtil  a  few  years 
after  their  introduction.  The  smaller  flange  of  one  pile  enters 
easily  the  larger  curved  flange  of  the  next  one,  the  slot  being 
wide  enough  to  allow  a  considerable  change  in  the  direction 
of  the  web. 

The  Lackawanna  sheet-piling  introduced  in  1908,  is  also  a 
special  rolled  section  as  illustrated  in  Fig.  6oe.  Both  flanges 
are  alike,  the  section  being  symmetrical  with  respect  to  a 
central  transverse  plane.  The  diagram  shows  how  the  flanges 
of  adjacent  piles  engage  each  other  to  form  a  double  interlock. 
The  shorter  flanges  may  be  said  to  engage  like  hooks,  while 
the  larger  ones  act  like  guards.  Where  flexural  strength  is  of 
primary  importance,  the  web  is  curved  as  indicated  in  Fig.  60/. 
It  will  be  noticed  that  the  web  is  bent  imtil  a  considerable  por- 
tion of  its  width  touches  the  plane  which  is  tangent  to  the 
curved  flanges  of  the  adjacent  piles.  A  large  bearing  surface 
against  supporting  timber  wales  is  thus  obtained. 

Corrugated  steel  sheet-piling  which  was  first  used  in  1907 
is  illustrated  in  Fig.  6og  and  permits  the  use  of  very  thin 
plates.  A  double  thickness  of  metal  is  provided  at  each  joint. 
The  width  of  sections  can  be  varied  to  suit  the  conditions  of 
Wving  them.     Fig.  60A  shows  sections  of  the  Gould  sheet  pile 

•  

^  which  alternate  piles  are  standard  channels,  as  in  the  Frie- 
stedt type,  while  each  of  the  others  consist  of  a  channel  and  a 
plate  bolted  together  with  a  spacing  timber  between,  the 
^Juiber  being  of  such  a  size  as  to  provide  for  the  interlock  at 
each  edge.  A  U-shaped  bent-plate  shoe  is  bolted  to  the  bottom 
^f  each  combination  pile  to  protect  its  foot  during  driving. 
There  are  several  other  patented  forms  which  have  been  used 
^Q  a  limited  extent. 

The  general  method  of  forming  a  corner  pile  is  by  cutting 
^  ordinary  sheet  pile  longitudinally  into  two  halves,   and 
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then  riveting  them  to  a  structural  steel  angle.    In  some  c 
a  sheet  pile  has  its  web  bent  to  a  curve  of  short  radius  to  f 
a  corner  pile.    At  the  junction  between  a  longitudinal 
and  a  transverse  wall  on  one  side  of  it,  a  half  section 
that  used  at  a  corner  is  riveted  to  the  web  of  a  whole  sec 
by  means  of  two  angles. 

It  will  be  observed  that  each  type  of  sheet-piling  has  in 
locking  edges  to  prevent  a  pile  which  is  being  driven  f 
puUing  apart  from  the  one  driven  previously.  This  is  an 
portant  advantage  not  possessed  by  timber  sheet-piling, 
tensile  strength  of  the  interlock  enables  steel  sheet-piling  tc 
sist  a  considerable  lateral  pressure  without  the  aid  of  transv 
bracing.  In  the  construction  of  some  very  large  cofferd 
it  has  been  possible  to  take  advantage  of  this  feature  by  < 
structing  a  row  of  pockets  to  be  filled  with  excavated  mat< 
so  as  to  avoid  the  use  of  transverse  bracing  in  the  large  intc 
area  (see  Art.  71).  The  direct  tensile  strength  of  interl 
for  five  types  of  steel  sheet  piles  for  sections  weighing  appr 
mately  40  pounds  per  square  foot,  with  one  exception,  ^ 
found  by  tests  in  1908  to  be  9746,  7769,  3842,  3362,  and  i 
pounds  per  linear  inch.  More  extended  tests  later  gave  va 
of  9584,  7271,  6060,  3569,  2252,  2022,  and  1502  pounds 
square  inch,  the  lowest  three  values  relating  to  fabrics 
sections. 

Not  only  do  the  different  types  of  steel-piling  vary  materi 
in  the  tensile  strength  of  the  interlock,  but  also  in  the  sec 
modulus  which  measures  the  resistance  to  flexure  between 
horizontal  wales  or  the  frames  which  support  them  laterally 
well  as  in  their  least  radii  of  gyration  which  indicate  the 
sistance  as  a  column  while  being  driven.  Each  type  is  usu 
manufactured  in  different  sizes  and  weights;  for  example. 
United  States  piling  has  two  sections  with  a  net  width  of  ah 
12  inches  with  weights  of  35  and  40  pounds  per  linear  f 
and  a  small  section  about  6  inches  wide  weighing  11  pounds 
linear  foot.  All  the  types  permit  some  degree  of  flexibilit) 
the  interlock,  being  small  in  those  using  structural  shapes 
large  in  the  special  rolled  sections,  the  maximum  change 
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direction  toward  either  side  being  about  20  degrees.  Thi^ 
arrangement  permits  piling  to  be  driven  in  a  curved  line,  or 
to  avoid  boulders  encoimtered  in  a  proposed  line. 

Steel  sheet-piling  is  employed  in  cofferdam  construction, 
for  retaining  walls,  to  protect  adjacent  buildings  during  ex- 
cavation, to  h'ne  shafts  in  quicksand,  to  line  open  wells  for 
building  piers,  as  well  as  for  dams  and  other  hydraulic  con- 
structions. It  is  practically  used  for  the  same  purpose  as 
timber  sheet-piling  but  the  results  secured  by  it  are  much  more 
certain.  Only  one  wall  is  often  required  to  secure  water- 
tightness  which  would  require  two  walls  of  timber  sheet-piling 
under  the  same  conditions.  Single  lengths  of  steel  sheet 
piles  52  feet  long  have  been  successfully  driven  with  sec- 
tions having  a  weight  of  about  40  pounds  per  linear  foot. 
Spliced  lengths  of  75  feet  were  employed  in  the  cofferdam 
around  the  wreck  of  the  U.  S.  Battleship  Maine  in  Havana 
Harbor.  It  is  not  necessary  to  form  a  splice  by  bolting  or 
riveting  but  merely  to  abut  the  pieces  and  break  joints  with 
the  adjacent  piles.  SpUced  lengths  up  to  96  feet  have  been 
employed  in  exceptional  cases. 

Further  details  regarding  the  properties  and  uses  of  steel 
sheet-piling,  proposed  specifications  and  an  account  of  its 
historical  development,  may  be  found  in  a  paper  by  L.  R. 
GiFFORD  on  Steel  Sheeting  and  Sheet-piling,  and  its  elaborate 
discussion,  in  Trans.  Am.  Soc.  C.  E.,  vol.  64,  pages  441-525, 
Sept.,  1909. 

Art.  61.    Concrete  Sheet-Piling 

In  the  construction  of  piers  or  wharves  where  sheet-piling 
fonns  a  part  of  the  permanent  structure,  reinforced-concrete 
sheet  piles  are  employed.  Sometimes  they  are  rectangular 
^  cross-section  and  are  driven  in  as  close  contact  as  possible, 
^he  foot  being  beveled  on  one  edge  like  timber  sheet  piles.  The 
'^rger  sizes  have  tongues  and  grooves  on  the  edges,  the  sides  of 
^he  grooves  being  splayed  so  as  to  engage  the  tongues  more 
^Uy.    Experience  shows  that  it  is  not  advisable  to  have  a 
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thickness  less  than  8  inches  when  a  tongue  and  groove  are  used 
as  it  is  otherwise  difficult  to  obtain  the  requisite  strength  foi 
these  details.  Another  plan  consists  in  forming  a  semi-drculai 
groove  on  both  edges,  thus  forming  a  cylindrical  space  with  tin 
adjacent  pile,  to  be  occupied  by  the  water-jet  pipe  during  sink- 
ing and  to  be  filled  afterward  with  grout. 

At  the  terminal  piers  at  Brunswick,  Ga.,  reinforced-concretc 
sheet  piles  i8  inches  square  were  used  for  the  bulkhead  at  the 
basin.  They  were  45  feet  long,  beveled  at  the  foot  to  12  bji 
18  inches  and  weighed  7  tons  each.  Four  f -inch  square  rein- 
forcing bars  extended  the  full  length,  and  for  the  lower  two-thirds 
of  the  length  two  ij-inch  bars  were  added  in  trussed  form  tc 
help  in  resisting  the  maximum  bending  moment.  In  19 10  at 
the  Norfolk  Navy  Yard  the  sheet  piles  were  18  by  24  inches  in 
section  with  tongue  and  groove,  and  55  feet  long.  The  most 
extensive  use  of  concrete  sheet-piling  up  to  that  date  occurred 
in  the  Galveston  causeway  begun  in  1909,  9808  piles  being  re- 
quired. They  were  10  by  18  inches  in  section,  grooved  on  both 
edges,  and  grouted  together  after  being  driven.  To  improve 
the  protection  of  the  reinforcing  rods,  it  is  desirable  to  place 
them  farther  from  the  surface  on  the  water  side  than  on  the 
other  side  of  a  pile. 

.  In  order  to  combine  the  tensile  strength  of  the  interlock  for 
steel  sheet-piling  with  the  freedom  from  corrosion  of  concrete 
piles,  sections  have  been  designed  in  which  a  steel  pile  is  cut 
longitudinally  through  the  web  and  these  halves  are  cast  into 
a  concrete  pile  on  opposite  edges.  After  the  piles  are  driven, 
the  grooves  containing  the  steel  interlock  are  cleaned  out  with 
a  jet  and  filled  with  grout.  Another  arrangement  consists  in 
making  a  combination  pile  by  enclosing  an  entire  steel  sheet 
pile  within  a  concrete  pile,  the  joints  being  grouted  in  a  similar 
manner  after  driving  the  piles. 

Art.  62.    Driving  Sheet-Piling 

The  construction  of  a  single  wall  of  timber  sheet-piling  is 
illustrated  in  Fig.  62a,     Each  row  of  vertical  guide  piles  supports 
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several  horizontal  timbers  called  'wales'  against  which  the  sheet- 
piling  is  driven.  An  outside  wale  is  usually  bolted  to  the  upper 
inside  wale  in  order  to  hold  the  sheet-piling  in  line.  It  will  be 
noticed  that  a  pair  of  short  leads  is  attached  in  front  of  the 
ordinary  fixed  leads  of  the  pile-driver  in  order  to  bring  the  ham- 
mer directly  over  the  line  of  sheet-piling.  The  light-weight 
steam-hammers  especially  designed  for  driving  sheet-piling 
give  the  best  service,  most  of  which  are  operated  without  any 

Kids,  being  held  in  position  by  the  boom  of  a  derrick.  Nu- 
n-ous  illustrations  and  descriptions  may  be  found  in  the 
talogues  of  manufacturers.  They  will  drive  piles  to  a  greater 
depth,  and  without  brooming,  splitting,  or  other  injury.  To 
secure  a  good  job,  the  piling  must  be  very  carefully  driven. 
If  a  pile  is  injured  by  some  obstruction  in  driving,  it  is  generally 
better  to  replace  it  at  once,  than  to  attempt  some  other  means 
of  repairing  the  wall  to  make  it  water-tight.  In  case  sheet- 
piling  has  to  be  driven  through  a  shallow  deposit  of  silt  or  sand 
to  a  rock  bottom  and  it  is  desired  to  secure  a  close  fit  where  the 
boltom  is  not  level,  a  sheet  pile  may  be  sharpened  to  a  knife 
edge,  driven  until  the  edge  is  broomed  to  contact  throughout, 
then  pulled  up,  the  end  cut  to  the  proper  form  and  finally 
redriven.  After  all  the  sheet-piling  is  in  place,  the  hammer 
should  be  placed  on  each  pile  in  succession  to  secure  closer 
contact  with  the  rock  by  slight  brooming  at  the  foot. 

Timber  sheet-piUng  is  sometimes  used  to  form  cofferdams 
for  piers,  and  is  left  in  place  as  a  protection  from  scour  around 
the  heads  of  the  bearing  piles  which  support  the  piers.  This 
*iis  done  on  some  of  the  piers  of  the  Vancouver  bridge  of  the 
Portland  and  Seattle  Railway.  Wakefield  sheet  piles  were 
built  up  to  a  maximum  length  of  68  feet.  In  order  to  secure 
fhe  necessary  penetration  through  the  sand  which  varied  from 
4)  lo  59  feet  below  the  cut-off,  the  sheet  piles  were  sunk  with 
the  aid  of  a  water-jet.  It  would  have  been  impossible  to  drive 
them  without  the  jet  aiding  the  steam-hammer. 
An  ingenious  arrangement  in  which  a  guide  or  pilot  tube  is 
"  both  as  a  water-jet  tube  and  as  a  guide  lor  each  pile 
ibed  in  Engineering  News,  vol.  70,  page  552,  Sept.  18, 
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19 13.    The  tube  which  has  a  flattened  oval  section  engages  the  *= 
groove  in  the  pile  aheady  driven  and  the  adjacent  groove  of 
the  pile  to  be  driven.    The  tube  is  afterward  withdrawn  and 
the  space  filled  with  a  hardwood  ^line. 

Steel  sheet  piles  are  driven  generally  by  steam-hammers, 
the  weights  of  which  are  proportioned  to  that  of  the  piles  to  be 
driven.  The  double-acting  steam-hammer  is  very  eflFective  for 
this  purpose  on  account  of  its  rapidity  of  action  which  keeps 
the  pile  practically  in  constant  motion,  and  since  it  can  be 
handled  for  this  puprpose  without  leads.  The  lightest  hammer 
of  several  designs  can  be  handled  by  one  man,  and  sometimes 
a  step  is  attached  to  the  hammer  frame,  so  that  the  weight  of 
the  man  who  operates  it  may  be  added  while  driving.  Long 
sheet  piles  with  heavy  sections  are  driven  with  heavy  steam 
hammers  and  pile-drivers. 

The  comparative  resistance  of  different  makes  of  steel  sheet- 
piling  is  indicated  by  driving  tests  with  five  types  of  piling  at 
Black  Rock  Harbor  in  1908.  The  niunber  of  blows  of  the 
steam-hammer  per  square  foot  of  piling  was  foimd  to  be  13.9, 
14.4^  1 2. 1,  19.6^  and  22.9.  All  of  the  piling  weighed  about  40 
pounds  per  square  foot,  except  one  t>'pe  which  was  lighter. 

To  protect  the  head  of  a  steel  sheet  pile,  especially  in  hard 
ground,  a  cap  is  generally  employed  which  contains  a  wooden 
cushion  or  driving  block.  Its  base  contains  grooves  or  sockets 
which  fit  over  the  pile.  The  elaborately  illustrated  catalogues 
of  manufacturers  of  steel  sheet-piling  show  plans  and  sections 
of  caps  which  are  designed  for  each  t>'pe  of  pile.  There  is 
usually  a  transverse  as  well  as  a  longitudinal  groove  in  the 
cap  so  as  to  fit  a  corner  pile  or  a  junction  pile  as  well. 

In  driving  through  material  with  a  large  proportion  of  sand 
or  clay,  the  interlocks  seal  themselves  with  the  material 
penetrated.  Occasionally  strips  of  wood  are  driven  into  the 
openings,  which  by  swelling  help  to  make  the  joint  water-tight 
above  the  bottom  of  the  water.  Sawdust  or  wood  pulp  may 
also  be  used  to  stop  leaks.  The  special  rolled  sections  offer  less 
resistance  to  driving  on  account  of  the  absence  of  rivets  or  bolt 
heads;  and  hence  they  may  also  be  pulled  more  easily.     In 
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sections  Uke  the  United  States  piling,  the  bulbous  flange  should 
be  kept  in  the  lead.     Under  ordinary  conditions  steel  sheet- 
piling  may  be  pulled  and  redriven  a  number  of.  times  and  finally 
has  considerable  scrap  value,  thus  frequently  making  the  cost 
less  than  for  timber  sheet-piling  which  can  ordinarily  be  used 
only  once.    Experience  has  shown  instances  in  which  steel  sheet 
piles  driven  into  hard  ground  could  not  be  used  over  again,  and 
in  exceptional  cases,  it  has  been  impossible  to  pull  it,  making 
it  necessary  to  dredge  away  some  material  alongside  and  to 
bend  it  down  on  the  bottom  to  avoid  interference  with  naviga- 
tion.   Whether  this  result  was  due  in  any  measure  to  improper 
driving  remains  uncertain. 

Under  certain  conditions,  it  is  not  desirable  to  drive  each 
pile  to  its  full  penetration  at  one  operation.  In  order  to  main- 
tain good  ajignment,  or  to  facilitate  closiu"e,  it  is  often  advanta- 
geous to  set  up  a  considerable  number  of  sheet  piles  and  then 
drive  them  several  feet  at  a  time  in  succession,  repeating  the 
operation  until  the  desired  penetration  is  reached.  The  same 
naethod  of  driving  ahead  some  distance  may  be  used  successfully 
in  avoiding  injury  to  piles  when  boulders  are  encountered,  if 
they  are  not  too  large.  The  damage  thus  becomes  local  and 
'united  in  extent.  The  water-jet  may  also  be  used  to  aid  in 
^splacing  boulders.  Sheet  piles  should  be  carefully  handled 
^n  transportation,  for  with  a  small  clearance  in  the  interlock,  a 
"Cnd  or  kink  due  to  careless  handling  may  cause  so  much  fric- 
tion that  the  pile  refuses  to  move  on  reaching  a  hard  stratum, 
^^d  may  result  in*  crippling  the  pile,  if  driving  is  continued. 

Steel  sheet-piling  has  been  successfully  driven  through  sub- 
merged logs,  old  timber  cribs,  brick,  stone,  and  other  debris 
^^  Hiade  ground.  If  considerable  cribwork  or  logs  have  to  be 
P^^etrated,  it  may  be  more  economical  to  construct  a  special 
^'^sel  attached  to  the  end  of  a  timber,  and  to  cut  the  timbers 
^^th  the  aid  of  the  chisel  and  pile-hammer  before  inserting  the 
sli^et  pile.  The  construction  of  such  a  tool  is  described  in 
^^^gineering  Record,  vol.  66,  page  704,  Dec.  21,  1912. 

To  drive  sheet-piling  below   the  leads  of  a  pile-driver,    a 
^^Uower  may  be  constructed  for  the  purpose  by  riveting  to  the 
13 
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web  of  a  piece  of  piling,  of  the  proper  length,  two  plates  or  chan 
nels  which  project  below  its  web  and  engage  that  of  the  sheet? 
pile  to  be  driven. 

Steel  sheet-piling  may  ordinarily  be  pulled  up  by  means  of 
block  and  tackle.  If  difficulty  is  found  in  starting  a  pile,  it 
may  be  loosened  by  giving  it  several  blows  with  a  pile-hammer, 
or  by  using  a  pair  of  hydraulic  Jacks,  one  on  each  side.  If  the 
piling  has  to  remain  in  place  for  a  long  time,  the  pulling  may  be 
facilitated  by  lubricating  the  Joints  with  graphite  or  some  other 
materia]  which  will  prevent  corrosion  of  the  interlocking  joints. 
If  concrete  is  deposited  next  to  steel  sheet-piling,  which  is  to  be 
pulled  subsequently,  it  is  essential  to  prevent  contact  between 
the  concrete  and  steel  by  using  tar-paper,  or  preferably  light 
wooden  sheeting  with  tongue-and-groove  Joints. 

Occasionally  it  is  necessary  to  cut  off  steel  sheet-piling  to 
an  exact  level.  Where  only  a  few  pieces  have  to  be  cut  and 
where  Ume  is  not  an  important  clement,  hack  saws  may  be  used 
economicaUy.  For  larger  quantities  to  be  cut  in  the  least  time, 
the  oxyacctylcne  flame  is  the  most  advantageous  in  operation 
and  cost.  The  electric  arc  has  been  employed  in  some  instances, 
but  its  cost  is  very  high  and  it  is  difficult  to  handle  on  account 
of  the  intense  light  produced.  ^^ 

Art.  63.     Design  of  Sheet-Piling  ^^M 

When  sheet-piling  is  driven  a  short  distance  into  the  bottom 
and  is  supported  at  the  water  surface  by  wales  and  struts, 
as  illustrated  in  Fig.  63  a,  each  pile  may  properly  be  regarded 
as  a  simple  beam  with  a  span  d.  Taking  the  weight  of  a  cubic 
fool  of  water  as  62.4  pounds  and  expressing  distances  in  feet, 
let  a  sheet  pile  be  considered  i  foot  wide.  The  pressure  in 
pounds  per  square  foot  at  the  depth  d  is  62.4  d,  the  total  pres- 
sure on  the  pile  is  31.2  d^  distributed  as  shown  in  Fig.  63  a; 
and  since  the  center  of  pressure  is  at  ^  (/  from  the  bottom,  the 
horizontal  reaction  at  the  surface  is  10.4  d^  By  the  principles 
of  mechanics,  the  bending  moment  al  any  distance  x  belowJ 
I  surface  is  ^  =  10.4  d''x—62.4X.^x.^  1=10.41^'  x— 
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Placing  the  first  differential  coefficient  dM/dx  equal  to  zero, 
there  is  foirnd  x=d/  V3  or  i  ^V^ =0.577  d,  for  the  location  of 
the  xnaximuin  bending  moment.  The  maximum  bending  mo- 
ment is  accordingly  4.00  d^,  expressed  in  pound-feet;  or  48.00  J', 
expressed  in  pound-inches.  If  the  total  pressure  be  regarded 
as  uniformly  distributed  over  the  pile,  the  value  of  the  maxi- 
mum bending  moment  is  3.90  (i^,  or  2.5  percent  less  than  the 
true  value. 

The  strength  of  Wakefield  sheet-piling  must  be  regarded 
as   that  of  three  separate  planks  since  the  longitudinal  shear 
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^^"V-eloped  between  them  by  flexure  cannot  be  fully  resisted  by 
^"^  bolts  or  spikes  which  connect  them.     Such  piles  are  analo- 
gous to  deepened  beams  which  also  require  better  means  than 
^^^^Uiecting  bolts  to  develop  their  strength  as  a  unit.     The  tests 
Columns  composed  of  two  or  more  sticks  bolted  together  also 
srio^  that  in  no  case  is  the  resistance  materially  greater  than 
^ach  stick  were  acting  freely  (see  Jacoby's  Structural  Details, 
^-  43 >  4Sj  49  3.nd  50).    Let  it  be  required  to  find  the  thick- 
^^^  of  Wakefield  sheet-piling  for  a  depth  of  water  of  10  feet, 
^e  unit-stress  in  the  outer  fiber  being  taken  at  1000  pounds  per 
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square  inch.  The  resisting  moment  of  the  three  planks  1 2  inches 
wide  is  accordingly  1000  X  12  X  3/2/6  =  6000/*  pound-inches, 
in  which  t  is  the  thickness  of  each  plank  in  inches.  Equating 
this  to  the  bending  moment  of  48.00X  io'=48  000  pound-inches, 
there  is  found  ^=2.83  or  2 J  inches.  In  determining  the  com- 
mercial sizes  required  account  must  be  taken  of  the  loss  due 
to  sawing  as  well  as  for  planing  the  middle  planks  in  the 
construction  of  sheet  piles. 

In  Fig.  63  by  the  sheet  pile  is  horizontally  supported  at  the 
water  surface  and  at  an  intermediate  depth.  Let  d=i6  feet, 
and  c  =  6  feet.  The  pressure  at  a  depth  of  10  feet  is  624  pounds 
per  square  foot,  and  at  depth  of  16  feet  is  624+374.4  =  998.4 
pounds  per  square  foot.  Taking  a  width  of  pile  of  one  foot, 
the  pressures  on  its  lower  portion,  represented  respectively  by 
the  rectangle  and  triangle  of  the  shaded  area,  are  3744  and 
1 1 23.2  pounds.  Treating  the  pile  as  a  simple  beam  with  a  span 
of  6  feet,  the  reaction  at  the  intermediate  wale  is  iX3744+ 
JX  1123.2  =  2246.2  pounds.  The  bending  moment  expressed 
in  pound-feet  at  a  distance  x  below  this  support  is  Af =2246.4 
X  —  (3 1 2^:^—1 0.4  a:^).  In  the  same  manner  as  before  the  value 
of  X  which  makes  M  a  maximum  is  found  to  be  3.115  feet, 
while  the  value  of  the  maximum  bending  moment  is  3656.0 
pound-feet.  If  the  total  load  is  regarded  as  uniformly  dis- 
tributed,  the  maximum  bending  moment  is  4867.2 X  8=3650.4 
pound-feet  which  is  only  0.15  percent  less  than  the  true  value. 
Since  the  error  decreases  as  the  depth  d  increases,  it  is  suffi- 
ciently precise  for  purposes  of  design  to  use  the  simpler  approxi- 
mate method  of  computation  for  all  portions  of  a  sheet  pile 
below  the  top  span,  for  which  the  true  value  of  the  maximum 
bending  moment  is  expressed  by  a  simple  term  as  given  in  the 
first  paragraph  of  this  article.  If  the  values  of  d  and  c  were 
16.25  and  6.25  feet  respectively,  the  approximate  value  of  the 
maximum  bending  moment  is  3999  pound-feet  which  is  prac- 
tically the  same  as  for  the  upper  span  of  10  feet. 

If  a  timber  sheet  pile  is  built  up  as  shown  in  Fig.  59/,  the 
small  pieces  spiked  to  the  main  timber  to  form  the  tongue  and 
groove  should  be  omitted  in  computing  the  resisting  moment  of 
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the  section.  The  values  of  the  section  modulus  for  the  com- 
mercial sizes  of  steel  sheet  piles  may  be  obtained  from  the  manu- 
facturers. The  corresponding  width  to  be  used  in  computing 
the  bending  moment  per  pile  is  the  distance  center  to  center  of 
interlock  when  assembled. 

The  design  of  sheet-piling  to  resist  earth  pressure  in  which 
the  material  has  more  or  less  cohesion  is  not  on  a  basis  that  is 
entirely  satisfactory.  The  conditions  vary  so  widely  and  often 
the  material  penetrated  in  any  locality  occurs  in  layers  of 
different  density  or  character  that  it  is  well  to  make  the  design 
so  as  to  be  on  the  safe  side.  Some  engineers  design  all  sheet- 
piling  for  hydrostatic  pressure,  increased  by  50  percent  or  more 
for  wet  slippery  material. 


CHAPTER  VI 
COFFERDAMS 

Art.  64.    The  Cofferdam  Process 

When,  for  some  purpose,  it  is  desired  to  exclude  the  water 
and  expose  a  portion  of  the  bottom  of  a  river,  lake,  or  other 
body  of  water,  a  structure  called  a  cofferdam  is  employed. 
This  cofferdam  is  a  temporary  structure,  practically  water- 
tight and  large  enough  to  provide  adequate  room  for  working. 

Defined,  a  cofferdam  is  a  temporary  structure  used  for  the 
purpose  of  excluding  the  water  from  a  given  site,  or  area,  either 
wholly  or  to  such  a  degree  that  with  a  reasonable  amount  of 
pumping  the  permanent  substructure  may  be  built  within  it 
in  the  open  air,  or  that  other  work  may  be  accomplished. 

The  building  of  the  permanent  substructure  may  include 
pile  driving,  placing  grillages,  building  piers  and  abutments, 
etc.,  while  other  work  may  include  the  construction  of  dams, 
removal  of  sunken  vessels,  etc.  Where  the  ground  is  satu- 
rated with  water,  cofferdams  are  sometimes  used  in  placing 
foundations  for  buildings. 

Cofferdams  are  usually  built  in  place.  They  may  be  self- 
contained  or  may  depend  for  strength  on  the  natural  bottom, 
as  is  the  case  where  guide  piles  are  used.  Bracing  may  be  used 
to  resist  the  lateral  pressure  against  the  walls. 

To  obtain  water-tightness  the  sides  of  the  cofferdam  must 
be  tight  and  the  soil  on  which  the  cofferdam  rests  must  be 
impervious.  If  the  latter  condition  does  not  exist,  either 
the  sides  of  the  cofferdam  must  extend  through  the  pervious 
material  to  an  impervious  stratum  or  else  a  layer  of  concrete 
must  be  spread  over  the  bottom  inside  the  cofferdam  and 
allowed  to  harden  before  pumping  is  begun.  Absolute  water- 
tightness  is  seldom  sought,  it  being  cheaper  to  pump  a  moderate 
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amount  of  leakage  than  to  go  to  the  heavy  expense  of  building 
a  structure  that  will  not  leak.  The  cofferdam  should  be  so 
designed  that  the  combined  cost  of  construction,  maintenance 
and  pumping  shall  be  a  minimum. 

To  depths  of  from  20  to  30  feet  the  cofferdam  process  will 
prove  the  best  and  cheapest  method  of  founding  bridge  piers 
and  abutments,  but  for  depths  greater  than  30  feet,  owing  to  the 
difficulty  of  properly  bracing  the  cofferdam  against  the  pressure 
of  the  water,  as  well  as  preventing  heavy  leakage,  some  other 
axettod  is  usually  preferable.  Cofferdams  over  50  feet  deep 
ha^ve  been  used  in  a  few  instances. 

Cofferdams  may  be  constructed  of  earth,  timber,  steel  or 
concrete.  They  may  be  divided  into  five  general  classes:  earth, 
she^t  pile,  crib,  movable  and  miscellaneous  cofferdams.  These 
^l^sses  will  be  described  separately  in  the  following  articles. 

Art.  65.    Earth  Cofferdams 

the  five  classes  the  earth  cofferdam  is  the  oldest  in  origin 

simplest  in  construction.     Its  use  is  usually  limited  to 

low  water  with  low  velocities  of  current.    It  is  made  of  a 

of  earth  placed  around  the  site  to  be  enclosed,  and  of  a 

less  sufl&cient  to  furnish  the  required  stability  and  to 

-I>  the  leakage  down  to  a  small  amount.    The  earth  bank 

^*^^^xild  be  carried  up  2  or  3  feet  above  the  water-level  with  a 

th  of  at  least  3  feet  at  the  top,  and  with  side  slopes  corre- 

^:«iding  to  the  nat\U"al  slope  of  the  material.     The  embankment 

"^^^Xild  preferably  be  composed  of  a  mixture  of  clay  and  sand  or 

I,  but  if  day  is  scarce  the  bank  may  be  composed  of  sand 

a  clay  wall  in  the  center. 

^^he  amount  of  embankment  may  be  somewhat  reduced  by 

'^^g  one  or  two  rows  of  sheet-piling,  in  which  case  the  cofferdam 

-;y  resemble  more^  or  less  closely  the  sheet-pile  cofferdam 

^  Scribed  in  later  articles.     As  to  whether  in  any  given  case  the 

^^^erdam  should  be  classed  as  an  earth  or  sheet-pile  cofferdam 

^JJ  depend  upon  whether  or  not  stability  and  water- tightness 

^^t^end  primarily  upon  the  earth  filling. 
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Where  the  depth  of  water  is  not  more  than  4  or  5  feet  and  th< 
velocity  of  the  current  would  wash  away  loose  material,  o^er 
dams  may  be  made  of  ordinary  canvas  bags  about  half  fillet 
with  a  mixture  of  clay  and  sand.  It  is  important  that  the  bag 
shall  be  but  partially  filled  for  otherwise  they  will  not  pad 
together  closely. 

A  modern  and  up-to-date  use  of  the  earth  cofferdam  is  foim( 
in  the  construction  of  the  cofferdams  of  the  West  Neebisl 
Channel  of  the  St.  Mary's  River.  In  some  places  the  depth  o: 
the  water  was  far  too  great  for  the  economical  use  of  eartl 
cofferdams  and  was  justified  here  only  by  the  extremely  favor- 
able conditions  that  obtained  for  placing  the  earth.  Two  sub- 
sidiary cofferdams  were  first  constructed  across  the  channel 
about  midway  between  the  main  ones  in  order  to  stop  the 
current  and  divert  the  flow  to  another  course.  *" These  tem- 
porary dams  were  about  1000  feet  apart  at  the  site  of  the 
channel  and  extended  across  the  river  from  the  mainland  tc 
the  island,  varying  in  direction  to  suit  the  contours  of  the  rivei 
bed.  They  were  built  in  2  to  7  feet  of  water  flowing  3  to  ^ 
miles  an  hour.  The  construction  of  these  dams  stopped  the 
flow  of  water  in  the  West  Neebish  Channel  of  the  river,  that  the 
main  cofferdams  could  be  built  in  still  water,  and  also  laid  bare 
a  part  of  the  site  of  the  channel  about  1000  feet  long.  Ir 
building  these  temporary  dams,  which  varied  from  4  to  10  feel 
in  height,  broken  stone  and  rock  were  dumped  from  scows  or 
the  line  of  tKe  dams  until  the  force  of  the  current  was  broker 
and  the  rock  fill  carried  above  the  water.  Sandy  clay  was 
then  brought  in  and  dumped  on  the  upstream  side  of  these 
rock  embankments  in  order  to  silt  up  the  openings  and  pro- 
duce water-tight  dams.'' 

The  main  cofferdams  which  unwatered  the  8600-foot  section 
of  the  work  were  structures  of  unusual  size.  The  upstream 
cofferdam  was  1900  feet  long  and  was  built  in  water  from  2  tc 
18  feet  in  depth.  ^^'This  cofferdam  has  a  minimum  width  ol 
8  feet  at  the  top,  which  is  7  feet  above  the  water,  and  has  side 
slopes  on  the  water  side  of  about  i  on  i|,  and  of  about  i  on 

*  Engineering  Record,  vol.  56,  page  112,  Aug.  3,  1907. 
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2  on  the  Other  side.  The  other  main  cofiferdam  is  8600  feet 
downstream  from  this  one.  It  has  a  total  length  of  2600  feet, 
and  in  plan  is  arched  shghtly  downstream  against  the  water  on 
that  side  of  it.  This  cofferdam  was  built  in  water  from  nothing 
to  a6  feet  deep;  it  has  a  minimum  width  of  12  feet  at  the  top, 
which  is  6  feet  above  the  water;  its  side  toward  the  water  is 
built  on  an  average  slope  of  i  on  2,  and  the  one  on  the  other 
side  of  I  OQ  3^. 

"The  construction  of  the  upstream  main  cofferdam  was 
started  soon  after  the  current  of  the  river  had  been  broken  by 
the  temporary  dams.     Sandy  clay  and  mud  excavated  by  the 


Crcos  Section 
Fig.  650.— Sheeting  for  Earth  Cofferdam  on  the  Ohio  River. 

dredges  at  work  on  the  adjacent  sections  of  the  channel  were 
brought  to  the  site  in  bottom-dump  scows  and  deposited  in 
place.  When  the  banks  thus  formed  had  been  carried  up 
^til  the  bottom-Pump  scows  would  operate  no  longer,  the 
luterials  were  loaded  on  flat-deck  scows,  and  handled  from 
^iie&e  to  place  in  the  embankment  by  a  clam-shell  bucket  on 
1  denick  scow." 

french  engineers  have  made  extensive  use  of  the  earth 
cofferdam  for  work  on  their  various  canals.  In  some  work  on 
the  Meuse  Canal,  described  in  Annales  des  Fonts  et  Chaussees, 
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1896,  page  539,  gravel  ranging  in  size  from  about  i  to  4  inches — 
being  the  residue,  after  the  sand  was  used,  of  material  dredged 
from  the  canal  bottom — was  employed.  Water-tightness 
was  obtained  by  placing  a  layer  of  tan-bark  over  the  water 
face.  In  some  cases  the  head  of  water  on  the  cofferdam  was 
as  much  as  9  feet. 

In  place  of  earth,  cofferdams  are  sometimes  made  of  tasdnes. 
The  cofferdam  for  a  concrete  dam  at  Milford,  Conn.,  was  made 
by  forming  brush  into  mats,  which  were  sunk  by  loading  with 
rocks,  the  layers  of  brush  and  stone  alternating.  To  give  water- 
tightness  a  layer  of  earth  was  placed  over  the  upstream  side. 

Fig.  65a  illustrates  the  cross-section  of  the  earth  cofferdam 
with  sheeting  used  in  the  construction  of  the  Ohio  River  Lock 


F:g.  65t>. — Methoil  of  Constructing  Ohio  River  Cofferdam, 


and  Dam  48,  where  the  bottom  was  composed  of  sand.  To 
break  the  current  a  line  of  sheet-piling  was  first  driven.  Frames 
were  then  placed  by  a  boat  as  shown  in  Fig.  65^  and  connected 
to  the  sheet-piling.  Vertical  planking  was  placed  against  the 
frames  and  the  interior  then  filled  wirh  dredged  material. 
Gravel  was  placed  along  the  outside  of  the  sheet-piling  up  to  its 
top  and  on  a  slope  of  about  45  degrees;  the  space  between  the 
sheet-piling  and  sheeting  was  also  filled  with  earth,  and  finally 
sand  was  placed  against  the  inside  wall  of  sheeting  up  to  the 
elevation  of  the  sheet -piling  tops.  This  sand  had  a  very  gentle 
slope,  running  approximately  100  feet  before  reaching  the  eleva- 
tion of  the  bottom  of  the  sheeting. 
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Art.  66.    Wooden  Sheet-Pile  Cofferdams 

Tlie  sheet-pile  type  may  be  considered  as  the  standard  form 
of  cofferdam.  It  consists  of  rows  of  sheet-piling,  usually  not 
more  than  two,  extending  around  the  site  to  be  enclosed.  The 
piling  is  held  in  place  in  various  ways  as  described  in  the  fol- 
lo'wing  articles.  The  sheet-piling  serves  the  function  of  giving 
watter-tightness  to  the  structure,  and  to  this  end  some  form 
of]  intermeshing  or  interlocking  piling  is  always  employed. 
Strength  to  resist  the  pressure  of  the  water  outside  is  furnished 
by  guide  piles,  frames,  or  cribs,  in  addition  to  a  large  amount 
^f  internal  bracing.  The  sheet-piling  may  be  of  wood  or  steel; 
a.t:  the  present  time  (1914)  the  use  of  various  forms  of  steel  piling 
IS    rapidly  increasing. 

liVhere  it  is  possible  to  drive  piles  some  distance  into  the 
^c>il  the  sheet-piling  is  best  supported  by  vertical  guide  piles 
a-ixd  horizontal  wales.  The  latter  will  not  only  furnish  a  guide 
for  the  sheet-piling  while  being  driven  but  will  also  add  strength 
to  the  cofferdam,  thus  decreasing  the  amount  of  internal  brae- 
^^g  necessary. 

Double  Wall  with  Guide  Piles. — Fig.  66a  shows  the  de- 
vils of  this  type  of  cofferdam.     It  is  composed  of  vertical 
S^de  piles,  horizontal  waling  and  cap  timbers,  vertical  sheet 
piies  and  a  puddle  filling.     Rods  are  usually  put  in  near  the 
^^P    to  connect  each  pair  of  guide  piles  in  order  to  prevent  the 
^rig  from  spreading  the  walls    apart.     If  the  top  of  the 
^oflr^rdam  is  but  slightly  above  water-level,  struts  are  often 
P'^c^ed  near  and  parallel  to  the  tie  rods,  serving  to  hold  the  two 
^^Hs  apart. 

^iT^he  bearing  piles  are  driven  more  deeply  into  the  earth  than 
^^  sheet  piles,  the  aim  being  to  drive  them  far  enough  to 
^^^^elop  the  full  transverse  strength  of  the  pile  when  acting  as 
^  ^^ee  cantilever  above  the  earth.  The  sheet-piling  should  be 
^"^^ven  to  a  fairly  impervious  stratum  to  prevent  leakage  under 
^^^  cofferdam.  The  space  between  the  walls  should  be  filled 
^'^^^h  earth,  preferably  an  intimate  mixture  of  sand  and  clay  or 
S^^-veland  clay,  to  form  a  puddle  (Art.  75),  which  will  mate- 
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Pin.  6fio.— Section  of  the  Double  Wall  of  a  Coflerdam  Showing  Puddle  Chamber. 
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rially  assist  the  sheet-piling  in  making  the  cofferdam  water- 
tight. This  puddle  should  be  placed  in  thin  layers  and  thor- 
oughly tamped  in  a  damp  state.  Before  placing  the  same  it 
will  usually  be  advisable  to  dredge  out  the  soft  material  on 
the  bottom  to  an  impermeable  stratum.  This  puddle  filling, 
in  addition  to  promoting  water-tightness,  will  materially 
strengthen  the  structure.  Clay  is  often  banked  around  the 
outside  of  the  cofferdam  to  safeguard  it  further  against  leakage. 

The  cofferdam  should  have  its  puddle  chamber  wide  enough 
to  develop  the  required  strength,  furnish  water-tightness,  and 
afford  sufficient  space  for  plac- 
ing machinery,  gangways,  etc. 
One  rule  for  the  width  of  un- 
braced cofferdams  is  to  make 
it  equal  to  the  height  above  the 
ground  up  to  10  feet,  and  when 
the  height  is  greater  than  this, 
make  the  width  10  feet  plus 
one-third  the  height  in  excess 
of  10  feet.  The  design  of  sheet- 
piling  is  considered  in  Art.  63. 

A  well-designed  cofferdam  of 
the  double-wall  type  was  used 
in  the  construction  of  the  locks 
for  the  Charles  River  Dam, 
Boston,  Mass.,  where  the  length 

was  about  625  feet  and  the  width  about  250  feet,  surroimd- 
ing  an  area  of  approximately  4  acres.  The  maximum  depth  of 
water  on  the  outside  at  low  water  was  20  feet.  As  shown  in 
Fig.  666  and  c,  the  cofferdam  consisted  of  two  rows  of  guide 
piles  II  feet  apart,  with  piles  spaced  10  feet  on  centers,  which 
trough  wales  supported  6-inch  splined  and  grooved  sheet-piling. 

The  guide  piles  were  of  spruce,  45  feet  long,  and  each  alternate 
pile  was  braced  by  a  batter  or  spur  pile.  The  sheet-piling  was 
of  yellow  pine  with  spruce  splines  and  was  38  feet  in  length. 
The  remainder  of  the  details  are  clearly  shown  in  the  diagrams. 
A  filling  of  sand  and  clay  was  placed  around  both  the  inside  and 
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outside  of  the  cofferdam  as  well  as  in  the  puddle  cham 
On  the  inside  it  had  a  width  of  25  feet  at  the  top  and  then  sic 
down  on  a  2  on  I  slope,  thus  making  virtually  a  combina 
pile  and  earth  cofferdam.  Although  probably  not  an  econ 
ical  form  of  cofferdam  for  ordinary  use,  yet  in  a  case  like 
where  the  filling  was  permanent  construction,  it  made  an 
mirable  structure  to  withstand  the  37-foot  head,  which 
approximately  the  maximimi  height  of  high  water  above 
bottom  of  the  lock  masonry. 

Art.  67.     Single  Wall  with  Guide  Piles 

Where  the  space  available  for  the  cofferdam  is  restrictec 
where  the  area  of  the  site  to  be  enclosed  is  small  and  the  h 
of  water  not  great,  a  cofferdam  having  a  single  wall  is  prefen 
to  the  double-wall  type.  Other  conditions  being  the  same 
former  type  will  require  more  bracing  than  the  latter,  bui 
many  cases  this  will  prove  cheaper  than  the  extra  wall. 

Figs.  67a  and  b  show  the  details  of  cofferdams  used  for 
rectangular  and  pivot  piers  for  the  Illinois  Central  Railr 
bridge  across  the  Tennessee  River  at  Gilberstville,  Ky.,  bot' 
which  are  standard  types  for  single- wall  cofferdams  of  mode: 
size.  Before  placing  these  cofferdams  the  bottom  of  the  r 
was  dredged  down  to  about  17  feet  below  low  water  to  h 
gravel.  Cofferdam  guide  piles  were  then  driven  and  i 
12-inch  wales  bolted  to  the  outside,  after  which  9X12-! 
triple-lap  sheet -piling  was  driven  against  the  latter,  penetra^ 
the  gravel  from  4  to  6  feet.  The  piers  were  founded  on  beai 
piles  driven  from  16  to  20  feet  into  the  gravel  and  cut  o 
feet  above  the  bottom  before  the  cofferdam  was  placed. 

Before  pumping  out  the  water  a  3-foot  layer  of  concrete 
placed  on  the  bottom,  thus  preventing  leakage  of  water  bene 
the  cofferdam;  later  it  served  as  a  cap  for  the  bearing  pi 
The  bracing,  which  is  clearly  shown  in  the  illustrations, 
placed  as  the  water  was  pumped  out.  The  octagonal  cofferd 
was  braced  by  annular  trusses  which,  by  their  arch-like  acti 
proved  to  be  a  very  rigid  form  of  bracing,  and  yet  offered 
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^10-  670.— Cofferdams  with  Single  Walls  of  Timber  Sheet  Piling  Supported  by 
Walts  and  Guide  Piles,  tor  Piers  of  Illinois  Central  Railroad  Bridge  over  Tennessee 
Rivir.  at  Gilbertsville,  Ky.     See  also  Fig,  6311. 
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obstruction  to  the  work  of  building  the  piers,  which  were  of 
concrete.  The  forms  for  these  piers  were  braced  against  the 
trusses. 

A  good  example  of  a  very  large  and  h^h  single-wall  sheet- 
pile  cofferdam,  very  stcongly  braced,  is  illustrated  in  Fig.  67c, 
this  structure  being  used  to  found  the  pier  of  a  lift  bridge  for 
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the  Chicago  Terminal  Transfer  Railroad.  Two  sides  of  tbm 
cofferdam  were  on  land,  one  in  water,  and  the  other  tw"- 
partly  in  water  and  partly  on  land. 

A  row  of  guide  piles,  from  6  to  8  feet  apart  and  40  feet  lon^ 
were  first  driven.  '  "Six  tiers  of  inside  and  outside  waling  piec^ 
were  bolted  to  these  piles,  and  on  the  land  side  370  6Xi2-in^c 

'  Engineering  Record,  vol.  50,  page  6j6,  Nov.  26,  1904. 
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™eet  piles  34  feet  long  were  driven  between  the  outer  wales, 
****J  6Xi2-mch  horizontal  guide  pieces  at  the  surface  of  the 


Toiind  and  4  feet  below  it.  On  the  water  sides  274  34-foot 
Wakefield  piles  9  inches  thick,  made  of  3Xi2-inch  planks,  were 
^^i'ven  in  the  same  manner. 
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"The  piles  were  driven  as  the  excavation  progressed  inside  of 
the  coflferdam,  and  at  the  same  time  rows  of  transverse  and 
longitudinal  12  X  12-inch  horizontal  braces,  about  6  and  8  feet 
apart  on  centers  and  from  4  to  6  feet  apart  vertically,  were  set 
with  their  ends  engaging  the  round  piles  on  the  center  Unes  of  the 
walls.  At  intersections  these  braces  were  supported  on  8X8- 
inch  vertical  timbers;  one  of  them  was  continuous  and  the  other 
was  cut  to  clear  it,  with  the  square  ends  abutting  against  the 
sides  of  the  first  piece  and  spliced  across  it  with  two  side  fish 
plates.  .  .  .  The  inside  wales  were  of  12X  12-inch  timber 
(except  in  the  upper  two  tiers,  where  8 X  16-inch  timber  was  used 
because  it  was  conveniently  available  from  the  contractor's 
stock) ,  all  of  them  being  lapped  and  halved  at  intersections. 
The  outside  wales  were  uniformly  6X12  inches.  The  round  pile 
caps  and  the  two  upper  rows  of  wales  on  the  water  side  were 
made  of  9  X  13-inch  timber.  All  wales  were  bolted  through  the 
round  piles,  and  the  oblique  joint  in  the  Wakefield  piling  was 
tied  by  bolts  through  both  faces. 

"In  the  longest  dimension  of  the  coflferdam,  the  six  tiers  of 
horizontal  struts  in  each  longitudinal  line  were  divided  into 
seven  panels  by  the  vertical  posts  supporting  them  at  the 
intersections  of  alternate  transverse  braces.  Each  panel  thus 
formed  on  three  of  the  long  lines  and  one  short  line  was 
X-braced  with  2Xio-inch  planks,  spiked  to  the  longitudinal 
struts  at  all  intersections  and  overlapping  in  the  centers  of  the 
panels,  as  shown  in  the  longitudinal  sectional  elevation.  Six 
lines  of  similar  bracing  were  provided  for  the  transverse  struts, 
but  varied  from  that  in  the  longitudinal  direction  in  that  the 
upper  and  lower  pieces  of  the  bracing  overlapped  each  other 
by  the  width  of  the  space  between  two  transverse  struts,  thus 
increasing  the  amount  of  bracing  and  the  rigidity  at  a  point  half 
way  between  the  top  and  bottom  of  the  coflferdam.'* 

Art.  68.    Sheet-Piling  Supported  by  Frames 

Where  the  nature  of  the  bottom  is  such  that  piles  cannot 
penetrate  the  same  it  is  necessary  to  employ  a  frame  to  hold  the 
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sheet-piling  in  place.  These  frames  are  usually  built  on  shore, 
floated  to  the  site,  and  sunk.  Where  piers  are  to  be  built  under 
an  existing  bridge  it  is  sometimes  possible  to  suspend  the  frame 
from  the  bridge. 

Single-wall  Type. — At  the   site  of    the  bridge  piers  of 
the  Chicago,  Milwaukee  &  St.  Paul  Ry.  near  Kilbourn,  Wis., 


—  »■«-- — >i 
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only  a  few  feet  of  sand  covered  the  rock  bottom  on  which  the 
piers  were  to  rest.  As  the  channel  was  narrow  and  the  current 
swift  it  was  essential  that  the  current  be  obstructed  as  Utile  as 
possible,  and  for  this  reason  the  single-wall  type  was  chosen  in 
pfelerence  to  that  having  a  double  wall.  On  account  of  the 
^''JElit  depth  of  sand,  guide  piles  could  not  be  used  and  so 
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recourse  was  had  to  a  frame.  As  shown  in  Fig.  68  a,  the  coflFer- 
dam  had  V-shaped  ends  to  diminish  the  force  of  the  current 
against  the  structure  and  was  held  in  place  by  wire  guys  an- 
chored to  the  rocks  on  the  sides  of  the  river.  The  frame,  the 
details  of  which  are  shown  in  the  illustration,  was  sunk  by  weight- 
ing with  scrap  rails.  The  covering  consisted  of  9X  12-inch 
Wakefield  sheet-piling;  in  driving  this  piling  care  was  taken 
to  broom  the  lower  ends  to  give  a  close  fit  to  the  irregular  rock 
surface. 

To  aid  in  giving  water-tightness  to  the  structure  canvas  was 
placed  around  the  outside  of  the  cofferdam,  and  was  so  arranged 
that  the  lower  part  rested  flat  on  the  river  bed  for  a  distance  of 
8  feet  out  from  the  dam,  while  the  upper  part  extended  above 
water-level.  The  lower  part  of  the  canvas  was  first  weighted 
down  with  iron  rails  and  sand  bags  to  make  it  fit  closely,  after 
which  about  fifty  car  loads  of  gravel  were  placed  upon  it.  As 
the  water  was  pumped  out  the  structure  was  thoroughly  braced 
as  shown,  but  on  building  the  pier  this  bracing  was  removed 
and  the  cofferdam  walls  braced  against  the  pier. 

One  of  the  largest  and  highest  cofferdams  ever  built  of  wood 
was  of  the  single-wall  sheet-pile-on-frame  type,  and  was  used 
for  the  Mare  Island  Dry  Dock  No.  2.  For  a  complete  descrip- 
tion of  this  structure  see  Engineering  Record,  vol.  57,  page  428, 
April  4,  1908. 

The  cofferdam  was  approximately  150  by  800  feet  in  plan  and 
the  maximum  head  of  water  on  it  was  48  feet.  The  framework 
and  bracing  consisted  of  five  horizontal  courses  of  transverse 
and  longitudinal  timbers,  the  timbers  of  each  course  being  con- 
nected to  those  of  the  adjacent  courses  by  posts,  the  whole  struc- 
ture being  built  as  one  unit  which  rested  on  bearing  piles 
previously  driven  and  sawed  off  under  water.  These  longitudi- 
nal and  transverse  rows  were  12  feet  apart  on  centers.  In  the 
bottom  course  all  timbers  were  16X16  inches  in  section,  while 
those  in  the  next  two  courses  were  14X14  inches,  with  12  X  12- 
inch  timbers  for  the  two  upper  courses.  The  rangers,  i.e., 
the  horizontal  pieces  forming  the  frame  proper  which  holds  th^ 
sheet-piling  in  position,  were  20X  24  inches  in  section  for  th 
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bottom  course  and  12X12  inches  for  the  top  course,  the  other 
courses  having  intermediate  sizes  between  these  limits.  The 
distance  between  courses  was  approximately  10  feet.  In  addi- 
tion to  the  members  mentioned,  a  large  amount  of  bracing  in 
both  horizontal  and  vertical  planes  was  used. 

The  sheet-piling  units  were  formed  of  two  1 2  X 1 2-inch  timbers 
fastened  together  side  by  side  and  were  60  feet  long,  this  length 
being  obtained  by  using  two  pieces,  one  34  and  the  other  26 
feet  long.  A  tongue-and-groove  joint  was  made  by  spiking  to 
each  piece  of  piling  three  3X4-inch  sticks,  two  on  one  side  and 
one  on  the  other,  thus  making  each  piling  unit  30  inches  wide. 
To  give  additional  water- tightness  to  the  cofferdam  a  large 
amount  of  filling  was  banked  around  the  outside. 

Double- Wall  Type. — This  is  a  form  but  little  used  since  it 
ofiFers  but  slight  advantages  over  the  single-wall  type  and  is  con- 
siderably more  expensive.  It  is  more  easily  made  water-tight 
than  the  single-wall  form,  but  on  the  other  hand,  it  is  very  little 
stronger  because  strength  is  almost  entirely  dependent  on  the 
amount  of  internal  bracing  used.  Where  strength  must  be 
obtained  without  the  use  of  bracing  the  type  described  in 
Art.  69  should  be  used. 

The  cofferdams  for  one  of  the  piers  of  the  Chattahoochee 

River  Viaduct  had  an  inside  framework,  39  feet  long  by  15 

feet  wide,  which  was  composed  of  horizontal  frames  of  6X8- 

inch  pine  timber  braced  with  one  set  of  longitudinal  and  two 

sets  of  transverse  timbers.    These  frames  were  spaced  from  2 

^eet  center  to  center  on  the  bottom  to  3  feet  centers  at  the  top 

^d  were  held  in  place  by  vertical  posts  between  them,  the  total 

'height  of  the  framework  being  9  feet.    The  outside  frames 

^cre  sufficiently  large  for  a  4-foot  thickness  of  puddle  and 

^e^e  connected  to  the  inside  frames  by  braces  and  rods.     The 

framing  was  partly  built  on  shore,  launched,  floated  to  place 

^d  there  completed. 

The  bottom  of  the  river  had  a  seamy  ledge  covered  with  a 
^^yer  of  sand  varying  in  depth  from  6  inches  to  3  feet.  As 
^^11  as  the  framework  was  sunk  two  rows  of  sheet-piling,  each 
^ow  consisting  of  a  double   thickness  of   2-inch  pine  plank. 
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were  driven,  care  being  taken  to  break  joints.  The  bottom  of 
the  puddle  chamber  was  then  covered  with  two  layers  of  sacks 
loosely  filled  with  sand,  after  which  the  remainder  of  the 
chamber  was  filled  with  clay  puddle.  Considerable  trouble 
was  caused  by  water  coming  up  in  the  cofferdam  through  the 
seamy  ledge  and  this  leakage  was  stopped  only  after  a  2-foot 
layer  of  concrete  was  deposited  through  the  water  and  allowed 
to  harden  before  pumping  out  the  water. 

Art.  69.    Sheet-Piling  Supported  by  Cribs 

For  cofferdams  which  rest  on  hard  bottom  and  are  too  large  to 
employ  internal  bracing  economically,  a  series  of  cribs,  laid  up 
log-house  fashion,  are  used  to  hold  the  sheet-piUng  in  place. 
Each  crib  imit  is  made  as  long  as  can  be  conveniently  handled 
and  as  wide  as  is  necessary  to  develop  the  required  stability. 
Rough  logs  are  generally  used  although  in  some  cases  they  may 
be  squared,  but  the  latter  offer  only  a  slight  advantage  over  the 
former.  In  building  these  cribs  the  bottom  courses  are  usually 
started  on  land  and  the  crib  is  built  to  a  height  sufficient  to 
permit  the  top  part  being  well  out  of  water  when  it  is  first 
launched;  after  this  it  is  launched,  floated  to  place  and  com- 
pleted. Where  the  stream  is  low  at  certain  times  of  the  year 
the  cribs  may  sometimes  be  built  in  place.  The  bottom  of  each 
crib  should  be  shaped  to  fit  the  rock  bottom,  and  if  a  few  feet 
of  sand  or  other  material  overlies  the  bedrock  this  should 
be  dredged  out  before  placing  the  cribs.  A  part  of  the  bot- 
tom of  the  crib  is  usually  floored  to  permit  placing  stones  so  as 
to  sink  it. 

After  all  the  cribs  are  sunk  the  remainder  of  the  space  inside 
of  them  may  be  filled  with  stones  or  earth.  The  latter  material 
possesses  the  advantage  of  not  only  giving  the  cribs  great  sta- 
bility but  also  to  secure  water- tightness.  After  the  cribs 
are  placed  sheet  piling  is  driven  around  the  outside  and  banked 
with  earth.  This  type  of  cofferdam  is  very  widely  used  in  build- 
ing dams  for  hydroelectric  plants. 

Fig.  69a  shows  a  view  of  the  cofferdam  employed  in  the  con— 
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stmction  of  a  dam  for  the  Connecticut  River  Power  Co.,  near 
Vernon,  Vt    The  width  varied  with  the  height  of  the  coffer- 
dam; for  the  upstream  one  the  maximum  width  was  35  feet, 
while  the  maximum  height  was  43  feet,  or  16  feet  above  normal 
w-ater-Ievel.    The  structure  was  of  the  rock-filled  type  made  of 
round  logs  in  7-foot  checks,  with  the  face  logs  slabbed  on  the 
sides  to  give  good  bearing  for  the  sheet-piling.    The  top  of  the 
<^bs  were  floored  with  Ic^s  to  serve  as  a  walk  and  aJso  as  a 
protection  against  ice  pressures.     On  the  outside  the  cribs  were 
slieet-pfled  with  3-inch  q)line-and-grooved  q)ruce,  and  this  in 
'*irix  was  banked  with  earth  up  to  normal  water-level. 


k  Mb- 


.^^^  TThe  cofferdams  for  the  Niagara  Power  Plant  of  the  Electric 

"^^^^velopment  Co.  of  Ontario  furnish  an  example  of  exceedingly 

^"^"^ong  and  rigid  cofferdams  placed  under  the  most  trying 

'^^Xditions.     In  some  places  the  current  had  a  velocity  as 

^^■^li  as  17  feet  per  second  which  made  it  difficult  to  study  the 

^-ture  of  the  bottom  and  the  depth  of  water  previously  to 

f**^.cing  the  cofferdams. 

•  *Ihe  widest  part  of  the  cofferdam  consisted  of  two  lines  of 
E*^*allel,  Fock-filled  timber  cribs  with  a  space  between,  sheet- 
^*led  and  filled  with  puddle  as  shown  in  Fig,  69ft.     Both  cribs 
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were  built  of  squared  timber  with  the  outside  wall  of  the  out 
crib  laid  solid.  The  width  of  the  cribs  varied  to  meet  ti 
variation  in  depth  and  the  bottom  of  the  cribs  was  made  to  : 
the  irregularities  of  the  rock  surface.  In  shallow  water  t] 
cribs  were  built  in  place  but  elsewhere  they  were  construct 
in  the  river  upstream,  and  by  means  of  cables  from  the  sho 
they  were  floated  into  place  and  were  sunk  by  filling  with  rod 
the  wells  which  had  bottoms.  For  further  details  of  this  i 
teresting  cofferdam  the  reader  is  referred  to  Engineering  Nevi 
vol.  54,  page  561,  Nov.  30,  1905. 

Art.  70.    Steel  Sheet-Pile  Cofferdams 

The  advantages  which  steel  sheet-piling  possesses  over  tl 
wooden  type  are  discussed  in  Art.  60.  On  account  of  the 
advantages  steel-piling  is  being  used  more  and  more  in  coffe 
dam  work.  The  details  of  the  structures  differ  but  little  fro 
those  using  timber  sheet-piling,  the  main  difference  beii 
that  the  steel  type,  on  account  of  the  greater  strength  ar 
positive  interlock  of  the  piling,  requires  less  bracing. 

Fig.  70a  indicates  a  good  example  of  a  steel  sheet-pile  coffe 
dam  with  guide  piles.  In  the  illustration  the  guide  piL 
and  the  outer  course  of  wales  are  not  shown,  however.  Tl 
bottom  at  the  site  of  the  pier  consisted  of  hard-pan  to  an  u 
known  depth  covered  with  about  6  inches  of  mud.  Tl 
depth  of  water  was  about  9  feet  at  mean  tide,  which  had 
rise  and  fall  of  about  6  feet.  ^*' Round  wooden  piles  we 
driven  8  feet  apart  enclosing  the  site  of  the  83Xi5-fo 
cofferdam;  6Xi2-in  inside  waling  pieces  were  bolted  to  the 
above  high  water. 

"Spacing  blocks  4  inches  thick  and  12X  12-inch  inside  wal 
were  bolted  to  the  outside  wales,  forming  guides,  betwe< 
which  were  driven  a  single  row  of  Lackawanna  12-inch,  4 
pound  steel  sheet  piles  35  feet  long.  These  were  all  assemble 
together  before  driving  .  .  .  and  then  driven  ...  by  oi 
McKiernan-Terry  steam-hammer  weighing  5000  pounds  ai 
making  about  225  strokes  per  minute.     It  was  handled  by  tl 

*  Engineering  Record,  vol.  67,  page  268,  March  8,  1913. 
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bdom  of  a  floating  derrick  and  went  round  and  round  the  coffer- 
dam, driving  each  pile  a  foot  or  two  at  a  time  until  the  work  was 
completed.  The  driving  was  very  hard,  many  boulders  being 
encountered,  some  of  which  were  displaced  and  others  broken 
by  the  piles.  When  they  coiJd  be  neither  displaced  nor  broken, 
driving  on  the  piles  that  encountered  them  was  discontinued, 
and  adjacent  piles  were  driven  down  to  subgrade  about  6  inches 
below  the  bottom  of  the  footing. 
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Section  A-A 


Voa. — Cofferdam  for  Highway  Bridge  Piers  in  Passaic  River,  at  Bridge  St., 

Newark,  N.  J. 


-As  the  bottom  was  excavated  inside  the  cofferdam,  some 

^Vie  boulders  which  obstructed  the  sheet  piles  were  left  in 

^^^ition  and  the  sides  of  the  excavation  below  them  were 

^^^d  as  well  as  possible  with  bags  of  cement.     The  cofferdam 

^^^ted  a  pressure  head  of  about  28  feet  with  very  little  leakage 

J^^^^ugh  the  pile  joints,  which  were  packed  with  oakum.  .   .   . 


Th< 


long  sides  of  the  cofferdam  are  braced  with  12X  12-inch 


^^^^ontal  transverse  struts  9  feet  7  inches  apart  on  centers, 
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in  four  tiers  about  6  feet  apart.  At  the  rounded  ends  the  in- 
side waling  pieces  are  made  like  arch  centers  of  12X  12-inch 
double-scarf  pieces,  with  radial  braces  to  the  middle  of  the 
adjacent  cross-strut." 

Some  of  the  concrete  piers  for  a  bridge  ocross  the  Illinois 
River  at  Peoria,  111.,  were  founded  on  bedrock  20  feet  below  the 
bottom  of  the  river,  where  the  depth  of  water  was  approximately 
20  feet.  To  build  these  piers,  cofferdams  of  steel  sheet-piling 
on  frames  were  used.  By  means  of  an  orange-peel  bucket  the 
material  of  the  river  bottom  was  first  dredged  down  to  a  layer 
of  slate  and  soapstone,  about  3  feet  thick,  which  overlaid  the 
rock.  The  excavation  was  made  over  a  large  area  so  that  the 
material  overlying  the  slate  would  stand  at  its  natural  slope 
and  still  leave  an  area  on  the  slate  of  sufficient  size  for  the 
cofferdams,  one  of  which  was  39  by  40  feet  in  plan. 

^"The  steel-piling  forming  the  sides  and  ends  of  the  coffer- 
dam was  braced  across  the  latter  with  five  longitudinal  and 
six  transverse  rows  of  12X  12-inch  timbers  to  hold  it  in  place 
when  the  water  had  been  drawn  down  in  the  cofferdam.  These 
timbers  were  placed  in  nine  horizontal  layers,  varying  from 
2^  to  5  feet  apart  from  the  bottom  to  the  top  of  the  cofferdam. 
The  horizontal  layers  were  held  apart  by  a  vertical  12X  12-inch 
timber  at  each  intersection  of  the  rows  of  braces.  The  timber 
crib  formed  by  these  braces  and  verticals  was  built  in  the  water 
approximately  over  the  site.  The  horizontal  layer  .  which 
would  come  at  the  level  of  the  top  of  the  slate  and  soapstone 
in  the  cofferdam  was  first  assembled  as  a  raft  on  which  the 
verticals  were  erected  and  then  the  second  horizontal  layer 
was  placed,  sinking  the  crib  thus  formed  to  the  water-level. 
The  various  horizontal  layers  were  thus  added  in  succession 
and  when  they  had  been  completed  the  crib  was  towed  over  the 
site,  sunk  in  position  and  anchored." 

The  steel-piling,  of  the  Friestedt  form,  was  driven  around 
this  framework  through  the  slate  and  soapstone  to  rock,  after 
which  the  material  which  had  been  previously  dredged  was 
backfilled  around  the  cofferdam  up  to  low  water-level.     After 

*  Engineering  Record,  vol.  55,  page  247,  March  2,  1907. 
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P^i^nping  out  the  cofferdam  the  layer  of  slate  and  soapstone 

removed  and  the  pier  built. 

Among  the  deepest  cofferdams  that  have  ever  been  placed 

those  used  in  foimding  the  piers  of  the  Tunkhannock  Via- 

^^icrt  of  the  Delaware,   Lackawanna   &   Western   Raihoad. 

T'hese  were  land  cofferdams  and  had  a  maximum  depth  of 

^^aj-ly  icx>  feet,  with  a  depth  of  65  feet  below  ground  water- 

^^'V'el    In  principle  they  closely  resemble  the  method  used  in 

F^Iacing  piers  for  buildings  as  described  in  Art.  124,  and  differ 

^^oin  the  regular  caisson  since  excavation  took  place  simul- 

^^^J^^eously  with  the  driving  of  the  sheet-piling,  and  since  the 

^^^'^^er  part  of  the  sheet-piling  served  as  a  form  for  the  pier 

footing. 

The  cofferdam  for  pier  4  is  typical  of  those  of  piers  3,  5,  6,  7 
8  and  was  commenced  by  assembling  on  the  surface  of  the 
K^oxmd  a  43X49-foot  rectangle  made  of  12  X  12-inch  horizontal 
^■^Jcxbers  spliced  together  to  form  one  course  of  inner  wales, 
^^^r-tical  posts  were  set  up  on  this  course  and  supported  a  second 
^^■J^Bciilar  course  about  16  feet  above  it,  and  two  corresponding 
^oxajses  of  exterior  wales  were  erected  outside  of  these  and 
out  6  inches  in  the  clear  from  them/' 

ULackawanna  steel  sheet-pile  units  30  feet  long  were  then 
^ced  between  the  outer  and  inner  wales  and  driven  by  a 
st^am-hammer  going  round  and  round  the  cofferdam  driving 
:h  pile  unit  2  or  3  feet  at  a  time.    As  the  piling  was  driven  the 
tcrior  was  excavated  and  the  cofferdam  braced  with  succes- 

tiers  of  12  X  12-inch  longitudinal  and  transverse  struts. 

-After  driving  this  set  of  piling  to  its  full  length  an  exterior 

^y  concentric  with  the  inner  row  and  4  feet  8  inches  beyond 

"^^  same,  was  assembled  and  first  driven  to  a  penetration  of 

^*-^^Ut  12  to  15  feet.    The  space  between  the  two  rows  was 

^^^  excavated  and  at  the  same  time  the  inner  row  was  also 

^^"^en,  the  upper  tiers  of  bracing  of  the  latter  being  transferred 

^  ^^lie  bottom  and  new  sets  of  bracing  furnished  to  the  outer 

^g-     In  this  way,  by  driving  both  outer  and  inner  row3  to 

^^ir  required  positions,  the  excavation  was  carried  to  rock. 

Engineering  Record,  vol.  67,  page  485,  May  3,  1913. 
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The  advantage  of  two  rows  of  pUi'ng  was  in  the  easier  driving 
thereby  obtained.  The  lower  part  of  the  eicavation  was  com- 
pletely filled  with  concrete,  the  steel-piling  serving  as  a  form; 
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the  surface  of  the  piling  was  protected  from  the  concrete  by 

tarred  paper,  thus  permitting  the  piling  to  be  with-drawn  later. 

Fig.  yob  illustrates  a  somewhat  similar  type  of  cofferdam  used 
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in  the  reconstruction  of  the  Union  Pacific  Railroad  bridge  at 
Kansas  City.  The  upper  tier  of  sheet-piling  was  of  wood.  The 
detaik  of  the  bracing  are  clearly  shown  in  the  illustration. 

Fig.  70C  is  a  half-tone  showing  the  details  of  the  bracing  used 
for  the  steel  sheet-pile  cofferdam  at  the  Loomis  St.  tunnel. 
Chicago.  The  cofferdam  was  75  by  53  feet  in  plan  and  the 
maximum  head  of  water  on  it  was  about  53  feet!  The  bracing 
consisted  of  12 X  12-inch  timbers,  spaced  8  feet  apart  hori- 
zontally and  4  feet  vertically. 

Few  examples  exist  of  the  type  of  cofferdam  consisting  of 
steel  sheet-piling  on  cribs.  The  reason  for  this  lies  in  the  fact 
that  ahnost  all  the  crib  and  sheet-pile  cofferdams  have  been 
built  in  localities  where  timber  is  abundant  and  for  this  reason 
sheet-piling  of  wood  is  cheaper  than  that  of  steel. 

Art.  71.     Self-Supporting  Steel  Sheet-Pile  Cofferdams 

There  is  a  type  of  cofferdam  using  steel  sheet-piling  which 
^^  almost  no  parallel  in  the  wooden  sheet-pile  cofferdam;  this 
^s  the  cofferdam  without  horizontal  guides  or  bracing.  Two 
^^^ons  may  be  given  for  this  fact:  First,  with  the  positive 
^orm  of  interlock  which  most  forms  of  steel  sheet-piling  po- 
^ss,  sufficient  guidance  is  furnished  by  the  interlock  to  do 
away  with  the  necessity  of  horizontal  guides;  and  second, 
the  higher  strength  lessens  the  amount  of  bracing  necessary. 

The  two  most  notable  examples  of  this  type  of  cofferdam 
^re  those  used  for  the  United  States  Government  lock  at  Black 
Rock  Harbor,  Buffalo,  N.  Y.,  and  for  raising  the  United  States 
Battleship  "Maine"  in  Havana  Harbor,  Cuba.  Both  of  these 
structures  rank  high  as  daring  pieces  of  cofferdam  work,  the 
former  on  account  of  its  great  size  and  the  latter  because  of 
'ts  great  height. 

The  Black  Rock  cofferdam  was  built  to  permit  the  construc- 
tor! of  a  ship  lock,  and  was  rectangular  in  plan,  260  by  947 
feet  over  all  as  shown  in  Fig.  71a.  The  depth  of  water  at  the 
Site  Varied  from  2  to  15  feet,  averaging  about  8  feet,  while  the  solid 
rock  on  which  the  lock  was  built  was  about  40  feet  below  mean 
^ater-level.    As  shown  in  Fig.  716  the  sides  of  the  cofferdam 
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were  made  of  two  walls  of  steel  sheet-piling,  the  space  between 
the  two  walls  being  divided  into  pockets  30  feet  square  by 
transverse  walls  of  the  same  piling  as  that  used  for  the  main 
walls,  which  served  to  connect  the  latter.  A  horizontal  15- 
inch,  40-pound  channel  was  bolted  to  the  tops  of  the  piles  of  the 
inner  wall  and  a  similar  channel  was  bolted  at  an  inclination 
across  the  transverse  walls  as  shown  in  Fig.  71c. 

The  piling  was  driven  to  rock  and  at  first  wooden  guide 
piles  and  wales  were  used  to  maintain  the  alignment  of  the  steel 
sheeting,  but  eventually  these  guides  were  dispensed  with,  the 
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—Plan  of  Black  Rock  CoBcrdimi. 


only  ones  used  being  ioX30-foot  floating  forms  having  one 
edge  in  the  plane  of  the  sheeting.  The  fine  ahgnmeot  at- 
tained by  this  simple  method  may  be  seen  in  Fig.  716.  After 
driving  the  piling  the  pockets  were  filled  with  clay  and  to 
further  strengthen  the  structure,  as  the  inside  was  excavated, 
a  bank  of  eartb  25  feet  high  was  maintained  on  the  inside  as 
shown  in  Fig.  71c.  But  in  ^ite  of  this  bank  of  earth  the 
material  in  the  pockets  caused  the  inside  wall  to  bulge  badly 
between  the  cross  walls  in  both  a  horizontal  and  vertical 
direction. 

It  is  instructive  to  observe  the  plans  of  different  pockets  of 
the  cofferdam,  and  the  curvature  of  vertical  sections  after 
the  steel  sheet-pihng  adjusted  itself  to  the  pressure  of  the  clay 
filUng  by  developing  tension  in  the  interlock.     Fig.  7id  gives  the 
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results  of  a  careful  stirvey  of  pocket  No.  35  in  which  the  maxl- 
mimi  bulging  of  sides  occurred.  It  should  be  noted  how  short  a 
distance  the  bulging  extended  below  the  sand  and  gravel  bank 
whidi  was  allowed  to  remain  inside  of  the  cofferdam.  The 
diagram  also  shows  vertical  sections  at  the  middle  of  pock- 
ets Noi  30,  52,  and  75,  the  relative  location  of  the  pockets 
bong  indicated  in  Fig.  71a.     See  also  the  half-tone  view, 


Na.U, 
PiO.  7nf.— Diagram  Showing  Deformation  of  Steel  Sheet  PiHng. 

In  aU  6589  tons  of  steel  sheet-piling  were  used  in  this  coffer- 
dam, there  being  6870  hnear  feet  of  piling  wall  from  45  to  50 
feet  high,  which  makes  this  the  largest  piece  of  cofferdam  sheet- 
piling  work  on  record  to  19 14.  The  price  paid  the  contractor  for 
building  the  cofferdam,  which  included  furnishing  all  material, 
punning  out,  and  maintaining  the  same,  was  $408  830.  The 
type  of  piling  used  was  that  known  as  the  Lackawanna,  and 
which  had  a  web  thickness  of  i  inch  and  weighed  40  pounds 
P«  linear  foot. 
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The  cofferdam  for  raising  the  "Maine"  represents  a  special 
type  of  steel  cofferdam,  very  large  and  strong.  ^  "The  problem 
was  to  surround  the  wreck  of  the  vessel,  lying  in  about  29  to  37 
feet  of  water,  with  a  cofferdam,  which  when  xmwatered  would 
be  tight  enough  to  prevent  leakage,  strong  enough  to  resist 
outside  water  and  mud  pressures,  and  a  protection  that  would 
assure  safety  during  the  work.  The  cofferdam  should  be  self- 
sustaining,  if  possible.  Bracing  by  struts  across  its  interior  to 
resist  the  water  and  mud  pressiu'es  might  be  difficult  to  install 
and  would  interfere  with  the  operation  of  removal.  The  bor- 
ings indicated  bad  conditions  for  foundations.  The  building 
of  a  cofferdam  without  internal  bracing,  which  would  withstand 
pressiu*es  from  a  head  of  37  feet  of  water  and  practically  21  to 
23  feet  of  mud,  was  an  unprecedented  task. 

"The  cofferdam  should  be  not  only  self-sustaining  and  safe 
against  the  pressures  to  which  it  was  to  be  exposed,  but  it  should 
also  be  capable  of  complete  removal  after  it  had  served  its 
purpose.  It  should  be  able  to  support  more  or  less  superim- 
posed loads,  for  working  platforms  had  to  be  built  upon  it.  The 
work  of  unwatering  the  area  enclosed  had  to  be  carried  on  from 
the  top  of  the  cofferdam;  and  afterward,  men  and  materials  had 
to  be  transferred  from  there  to  the  interior,  for  work  upon  the 
wreck.  .  .  .  The  cofferdam  decided  upon  consisted  of  20 
equal  cylinders,  50  feet  in  diameter,  and  composed  of  steel- 
piling  75  feet  long.   ..."     A  plan  is  shown  in  Fig.  71^. 

"The  length  of  the  major  axis  of  the  cofferdam  was  prac- 
tically 399  feet,  and  of  the  minor  axis  219  feet,  leaving  a 
20-foot  clearance  at  the  submerged  bow  of  the  ship  and  a  14-foot 
clearance  at  the  stern,  with  45  feet  at  the  side  cylinders.  Such 
clearance  was  necessary  to  avoid  portions  of  the  wreck  which 
had  been  blown  beyond  the  position  occupied  by  the  huU. 

"The  units  of  the  cofferdam  were  made  cylindrical  for  the 
reason  that  the  extremely  high  pressures, which  would  be  exerted 
by  the  mud  filling,  would  act  radially  and  uniformly  on  each 
pile,  straining  each  joint  to  the  same  amount  at  equal  depths, 

*  Bulletin  No.  102,  Lackawanna  Steel  Co.,  Buffalo,  N.Y. 
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and  in  the  entire  coflferdam  cylinders  would  deform  least  from 
play  in  the  piling  interlocks." 

The  cylinders  were  driven  tangent  to  one  another  and  to  in- 
sure their  stability  and  prevent  leakage  of  water  through  them 
when  the  cofferdam  was  pumped  out  they  were  filled  to  the  top 
with  clayey  material  that  was  dredged  from  the  bottom  of  the 
harbor.  A  curved  diaphragm  of  steel-piling,  as  shown  in  Fig. 
71/,  was  driven  to  connect  adjacent  cylinders,  and  the  space 
between  this  arc  and  the  outer-  surfaces  of  the  large  cylinders 
was  likewise  filled  with  dredged  material. 

The  piling  used  was  the  Lackawanna  section,  weighing  35 
pounds  per  linear  foot,  and  had  a  web  J  inch  thick.  The  piles 
were  driven  so  that  their  tops  were  2  or  3  feet  above  normal 
water-level  (Fig.  yig)  and  the  75-foot  length  of  piling,  which 
penetrated  the  harbor  bottom  to  a  distance  of  approximately  35 
feet,  was  made  of  two  lengths  spliced  together  with  channels. 

Art.  72.    Creb  Cofferdams 

Where  the  cofferdam  is  to  rest  on  bedrock  which  is  ap- 
proximately smooth  and  level,  a  crib  cofferdam,  formed  with  one 
or  two  walls  of  squared  horizontal  timbers  laid  closely,  may  be 
used  in  place  of  the  sheet-pile  cofferdam.  Whe:e  the  single- 
wall  type  is  used  it  is  ordinarily  made  an  integral  and  permanent 
part  of  the  pier,  and  as  such  is  not  a  cofferdam,  but  a  caisson. 
For  a  description  of  this  type  see  Art.  83. 

In  his  book  on  Sub-aqueous  Foundations,  Fowler  describes  a 
double-wall  crib  cofferdam  used  by  the  C.  B.  &  Q.  R.  R., 
which  was  made  from  2 X 8-inch  and  2Xio-inch  fence  boards 
laid  flat.  The  two  walls  were  thoroughly  tied  together  and  the 
space  between  filled  with  puddle. 

Fig.  72  a  shows  a  polygonal  cofferdam  of  the  crib  type  which 
was  used  for  the  center  pier  of  the  Arthur  Kill  Bridge.  At  the 
site  of  the  cofferdam  the  depth  of  water  at  high  tide  was  about 
28  feet,  with  about  4  feet  of  mud  and  clay  overlying  bedrock. 
This  mud  and  clay  was  dredged  out  previously  to  placing  the 
cofferdam.  The  latter  had  twelve  sides  with  walls  4  feet  apart 
in  the  clear,  and  in  this  space  puddle  was  dumped.     All  coxu'ses 
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of  timber  were  thoroughly  drift-bolted  together  and  all  joints 
caviJked  with  cotton  wicking.  No  internal  bradng  was  used. 
Before  pumping  out  the  water  a  4-foot  layer  of  concrete  was 
depkosited  all  over  the  bottom  and  allowed  to  harden  for  a  week. 
The  cofferdam  for  the  new  inlet  tower  of  the  St.  Louis  Water- 
works was  of  the  double-wall  crib  type,  38  by  76  feet  in  plan 
and  22  feet  high.  The  walls  were  composed  of  horizontal 
12  X 1 2-inch  material  and  were  3  feet  apart  in  the  clear.  The 
joirits  between  all  courses  were  carefully  caulked.  The 
cofferdam  was  braced  transversely  by  three  vertical  rows  of 


Plan  of  Dor 
.  710.— Cofferdam  for  Pivot  Pier  of  Arthur  Kill  Bridge. 

"Wizontal  laXia-inch  timbers  spaced  4  feet  apart  vertically, 
^d  extending  from  outside  wall  to  outside  wall,  thus  tying  the 
*3Us  together  as  well  as  bracing  the  cofferdam.  The  ends  were 
'*''aced  by  similar  horizontal  12X  12-inch  diagonal  timbers, 
futtning  at  an  angle  of  about  45  degrees  from  the  center  of 
"i^  ends  to  the  sides. 

t'he  river  bottom  was  bedrock  and  the  depth  of  water  about 
^S  feet,  the  current  having  a  velocity  of  from  6  to  8  miles  an 
hOQr.    The  cofferdam  was  held  in  place  by  three  triangular 
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cribs  filled  with  rocks  and  sunk  upstream  from  the  cofferdam 
and  tied  to  the  latter  by  cables.  The  puddle  chamber  was 
partly  filled  with  concrete  in  sacks  and  puddle  placed  on  top. 
Sacks  of  clay  were  also  banked  around  the  outside. 

Cofferdams  are  widely  used  as  temporary  adjimcts  to  open 
and  pneumatic  caissons,  but  as  the  details  differ  widely  from 
the  types  described  in  this  chapter  and  resemble  closely  the 
caissons  themselves  they  will  be  described  in  the  chapters 
dealing  with  such  caissons. 

Art.  73.    Movable  Cofferdams 

Unless  it  forms  an  obstruction  to  navigation  only  that  part 
of  the  cofferdam  above  low  water  is  sometimes  removed. 
This  is  because  the  salvage  value  of  the  material  is  less 
than  the  cost  of  getting  it  out,  except  where  steel  sheet-pil- 
ing is  used. 

Where  the  same  size  and  style  of  cofferdam  is  to  be  used 
for  a  number  of  piers  it  will  often  prove  advantageous  to  so 
construct  a  cofferdam  that  it  can  be  used  over  and  over  again. 
In  one  type,  that  of  the  cofferdam  on  grillage,  it  is  so  easy  to 
make  its  sides  removable  that  it  is  universally  done,  even 
though  they  may  not  be  used  a  second  time. 

A  movable  cofferdam  consisting  of  sheet-piling  supported 
by  a  crib  was  used  in  constructing  the  piers  of  the  Falls-of- 
Schuylkill  Bridge,  of  the  Philadelphia  &  Reading  Railroad. 
When  in  position  the  cofferdam  was  62  feet  long,  36  feet  wide 
and  16  feet  high.  The  cribs  were  10  feet  thick,  making  the 
inside  dimensions  42X16  feet.  The  cofferdam  was  divided 
vertically  through  each  short  side  into  two  parts  of  equal  size 
and  these  were  floated  separately  to  the  site,  joined  together 
and  sunk.  Each  section  had  water-tight  compartments  to  assist 
in  floating  and  these  were  filled  with  water  and  stone,  while 
other  non-water-tight  compartments  were  filled  with  stone, 
when  it  was  desired  to  sink  the  sections.  On  reaching  the 
rock  bottom  sheet-piling  of  jointed  planks,  3  or  4  inches  thick, 
was  placed  on  the  outside  and  spiked  there.  Puddle  was  then 
placed  around   the  outside,   after  which  the  cofferdam  was 
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pumped  out.     Two  sets  of  horizontal  bracing  connecting  the 
long  sides  were  placed  as  the  water  was  removed. 

In  placing  cylinder  piers  for  the  Queen's  Bridge,  Melbourne, 
Australia,  square  movable  cofferdams  of  the  sheet-pile-on-frame 
type  were  used.  One  side  opened  outward  as  a  door,  thus  per- 
mitting the  cofferdam  to  be  removed  on  completion  of  a  pier. 
*"The  dam  was  built  on  shore  complete,  and  launched  ready 
for  immediate  use  on  the  site  of  a  cylinder.  The  sheet-pih'ng 
was  vertical  and  consisted  of  i2X4-inch  rough-sawn  Oregon 
planks,  supported  by  horizontal  frames  of  12X  12-inch  Oregon 
timber,  spaced  close  together  near  the  bottom  of  the  river,  to 


jTtS' 


S'jfS' 


Longitudinol  Section. 


I4'ir- 
Cross  Section. 


Plan. 


BofhSidti 
Sntoottted 
andUga 
Bfyeled 


Corner  Details. 


Fio.  73a. — Cofferdam  Used  on  Key  West  Extension  of  Florida  East  Coast  Railway. 

carry  the  greater  pressure  of  water.  Up  the  four  corners  of  the 
dam  were  12X  12-inch  Oregon  timbers,  into  which  the  frames 
were  checked  and  by  which  they  were  kept  to  their  proper 
spacing,  and  which  formed  supports  for  the  door.  Outside 
the  sheet-piling,  at  the  top  and  bottom  frames  there  were 
outside  wales,  12  by  6  inches  (keeping  the  sheet-piling  in  place), 
bolted  to  the  frames  inside  by  i-inch  bolts,  two  to  each  wale, 
passing  between  two  sheet  piles.''     The  sheet-piling  was  flush 

^Engineering  News,  vol.  33,  page  230,  April  4,  1895. 
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with  the  bottom  of  the  frame  and  extended  a  few  feet  above 
the  top. 

At  the  site  of  the  piers  there  was  about  3  feet  of  soft  silt 
covering  the  rock.  This  silt  was  covered  with  puddle  before 
placing  the  cofferdam.  After  sinking  it  by  weighting,  the  sheet- 
piling  was  driven  through  the  puddle  and  silt.  On  piunping 
out  the  cofferdam  much  of  the  silt  ran  into  the  interior  and  the 
clay  took  its  place,  thus  sealing  the  structure.  To  remove  the 
cofferdam  the  sheet-piling  was  first  drawn  up,  the  loading 
taken  off,  the  door  opened,  and  the  cofferdam  floated  out.     At 
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Fig.  736. — Cofferdam  for  Rest  Pier  of  Chicago  and  Northwestern  Railway  Lift 

Bridge  at  Kinzie  Street,  Chicago. 


first  tarpaulin  was  placed  around  the  outside  of  the  cofferdam 
but  it  was  later  found  that  this  was  unnecessary  since  the 
sheet-piling  was  water-tight  without  it. 

Fig.  73a  illustrates  the  form  of  a  movable  cofferdam  used  in 
constructing  the  piers  of  the  Key  West  Extension  of  the  Florida 
East  Coast  Railway,  where  the  depth  of  water  did  not  exceed 
8  feet.  The  two  sides  and  the  two  ends  formed  independent 
portable  sections  which  were  connected  together  by  means  of 
ij-inch  vertical  rods  running  down  through  the  overlapping 
rangers  at  the  corners  of  the  cofferdam. 
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At  the  site  of  the  piers  sand  overlaid  the  coral  rock.  Piles, 
la  the  foundation  of  the  pier,  were  first  driven  until  the  tops 
woe  2  feet  below  low  water,  after  which  the  coflferdam  was 
assembled  on  a  barge,  lifted  from  the  same  and  set  in  place. 
The  sand  was  then  pumped  out  by  a  centrifugal  pump,  after 
which  a  2-foot  seal  of  concrete  was  placed  over  the  whole 
bottom.  After  allowing  this  conaete  to  harden  for  seven 
days,  the  cofferdam  was  pumped  out,  forms  placed  and  the 
pier  built.  On  completion  of  the 
pier  the  rods  were  withdrawn,  which 
allowed  the  sections  to  float  free. 

Movable  Cofferdams  on  Gkil- 
UGE. — On  account  of  its  conven- 
ience and  ease  of  manipulation  a 
movable  cofferdam  is  almost  uni- 
versally employed  where  a  timber 
grillage  foundation  on  piles  is  used 
for  the  pier.  The  grillage  and  the 
cofferdam  form  an  open  box  con- 
structed on  shore  or  on  a  barge  or 
raft,  launched,  floated  to  the  site, 
and  sunk  on  the  pile  foundation  by 
building  the  pier  in  the  box.  This 
type  differs  from  the  box  caisson, 
•described  in  Art.  80,  since  the  sides 
"^  the  former  are  not  a  permanent 
P^t  of  the  pier.  After  the  pier  is  built  to  above  high-water 
'^el  the  cofferdam  is  removed,  the  sides  being  so  fastened  to 
toe  grillage  that  this  can  easily  be  done. 

*8-  73^  shows  the  details  of  the  movable  cofferdam  used  for 
"*^  X2X4iJ-foot  pier  of  the  Kinzie  St.  drawbridge,  in  Chicago, 
^his  cofferdam  was  connected  to  the  grillage  by  28  vertical 
i-itich  rods,  21J  feet  long.  To  sink  the  structure,  concrete 
lOTniing  the  pier  was  placed  in  the  same,  the  cofferdam  itself 
serving  as  a  form  for  the  concrete  up  to  an  elevation  shown  in 
the  drawing,  and  above  this  regular  forms  were  used.     On  com- 
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pletion  of  the  pier  the  rods  were  removed,  which  permitted  the 
removal  of  the  cofferdam  from  the  grillage. 

A  very  simple  cofferdam  on  griUage  was  used  in  building  the 
foundation  piers  of  the  Bellevue  Hospital  Boiler  House,  a 
section  of  which  may  be  seen  in  Fig.  73c.  The  largest  was 
approximately  14X52  feet  in  plan  and  12^  feet  high.  The 
most  interesting  feature  is  the  very  thin  grillage  used,  it 
being  composed  of  two  crossed  courses  of  2-inch  tongue-and- 
grooved  planks.  It  was  desired  to  use  a  thickness  which  would 
give  enough  strength  for  launching  and  sinking  stresses,  and 
yet  be  suflSciently  flexible  so  that  a  uniform  bearing  over  the 
slightly  irregular  pile  tops  would  be  secured. 

Art.  74.    Miscellaneous  Types 

The  foregoing  articles  have  dealt  with  what  may  be  called 
standard  types  of  cofferdams,  but  there  have  been  many  coffer- 
dams constructed  which  are  either  a  combination  of  any  two 
standard  types  or  which  differ  fundamentally  from  those  which 
have  been  described.  For  instance  in  the  cofferdam  for  the 
Dearborn  St.  bridge,  Chicago,  a '  double- wall  sheet-pile  coffer- 
dam was  used,  the  outer  wall  being  composed  of  Wakefield 
sheet-piling  and  the  inner  wall  of  Friestedt  steel  sheet-piling, 
thus  giving  a  composite  wood  and  steel  sheet-pile  cofferdam. 

Fig.  74a  shows  a  form  of  cofferdam  known  as  the  A-frame 
type  which  is  used  on  bedrock.  This  particular  one  was  used 
on  the  New  York  Barge  Canal  and  consisted  of  a  series  of  bents, 
spaced  6  feet  center  to  center.  On  these  bents  rested  purlins, 
which  in  turn  supported  the  sheathing  of  jointed  and  caulked 
3-inch  planking.  As  shown  in  the  illustration,  the  structure 
was  braced  against  sliding  by  having  certain  of  the  struts 
bear  against  concrete  footings  on  the  rock.  This  form  of  bear- 
ing can  be  made  only  when  the  rock  is  exposed  at  times.  The 
maximum  head  of  water  supported  was  18  feet. 

Another  cofferdam  of  the  same  type  was  used  for  some  canal 
work  at  Keokuk,  Iowa.  Here  it  was  necessary  to  construct 
the  cofferdam  without  drawing  off  the  water  in  the  canal. 


AiT.74 


HISCELLANEOOS  TYPES 


and  hence  it  was  built  away  from  the  site,  brought  to  place, 
and  sunk  by  weighting  with  iron  rails.  Water-tightness  was 
(ffomoted  by  covering  the  sheathing  with  canvas. 

In  constructing  concrete  wharves  at  Fort  Mason,  San  Fran- 
dsco,  steel-cylinder  cofferdams,  7  feet  7  inches  in  diameter  and 
50  feet  long,  were  used  in  which  to  construct  reinforced-con- 
crete  piers.  These  cylinders,  weighing  17  tons  each,  were 
driven  by  a  pile-driver  through  the  bottom  and  into  hard-pan, 
after  which  the  water  was  bailed  out,  the  mud  removed,  wooden 


Pic.  74a.— A-Frame  Cotferdam  Used  on  New  York  State  Barge  Canal. 

fonns  placed  and  the  4-foot  reinforced-concrete  piers  with  en- 
l^ed  bases,  6^  feet  in  diameter,  cast.  After  the  concrete  had 
set  the  cylinders  were  pulled  by  the  pile-driver,  the  required 
pull  being  about  50  tons. 

In  vol,  26  of  Revue  Technique,  the  proposed  design  for  a 
cofferdam  of  ice  to  close  the  entrance  to  the  outer  basin  at  the 
Port  of  La  Rochelle  is  described.  The  freezing  was  to  be  done 
^th  refrigerating  machines,  sheathings  of  non-conducting 
material  being  placed  between  the  water  to  be  frozen  and  that 
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to  be  left  unfrozen.    It  was  estimated  that  such  a  coflFerdam 
would  cost  less  than  any  ordinary  form. 

Another  proposed  type  described  in  the  same  article  was  of 
reinforced  concrete.  It  was  designed  with  inclined  sides,  the 
width  of  the  base  being  19.7  feet,  the  width  of  the  top  4.9  feet, 
and  the  thickness  of  the  walls  about  10  inches.  The  walls  were 
to  be  well  braced  by  struts.  The  structure  was  to  be  built 
away  from  the  site,  floated  to  place  and  sunk  by  filling  with 
clay.  It  was  estimated  that  it  would  have  suflicient  stability 
to  withstand  a  head  of  24.6  feet  of  water. 

Art.  75.    Puddle  and  Leakage 

It  is  seldom  attempted  to  construct  a  water-tight  coflFerdam, 
for  the  cost  of  such  is  usually  prohibitive.  The  greatest 
trouble  from  leakage  occurs  in  the  case  of  coflFerdams  which 
rest  on  rock,  for  here  it  is  almost  impossible  to  prevent  the 
water  from  running  in  between  the  bottom  of  the  cofferdam  and 
the  rock.  But  if  the  structure  rests  on  clay  and  the  sheet- 
piling  is  driven  well  down  there  will  be  but  a  slight  amount  of 
leakage  at  this  point.  Where  the  leakage  occurs  through  seams 
in  the  rock  it  may  be  stopped  by  filling  the  seams  with  grout 
pumped  in  through  pipes  about  4  inches  in  diameter.  Another 
method  is  to  dump  clay,  sand,  ashes,  etc.,  all  around  the  coflFer- 
dam with  a  view  of  shutting  ofiF  the  water-supply  of  the  crevices. 

When  the  leakage  is  due  to  irregularities  in  the  rock  surface, 
concrete  in  bags  may  be  placed  on  the  bottom,  or  water-logged 
oat  straw  may  be  sunk  by  mixing  with  ashes  or  covered  with 
a  wire  net  loaded  with  sand  and  clay,  after  which  the  rest 
of  the  puddle  filling  may  be  placed.  Another  method  of  pre- 
venting leakage  on  a  rock  bottom  is  to  use  canvas  as  noted  in 
previous  articles. 

Leaks  often  develop  in  double-wall  coflFerdams  by  the  filling 
between  the  walls  not  compacting  well,  or  settling  after  being 
placed  and  leaving  openings  beneath  cross  braces.  To  com- 
pact this  filling  piles  are  sometimes  driven  into  it  or  stock  ram- 
ming may  be  resorted  to.  The  latter  consists  of  forcing 
clay  cylinders  through  pipes  into  the  filling. 
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The  ideal  puddle  for  a  cofferdam  is  a  niixture  of  clay  and  sand 
or  clay  and  gravel.  The  sand  or  clay  alone  is  almost  worth- 
less, the  sand  because  of  its  permeability  and  the  clay  on  account 
of  its  tendency  to  allow  a  leak  once  started  to  enlarge  rapidly 
through  the  clay  arching  over  the  leak,  instead  of  falling  into  and 
stopping  the  same.  The  ideal  mixture  obtains  when  there  is 
just  enough  coarse  material  in  it  to  reduce  the  cohesion  of  the 
mass  sufficiently  to  prevent  this  arching  action. 

Art.  76.    Design  of  Cofferdams  . 

Like  most  structures  used  in  foundations,  a  purely  theoretical 
design  of  cofferdams  leads  to  unsatisfactory  results.  For  some 
types  it  is  a  simple  matter  to  design  the  structure  to  resist  the 
hydrostatic  pressure,  but  to  design  it  properly  to  resist  safely  the 
pressure  of  the  earth  filling,  or  of  freshets,  ice,  or  floating  logs, 
requires  much  experience. 

Earth  cofferdams  usually  fail  by  the  water  seeping  through 
and  enlarging  a  channel  until  a  washout  takes  place.  For  this 
reason  such  cofferdams  should  be  carefully  watched  to  detect 
small  leaks  that  they  may  be  checked  quickly  after  starting. 
In  general,  if  the  cofferdam  is  madeo  f  a  good  mixture  of  clay  and 
sand,  has  a  width  of  at  least  3  feet  at  the  top,  which  is  well  above 
high  water,  and  has  sides  inclined  at  the  natural  slope  of  the 
material,  the  cofferdam  will  be  safe. 

In  the  single-wall  sheet-pile  cofferdam  with  guide  piles,  if  the 
wales  are  at  the  top  and  bottom,  the  sheet  piles  may  be  assumed 
to  act  as  simple  beams,  with  a  load  per  vertical  foot  varying 
uniformly  from  zero  at  the  water  surface  to  a  value  of  wd 
pounds  per  square  foot  at  the  surface  of  the  earth,  where  w  is 
the  weight  in  pounds  of  a  cubic  foot  of  water  and  d  the  depth  of 
the  water  in  feet.  For  a  discussion  of  the  design  of  sheet-piling 
see  Art.  63.  The  wales  take  the  reactions  of  the  sheet-piling 
and  transfer  them  as  supported,  partially  continuous,  or  con- 
tinuous beams,  to  the  guide  piles.  Conservative  engineers 
usually  design  the  wales  as  simple  or  supported  beams.  If  no 
Dracing  is  used  the  guide  piles  should  be  designed  as  cantilever 
'^^^ms  with  loads  coming  from  the  waling  pieces.     The  maxi- 
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mum  moment  will  occur  at  or  below  the  mud  line.  If  firmly 
braced  at  the  top  by  struts  extending  across  the  cofferdam,  it 
will  be  best  to  design  the  guide  piles  as  simple  beams. 

Each  wall  of  the  double-wall  sheet-pile  cofferdam  with  guide 
piles  may  be  designed  somewhat  in  accordance  with  the  above 
outline.  The  outer  wall  will  be  subjected  to  water  pressure 
from  the  outside  and  earth  pressure  from  the  inside.  Expe- 
rience shows  that  usually  the  pressure  from  the  puddle  will,  for 
equal  heads,  be  larger  than  the  pressure  from  the  water.  This 
will  cause  a  stress  in  the  tie  rods  connecting  the  two  walls. 
The  inner  wall  must  be  designed  to  resist  the  forces  due  to  the 
puddle  filling. 

In  the  design  of  a  cofferdam  composed  of  sheet-piling  on 
frames  and  the  corresponding  bracing,  the  hydrostatic  pressure 
is  the  only  force  to  be  considered.  The  sheet-piling  acts  as  a 
simple  beam  between  horizontal  rangers,  and  the  latter  act  as 
beams  between  bracing  struts. 

The  sheet-pile-on-crib  cofferdam  must  be  designed  so  that 
the  cribs  will  not  overturn  or  slide.  To  be  safe  against  sliding 
the  weight  of  the  cribs  and  filling  per  linear  foot  of  length, 
multiplied  by  the  coefficient  of  friction  between  the  crib  and 
rock,  must  be  greater  than  wd'^/2y  where  the  terms  have  the  same 
meaning  as  those  previously  given.  To  be  safe  against  over- 
turning the  weight  per  linear  foot  of  length,  including  filling, 
multiplied  by  one-half  the  width,  must  be  greater  than  wd  ^/6. 

Before  attempting  to  design  a  cofferdam  the  literature  on  the 
subject  should  be  carefully  read,  for  as  stated  in  the  first  part  of 
the  article  no  purely  theoretical  design  will  result  in  a  thoroughly 
satisfactory  structure.  In  the  preceding  articles,  standard 
types  and  standard  methods  of  construction  are  described  and 
a  careful  reading  of  this  material  will  help  the  inexperienced 
engineer.  For  more  detailed  information  the  reader  is  referred 
to  the  carefully  selected  list  of  references  in  Chap.  XIX. 

Art.  77.     Cost  of  Cofferdams 

Little  value  attends  the  mere  statement  of  cost  of  engineering 
works  unless  all  the  conditions  are  fully  described  (see  Engineer- 
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ingNeiwrs,  vol.  70,  page  1305,  Dec.  25,  1913).  For  this  reason 
only  a  few  figures  will  be  given  here.  In  Art.  71  the  cost  to 
the  United  States  of  the  steel  sheet-pile  cofferdam  at  Black 
Rock  Harbor  is  given. 

Thomas  P.  Roberts  writes^  that  for  large  cofferdams  con- 
structed in  the  rivers  near  Pittsburgh,  Pa.,  the  cost  per  linear 
foot  of  cofferdam  will  vary  from  $8  to  $10.  These  cofferdams 
are  of  the  double- wall  type,  from  10  to  12  feet  wide  and  from  14 
to  16  feet  high.     Two-inch  hemlock  sheet-piling  is  used. 

In  constructing  some  piers  for  a  bridge  over  Paint  Creek, 
near  Chillicothe,  Ohio,  where  the  water  was  from  3  to  6  feet 
deep,  a  single- wall  steel  sheet-pile  cofferdam,  16  by  62  feet  in 
plan,  was  used.  The  piling  was  16  feet  long  and  was  driven 
into  the  gravel  bottom  until  the  top  of  the  same  was  2  feet 
above  water-level.  The  bracing  consisted  of  two  horizontal 
wales  at  the  top,  running  longitudinally  and  cross-braced  with 
struts.  The  first  cost  of  the  sheet-piling  was  about  $1822,  and 
as  the  same  piling  was  used  for  five  cofferdams,  the  cost  per 
cofferdam  was  about  $364.  The  cost  of  placing  two  of  the  coffer- 
dams averaged  $94,  while  the  cost  of  removing  the  piling  per 
cofferdam  was  $47,  thus  making  the  total  cost  of  each  cofferdam 
about  $505. 

In  1886,  near  the  same  site,  some  cofferdams  of  the  double- 
wall  type  were  built  with  wooden  sheet-piling  on  guide  piles. 
For  the  river  piers  the  cofferdams  were  22  by  45  feet  inside  and 
3S  by  58  feet  outside.  The  guide  piles  were  about  8  feet  apart. 
The  wales  were  3  inches  thick  and  the  sheet-piling  was  made  of 
2-mch  planking.  The  bid  for  the  construction  of  these  two 
cofferdams  averaged  about  $569,  the  unit  prices  being  as  fol- 
lows: timber  $24  per  1000  feet  B.  M.,  piles  30  cents  per  linear 
foot,  iron  bolts  5  cents  per  pound,  and  earth  filling  in  cofferdam 
30  cents  per  cubic  yard.  At  the  time  the  steel  cofferdams  were 
built  (about  1905)  the  cost  of  the  double-wall  cofferdams  would 
probably  have  been  between  30  and  40  percent  greater  than  in 
1886.  These  figures  show  the  considerable  economy  of  coffer- 
dams in  which  steel  instead  of  timber  sheet-piling  is  employed. 

^  Engineering  News,  vol.  54,  page  13&,  Aug.  10,  1905. 
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The  best  type  to  use  in  any  particular  case  is  that  one  whC 
fulfills  all  the  required  functions  at  a  minimum  cost.  Where  tT» 
depth  of  water  is  not  great,  and  the  danger  of  overflow  and  wail- 
ing away  does  not  occur,  the  simple  earth  cofferdam  will  prcfvt 
the  cheapest  and  most  satisfactory,  especially  if  the  site  of  tie 
permanent  foundation  must  be  excavated  to  some  depth;  for 
in  this  case  the  excavated  material  may  be  used  to  form  tie 
cofferdam.  Where  the  depth  of  water  is  considerable  tie 
width  of  the  cofferdam  becomes  so  great  that  this  type  is  not 
economical. 

Where  the  bottom  can  be  penetrated  with  piles  the  sheet-pile 
cofferdam  with  guide  piles  is  a  very  satisfactory  type.  F'«r 
high  heads  the  double-wall  cofferdam  will  be  used.  This  ioT~iii 
approximates  somewhat  the  earth  cofferdam,  but  possesses  tfce 
advantage  over  it  that  less  earth  is  required,  and  it  is  also  a 
stronger  structure  and  more  nearly  water-tight.  The  singl*- 
wall  type  obstructs  the  water-way  less  than  does  that  w£  th 
double  walls,  but  it  has  less  strength.  If  bracing  can  be  u&^ 
on  the  inside  the  latter  can  usually  be  made  sufhciently  strong 
to  withstand  any  forces  that  are  likely  to  come  upon  it. 

Where  the  bottom  is  composed  of  rock  a  sheet-pile  cofferdaJH 
on  a  frame  or  cribs  will  be  used.  Frames  are  used  where  tie 
cofferdam  can  be  braced  across  by  struts,  but  where  the  str**'^- 
ture  is  too  large  for  such  bracing,  cribs  are  necessary.  The  c*^b 
cofTerdam  may  be  said  to  have  gone  out  of  use,  the  open  caiss*" 
having  taken  its  place.  Where  the  colTerdam  is  not  large  aJwl 
the  same  size  is  to  be  used  a  number  of  times  some  form  ^ 
movable  structure  should  be  adopted. 

As  to  whether  wooden  or  steel-piling  should  be  used  in  a*^y 
particular  case  becomes  simply  a  question  of  the  relative  cc^**^ 
of  the  two  types.  In  general,  the  steel- piling  will  be  used  in  ait!:**' 
near  cities  or  where  the  work  is  in  close  proximity  to  a  railroa^^' 
while  the  wooden  shcet-piUng  will  be  cheaper  near  centers  C^ 

nber  supplies.     Steel-piling  will  also  show  mote  economy 
peater  the  depth  of  cofferdam. 


CHAPTER  VII 

BOX  AND  OPEN  CAISSONS 

Art.  79.    Definitions  and  Classification 

As  defined  in  the  Century  Dictionary,  a  caisson  is  a  "large 
and  water-tight  box  or  casing,  in  which  work  is  conducted  below 
water-level,  as  in  a  bridge  pier."  Unfortunately  this  meaning 
is  true  only  for  a  small  proportion  of  the  structures  now  termed 
caissons.  In  fact,  so  many  modifications  of  the  original  type 
have  developed  that  further  differentiation  is  necessary.  For 
this  reason  caissons  will,  in  this  book,  be  divided  into  three 
general  types:  box  caissons,  open  caissons,  and  pneumatic 
caissons. 

All  caissons  have  one  characteristic  in  common:  they  form  a 
pennanent  shell  for,  and  are  an  integral  part  of,  bridge  and  build- 
ing foundations,  being  used  simply  as  a  convenient  means  of 
placing  such  a  foundation  in  position. 

The  box  caisson  is  used  where  no  sinking  is  required,  and  con- 
sists merely  of  a  box,  open  at  the  top  and  closed  at  the  bottom, 
which  is  filled  with  concrete  or  other  masonry,  to  serve  as  a 
foundation  for  the  pier  or  other  structure  to  be  built  on  the  same. 
When  sinking  must  be  resorted  to  in  order  to  carry  the  founda- 
tion down  to  a  stratum  having  sufficient  bearing  power  to  carry 
the  superincumbent  load,  the  box  must  be  open  at  the  bottom 
^  order  that  the  earth  underneath  may  be  removed  to  allow 
sinking  to  take  place.     If  this  excavation  is  done  by  dredging 
through  the  water,  we  have  the  open  caisson,  while  if  the  caisson 
^s  roofed  and  air  pressure  applied  to  force  out  the  water,  to  allow 
workmen  to -excavate  the  material  by  hand,  it  is  called  a  pneu- 
tnatic  caisson.     Briefly  then,  a  caisson  is  a  box;  if  open  at  the 
top  and  closed  at  the  bottom,  it  is  a  box  caisson;  if  open  both 
it  the  top  and  at  the  bottom,  it  is  an  open  caisson;  while  if 
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open  at  the  bottom  and  closed  at  the  top  and  utilizes  com] 
air,  it  is  a  pneumatic  caisson.  In  all  cases  the  caisson  is 
a  shell  which  must  be  filled  with  concrete  or  other  masc 
form  the  foundation. 

Most  caissons  are  surmounted  with  cofferdams  on  acc< 
the  undesirability  of  extending  the  caisson  above  low  wat< 
both  for  reasons  of  durability  and  appearance. 

Art.  8o.    Box  Caissons  of  Timber 

A  box  caisson  is  a  box,  usually  water-tight,  closed  at  tl 
tom  and  sides  and  open  at  the  top,  which  forms  an  integi 
permanent  part  of  the  foundation.     Box  caissons  are  ir 
timber  and  of  concrete,  the  former  material  being  more 
employed  than  the  latter. 

Except  where  placed  on  piles,  the  use  of  this  type  of  cai 
limited,  owing  to  the  necessity  of  first  excavating  to  the  < 
depth,  i.e.,  to  where  firm  bearing  may  be  obtained,  befor 
ing  the  caisson.  The  depth  to  which  it  is  possible  to  exca 
limited  owing  to  the  tendency  of  the  wet  material  to  flo 
the  hole.  In  a  few  cases  box  caissons  have  been  made  1 
several  feet  by  running  pipes  through  the  bottom  and  i 
water  through  the  same,  thus  washing  out  the  materia 
underneath  and  allowing  sinking  to  take  place. 

The  box  caisson  used  for  the  foundation  of  the  Suthei 
River  bridge,  Nova  Scotia,  had  a  bottom  composed  of  a  < 
thickness  of  12  X  12-inch  timbers  laid  close,  the  timbers 
upper  course  running  at  right  angles  to  those  of  the  lower  c 
The  sides  were  formed  of  vertical  studding,  horizontal  she 
and  diagonal  bracing.  This  caisson,  which  was  built  on 
and  made  water-tight,  was  launched  and  towed  to  the  site 
which  the  permanent  masonry  was  placed  to  sink  it  to  the 
piles  on  which  it  was  to  rest. 

The  pivot-pier  caisson  of  the  Newark  Turnpike  ] 
between  Jersey  City  and  Kearney  Township,  was  circu 
plan  and  was  composed  of  light  wooden  walls,  with  an  oct 
timber  grillage  4  feet  thick  for  the  bottom,  as  shown  in  Fig 
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This  caisson  rested  on  a  pile  foundation,  and  is  a  good  example  of 
a  box  caisson  resembling  a  movable  cofferdam  on  grillage.  The 
drawing  shows  that  a  small  amount  of  interior  bracing  was  used. 
The  caisson,  which  was  24  feet  high,  was  surmoimted  above  low 
water-level  by  a  detachable  cofferdam  8  feet  high,  made  of  the 
same  material  as  the  sides  of  the  caisson. 

^"The  staves,  about  32  feet  long,  were  made  of  3  X  8-inch 
timbers,  dressed  and  cut  at  the  mill  to  the  required  dimensions. 
They  were  tapered  tJt  inch,  to  correspond  with  the  batter 
of  the  pier  and  had  edges  beveled  to  make  exterior  caidking 
joints.  Each  stave  was  made  in  two  pieces  to  allow  for  the 
removal  of  the  cofferdam  on  top,  and  the  horizontal  butt  joint 
between  the  caisson  and  cofferdam  was  calked  on  the  outside. 
Each  stave  was  bored  at  the  mill  with  26  holes  for  f-inch 
spikes  to  the  inside  rings  made  of  two  courses  of  timber,  breaking 
joints,  bolted  together  and  having  their  outer  edges  dressed  to 
circular  curves.  At  eight  equidistant  points  on  the  upper  and 
middle  rings  pairs  of  horizontal  f-inch  connecting  plates  were 
bolted  to  them  projecting  inward  to  form  jaws  which  receive  the 
bolted  connections  of  the  1 2  X 1 2-inch  interior  braces .... 

"The  first  course  of  12 X  12-inch  grillage  timbers  was  assem- 
bled floating  in  the  river  and  a  pair  of  transverse  timbers  on  top 
of  it  were  bolted  to  the  outside  timbers.  These  acted  as  clamps, 
permitting  the  timbers  to  be  wedged  tightly  together  and  spiked 
to  the  second  course,  after  which  the  clamp  timbers  were 
removed  and  the  third  and  fourth  courses  laid  and  spiked  tightly 
together,  completing  the  grillage,  which  was  made  of  yellow  pine 
and  floated  with  the  upper  surface  about  14  inches  above  the 
water.  The  top-course  joints  were  caulked  with  oakum  and  a 
12-inch  coaming  was  spiked  to  it,  and  caulked,  thus  increasing 
the  freeboard  and  providing  a  dry  working  platform  when  the 
grillage  was  submerged  deeper  by  men  and  materials.  The  bot- 
tom ring,  with  an  outside  radius  of  about  23^  feet,  was  made  of 
two  courses  of  3  X 1 2-inch  scarf  boards  concentric  with  the  pivot, 
and  was  spiked  to  the  grillage  with  7  X  12-inch  dock  spikes. 
Inside  of  it  a  light  wooden  falsework  was  built  to  which  were 

^  Engineering  Record,  vol.  64,  page  720,  Dec.  16,  191 1. 
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secured  four  concentric  horizontal  rings,  each  made  with  two 
courses  of  6X  12-inch  timber,  breaking  joints  and  dressed  to  cir- 
cular curves  on  the  outer  edges.  The  lowest  of  the  four  rings 
was  anchored  to  the  grillage  by  40  2i-inch  special  lag  screws 
penetrating  nearly  through  the  second  course  of  grillage.  The 
lower  sections  of  the  staves,  24  feet  long,  were  then  assembled  to 
the  rings  and  secured  to  them  by  four  fx  7-inch  spikes  in  each 
stave  at  each  ring." 

Caissons  of  a  somewhat  different  form  were  used  for  the  foun- 
dation of  the  south  pier  of  the  Duluth  Ship  Canal.  They  were 
from  24  to  36  feet  wide,  21  feet  high,  and  from  50  to  100  feet 
long.  The  floor  was  8  inches  thick  laid  close,  the  channel  side 
had  a  solid  wall  of  a  double  thickness  of  12  X  12-inch  timbers, 
while  the  opposite  side  was  composed  of  a  single  thickness  of  12 
X 1 2-inch  timbers  laid  close.  Cormecting  and  bracing  the  two 
walls  were  transverse  bulkheads  of  loX  12-inch  material,  spaced 
4  feet  center  to  center  horizontally. 

The  caissons  were  built  in  the  harbor,  towed  to  the  site,  and 
sunk  by  filling  with  rock  and  gravel.  After  sinking,  the  cais- 
sons were  covered  with  a  layer  of  heavy  timbers,  on  which 
was  built  the  concrete  pier,  the  tip  of  the  caisson  being  slightly 
below  low  water-level. 

Art.  81.    Box  Caissons  of  Concrete 

The  two  principal  advantages  possessed  by  the  concrete  box 
caisson  over  the  timber  caisson  are:  First,  the  caisson  may  be 
carried  up  to  above  low  water-level,  thus  eliminating  cofferdam 
work;  and  second,  it  is  a  more  durable  type,  especially  in  those 
waters  infested  by  marine  wood  borers.  Caissons  made  of  con- 
crete will  usually  prove  somewhat  more  expensive  than  those 
made  of  timber. 

Fig.  8ia^  shows  the  type  of  caisson  used  as  breakwaters  and 
piers  for  a  bridge  forming  a  yacht  landing  at  Glen  Cove,  Long 
Island.  To  make  the  launching  easier  the  caissons  were  built 
in   two   sections.    They    were  reinforced    for   exterior   pres- 

'  From  Paper  on  Reinforced  Concrete  Pier  Construction  by  Eugene  Klapp, 
Trans-  Am.  Soc  C.  E.,  vol.  70,  page  448,  Dec,  1910. 
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sures  which  the  structures  wo\ild  meet  in  sinking  and  for  in- 
terior pressures  which  would  occur  at  low  tide  by  reason  of  the 
interior  filling. 

All  caissons  were  cast  standing  on  skids.    When  the  concrete 
hardened  sufficiently  a  derrick  scow  lifted  and  set  them  in  the 
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Fig.  810. —  Box  Caisson  of  Reinforced  Concrete  near  Glen  Cove,  Long  Island. 

water,  after  which  they  were  towed  to  position  and  sunk.  Some 
of  the  upper  sections  were  placed  on  the  scow  and  lifted  directly 
from  there  upon  the  lower  sections  already  in  place.     In  the 
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bottom  sections  a  3-inch  hole  was  cast,  which  was  closed  while 
the  caisson  was  being  towed  to  position.  When  directly  over  the 
site  of  the  foundation  bed,  water  was  let  in  by  unplugging  the 
hole  to  sink  the  structure,  after  which  the  same  was  filled  with 
sand  and  gravel. 

For  a  very  complete  discussion  of  the  subject  of  concrete  cais- 
son construction  for  breakwaters  the  reader  is  referred  to  a  paper 
by  Major  W.  V.  Judson  in  the  Proceedings  of  the  Western 
Society  of  Engineers,  vol.  14,  page  533.  An  abstract  of  this 
paper  may  be  consulted  in  Engineering  News,  vol.  62,  page  34, 
July  8, 1909. 

Art.  82.    Miscellaneous  Types 

A  metal  box  caisson,  composed  of  a  vertical  cylinder  9  feet  in 
diameter  and  nearly  13  feet  high,  having  sides  formed  of  |-inch 
steel  plate  and  a  bottom  composed  of  a  ribbed  and  flanged  cast- 
ing, sUghtly  convex  downward,  was  sunk  about  13  feet  through 
qiucksand  to  form  the  foundation  for  some  machinery  at  the . 
General  Electric   Company's   Plant  at   Schenectady,  N.   Y. 
Through  the  bottom  there  were  forty -four  i  J-inch  holes,  each  hole 
being  tapped  for  a  vertical  pipe,  which  in  turn  was  connected 
to  a  3-inch  main  which  provided  water  at  80  pounds  pressure. 
Valves  were  so  placed  that  any  combination  of  streams  could  be 
used  at  once.     The  caisson  was  sunk  by  opening  the  valves,  thus 
fordng  the  water  through  the  pipes  to  scoiu:  out  under  the  bot- 
tom of  the  cylinder.    At  the  same  time  the  caisson  was  heavily 
weighted  with  pig  lead.     Some  little  trouble  was  experienced  in 
keeping  the  caisson  plumb  but  by  using  certain  jets  at  certain 
times  and  by  placing  the  loading  material  mostly  on  the  high 
side  the  structure  was  finally  brought  to  bearing  on  the  firm 
material.    The  pipes  were  then  disconnected  near  the  bottom 
^nd  concrete  placed  in  the  caisson. 

Another  modified  form  of  box  caisson  used  at  the  same  place 
to  avoid  danger  of  undermining  adjacent  structures  resting  on 
the  quicksand,  was  simk  by  boring  out  the  quicksand  from  under 
the  caisson.  A  pile  foundation  was  to  be  used  and  as  it  was 
desired  to  cut  off  the  piles  at  an  elevation  well  below  groimd 
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water-level,  a  box  caisson  4  feet  high  and  16  by  40  feet  in  plan 
inside  dimensions,  was  constructed  with  a  large  number  oi 
12-inch  holes  cut  through  the  bottom.  Twelve-inch  vertica 
wrought-iron  pipes,  4  feet  long  and  open  at  both  ends,  were 
fitted  into  these  holes,  after  which  the  caisson  was  filled  with  con- 
crete to  the  top  of  the  pipes.  After  this  had  set  3600  tons  of  pij 
iron  were  loaded  on  the  caisson  between  the  pipes.  The  quick- 
sand would  not  rise  in  the  pipes  but  by  means  of  post-hole  augers 
the  material  was  raised  and  removed.  Care  was  taken  U 
remove  but  a  slight  amount  from  a  hole  at  any  one  time  in  ordei 
to  prevent  unequal  settlement.  After  sinking  the  desired 
amount,  about  4  feet,  piles  of  about  1 1  inches  diameter  at  the 
top  were  driven  through  the  pipes  to  a  distance  of  about  19 
feet  below  the  bottom  of  the  caisson  and  were  then  cut  oflF  level 
with  the  tops  of  the  pipes,  after  which  the  latter  were  grouted 
and  the  foundation  completed. 

In  both  the  foregoing  cases  the  problem  was  to  sink  a  founda- 
tion through  quicksand  without  disturbing  adjacent  structures 
founded  on  quicksand.  Success  was  due  to  weighting  the  cais- 
son so  heavily  that  quicksand  could  not  flow  under  the  same 
from  outside  and  at  the  same  time  providing  means  to  remove 
the  sand  under  the  caisson. 

Art.  83.    Single- Wall  Open  Caissons 

An  open  caisson  is  a  box-like  self-contained  structure  either 
partly  or  entirely  open  at  both  top  and  bottom,  and  forming  an 
integral  and  permanent  part  of  the  pier. 

The  open  caisson  which  forms  one  of  the  most  important 
classes  of  structures  used  for  subaqueous  work  and  has  the 
distinction  of  being  employed  for  the  deepest  foundations,  may 
be  divided  into  three  types:  First,  the  single- wall  timber  cais- 
son consisting  of  a  frame  with  solid  walls  and  without  top, 
bottom,  interior  chambers,  or  cutting  edges;  second,  the  cylin- 
der caisson  consisting  of  open  cylinders  of.  iron  or  masonry; 
and  third,  the  caisson  with  dredging  wells  consisting  of  a  struc- 
ture partly  closed  both  at  the  top  and  at  the  bottom,  with  open 
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wells  running  vertically  through  it.  The  first  type  is  used  where 
Htde  or  no  sinking  is  required,  while  the  second  and  third  are 
employed  where  sinking  is  necessary;  the  second  where  the 
required  cross-sections  of  foundations  are  small  and  the  third 
where  they  are  large. 

In  the  details  of  construction  the  single-wall  open  caisson  of 
timber  resembles  the  single- wall  crib  cofferdam  (Art.  72).  and 
differs  from  it  chiefly  in  that  it  is  an  integral  part  of  the  founda- 
tion. The  caisson  usually  consists  of  a  solid  framework  of 
12  X  12-inch  timbers  thoroughly  caulked.  It  is  used  only  where 
little  or  no  sinking  is  required  or  else  where  the  material  to  be 
sunk  through  is  very  soft.  This  is  true  since  sinking  must  be 
done  by  artificially  weighting  the  structure  with  removable 
material,  such  as  iron  rails.  If  soft  material  covers  the  site,  as 
much  of  it  as  possible  should  be  dredged  out  before  placing  the 
caisson.  Removing  the  material  from  within  the  caisson  after  it 
is  placed,  and  also  using  the  water-jet  along  the  sides  will 
greatly  facilitate  sinking.  On  reaching  its  final  position  con- 
crete is  deposited  through  the  water  to  a  depth  of  several  feet 
and  allowed  to  harden.  This  virtually  forms  a  box  caisson 
which  is  then  pumped  out  and  filled  with  concrete,  placed  in  the 
dry,  to  make  the  foundation  for  the  pier.  It  is  customary  to 
add  a  cofferdam  on  top  of  the  caisson  so  that  the  latter  may  not 
extend  above  low  water. 

Fig.  83a  shows  the  details  of  the  caisson  used  for  one  of  the 
piers  of  the  French  River  bridge  of  the  Canadian  Pacific  Rail- 
way. The  lower  part  was  built  on  shore,  the  structure  then 
being  laimched  and  completed  in  the  river.  Rolls  of  canvas 
were  attached  to  the  inner  faces  along  the  bottom  and  as  soon 
as  the  caisson  was  lowered  to  the  bottom,  divers  went  down  and 
spread  out  the  canvas,  and  on  it  laid  bags  of  cement  to  close 
the  openings  under  the  walls.  A  layer  of  mortar  was  then  de- 
posited through  the  water  on  the  rock  bottom,  after  which  the 
remamder  of  the  caisson  was  filled  with  concrete.  The  cais- 
son was  surmounted  with  a  cofferdam  of  exactly  the  same 
construction  as  the  caisson. 

Fig-  836  shows  the  details  of  the  caissons  used  in  the  substruc- 
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ture  of  the  Columbia  River  bridge   of  the  Oregon-Washinglof^^ 
Railroad  &  Navigation  Co.     The  river  bed  was  composed  o 
very  firm  soapstone,  ov 
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Fig.  830. — Open  Cai 
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gravel  and  sand.  The  maximum  depth  of  water  at  the  usual 
stage  of  the  river  was  about  50  feet,  with  a  maximum  velociy|' 
of  current  of  7  miles  per  hour. 
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The  caissons  after  being  framed  were  floated  to  place  and 
sxialc  by  loading  with  steel  rails,  the  latter  being  placed  in  the 
Tacks  shown  on  the  drawings.  All  concrete  was  placed  through 
ttie  water,  no  attempt  being  made  to  pump  out  the  caisson. 
"pon  completion  of  concreting  all  timbers  above  low  water- 
leve!  were  removed. 

Some  of  the  piers  of  the  Fraser  River  bridge  at  New  West- 
minster, British  Columbia,  were  founded  on  caissons,  14  by 


34  feet  in  plan,  resting  on  pile  foundations,  in  which  the  piles 
were  60  feet  long.  These  caissons  were  composed  of  12X 
12-inch  timbers.  They  were  sunk  to  a  depth  of  from  10  to  20 
feet  below  the  original  level  of  the  bottom  by  loading  stones  on 
timbers  placed  across  their  tops  and  by  pumping  out  the  soft 
material  with  the  sand  and  mud  pump  described  in  Art.  91. 
On  reaching  the  final  position  a  layer  of  1-2-3  concrete,  5  to 
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lo  feet  thick,  was  deposited  around  the  piles  by  a  stt 
tremie.    This  concrete  was  allowed  to  harden  one  wed 
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which  the  caisson  was  pumped  out  and  the  piles,  whic 
driven  previously  to  placing  the  caisson,  were  then  cut  oi 
below  low  water,  the  top  of  the  caisson  being  2  feet  bel 
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water.    The  remainder  of  the  concrete  was  laid  in  the  dry. 
The  chief  function  of  the  caisson  was  to  protect  the  upper  19 
feet  of  the  piles  against  scour.    The  physical  conditions  at  the 
site  are  described  in  Art.  88. 

To  sink  the  caissons  of  the  Rio  Conchos  bridge  of  the  Kan- 
sas City,  Mexico  &  Orient  Railway,  stringers  were  placed  across 
the  ends  and  a  floor  was  placed  on  the  portions  of  these  stringers 
projecting  beyond  the  sides,  and  these  floors  were  boxed  up  to  a 
height  suffident  to  carry  a  load  of  75  tons  of  gravel  each.  This 
gravel  was  dredged  from  the  inside  of  the  caissons. 

Fig-  83  c  illustrates  an  example  of  the  circular  caisson  of  a  form 
called  the  basket  crib.     This  type  of  caisson  has  been  used  by 
the  Engineering  Department  of  Boston,  Mass.,  in  a  number  of 
cases  for  the  foundations  of  pivot  piers.    This  caisson,  which 
was  60  feet  in  diameter  and  30  feet  high,  is  of  special  interest  on 
account  of  the  cylindrical  chamber,  30  feet  in  diameter  and  22 
feet  high,  in  the  upper  part  of  the  caisson,  which  reduced  the  vol- 
ume of  concrete.    This  plan  follows  the  tendency  of  the  present 
day  in  regard  to  bridge  piers  (Chapter  XII).     ^  "The  basket 
^rfb,  or  form  for  the  pier  foundation,  was  built  of  about  145 
horizontal  courses  of  3  X  12-inch  yellow  pine  planks,  8  feet  long, 
laid  flat  and  breaking  joints.    The  ends  were  beveled  to  make 
radial  joints,   and  each  plank  was  secured  to  those   below 
it  by  i-inch  oak  tree  nails  9  inches  long,  two  at  each  end  of  each 
Plaiik.  ...     In  addition  the  planks,  were  well  spiked  to  the 
^ower  courses  throughout  their  entire  length  with  6-inch  spikes. 
T*he  courses  were  also  secured  together  by  4  X  12-inch  vertical 
planks  opposite  alternate  joints  which  were  fastened  to  the  inner 
^^^cles  of  the  crib  by  lag  screws." 

before  placing  the  caisson  the  site  was  dredged  to  rock. 
-T^he  caisson  was  sunk  by  loading  with  old  iron  and  stone  and  by 
^a.nging  heavy  chains  over  the  walls. 

Art.  84.     Cylinder  Caissons 

The  cylinder  caisson  consists  of  a  cylindrical  shell  of  masonry^ 
^ood,  iron,  or  reinforced  concrete,  shod  with  some  form  of  cut- 

*  Sogineering  Record,  .vol.  .68,  page  .138,  Aug.  2,  1913. 
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ting  edge,  and  is  sunk  by  excavating  the  material  within  the  cais- 
son and  at  the  same  time  weighting  it,  or  using  the  water-jet 
around  the  sides  to  decrease  the  friction.  Where  the  cylinder 
is  of  large  diameter  there  may  be  two  shells,  an  outer  and  an 
inner  one,  the  space  between  the  two  being  filled  with  concrete 
as  the  caisson  sinks.  Where  the  cyUnder  caisson  is  used  it  is 
customary  to  construct  the  piers  as  an  upward  extension  of 
the  caisson. 

This  type  of  foundation  is  widely  employed  where  the  loads 
to  be  supported  are  not  great  but  where  it  is  necessary  to  go 
down  a  considerable  distance  to  avoid  scouring  action.  Particu- 
larly in  the  British  Provinces  of  the  Far  East  has  it  been  widely 
used,  for  there  the  rivers  are  dry  or  nearly  so  for  a  large  part  of 
the  year,  but  deep  and  torrential  during  certain  months,  thus 
requiring  the  foundations  to  be  bedded  at  a  depth  below  that 
of  any  possible  scour. 

Cylinder  Caissons  of  Masonry. — For  many  centuries  the 
natives  of  East  India  have  employed  the  masonry  caisson,  or 
'  open  well,'  as  it  is  more  frequentiy  called,  in  sinking  the  founda- 
tions for  their  bridges.  In  their  most  primitive  form  these 
caissons  consisted  of  wells  large  enough  for  but  one  man  to  work 
in — about  3  feet  in  diameter — and  were  built  of  brick  masonry 
resting  on  wooden  curbs.  They  were  sunk  to  a  maximum  depth 
of  about  17  feet  by  divers  excavating  inside  of  them  and  bring- 
ing up  the  excavated  material  in  buckets.  When  bedded  on  a 
firm  stratum  they  were  filled  with  masonry.  For  those  streams 
which  were  low  or  dry  for  much  of  the  year  this  was  a  cheap 
and  effective  method  of  placing  the  foundations. 

A  modern  example  of  this  general  type  is  found  in  the  con- 
struction of  the  north  abutment  caissons  of  the  Chittravati 
bridge,  where  brick  caissons  on  wrought-iron  curbs  were  used, 
the  exterior  diameter  being  12  feet  and  the  thickness  of  the 
brick  wall  2  feet.  They  were  sunk  to  a  maximiun  depth  of 
about  63  feet  by  dredging  through  the  wells  and  by  loading 
with  iron  rails. 

Cylinder  Caissons  of  Wood. — Fig.  84a  illustrates  the  cais- 
sons of  wood  used  for  the  foundations  of  a  shipping  pier  at  San 
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Frandsco.  Each  caisson  was  made  of  Douglas  fir  timber  staves 
4  inches  thick,  banded  with  iron.  The  bottom  consisted  of  a 
cast-iron  bell  attached  to  the  staves  as  shown  in  the  diagram. 
The  cylinders  were  bedded  about  12  inches  in  a  hard  clay 
stratum  which  was  about  40  feet  below  mean  low  water  and  46 
feet  below  mean  high  water.  An  average  depth  of  about  15  feet 
ofsoft.mud  overlaid  the  clay. 

The  caissons  were  sunk  through  this  soft  material  by  means 
of  four  water-jets  playing  around  the  bottom  of  each.    Little 


Dvtoil  of  Cl  Ball.  Cylindw  B.lr»IOK»™m. 

'iG.  840. — Cylinder  Caisson  for  Foundations  of  Shipping  Pier  at  San  Prancisco,  Cal. 


<lriving  was  necessary  until  the  clay  stratum  was  reached. 
Special  frames  were  used  on  top  of  the  caissons  to  receive  the 
hlows  of  the  hammer.  As  soon  as  the  desired  penetration  was 
obtained  the  water  and  mud  were  pumped  from  the  caisson — the 
fJay  effectually  sealing  the  bottom — and  the  bottom  carefully 
""spected,  after  which  the  reinforcement  was  placed  and  the 
cylinder  filled  with  1-2-4  concrete.  This  type  of  caisson  has 
Men  used  but  little  on  account  of  its  lack  of  strength  and  rather 
high  cost. 
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Art.  85.    Metal  Cylinder  Caissons 

Experience  has  shown  that  there  are  many  advantages  gained 
by  using  a  shell  of  iron  or  steel  in  place  of  one  of  brick  masonry, 
especially  when  water  covers  the  site  of  sinking.  The  shell  may 
be  of  cast  iron,  wrought  iron  or  steel,  the  last  being  used  almost 
exclusively  in  this  country.  There  are  three  advantages  which 
the  metal  type  possesses  over  the  masonry:  First,  greater 
strength;  second,  a  higher  degree  of  water- tightness;  and 
third,  less  friction  developed  in  sinking.  After  the  caisson  is 
sunk  to  a  proper  bearing  it  is  filled  with  concrete  or  sand;  the 
former  being  invariably  used  in  America,  while  English  engineers 
use  the  latter  to  a  considerable  extent. 

The  California  City  Point  coal  pier  offers  a  good  example  of 
the  use  of  cylinder  caissons  of  small  diameter,  being  formed  of 
flanged  cast-iron  pipe  4  feet  in  diameter.  The  depth  of  water  at 
the  site  was  about  30  feet,  while  from  4  to  40  feet  of  mud  over- 
laid the  hard  bottom  on  which  the  caissons  were  to  rest. 

In  order  to  increase  the  bearing  area  on  the  bottom  a  special 
conical  section  was  made  for  the  lower  end  of  the  cylinders,  the 
maximum  diameter  of  this  section  being  8  feet.  The  shell  above 
this  lower  section  was  composed  of  regular  4-foot  cast-iron  pipe 
in  12-foot  lengths,  each  section  being  fastened  to  the  one  above 
and  below  with  forty-four  if -inch  bolts  through  the  flanges. 

Sinking  the  shells  was  accomplished  as  follows:  A  number  of 
sections  were  bolted  together,  lowered  vertically  to  position  on  the 
mud  bottom,  and  braced  there  with  guys.  They  were  sunk  by 
dredging  out  the  inside  of  the  pipe  by  means  of  a  J-cubic  foot 
orange-peel  bucket,  new  sections  of  pipe  bein^  added  as  the 
cylinder  went  down.  Where  the  resistance  to  sinking  was  con- 
siderable the  work  was  facilitated  by  temporarily  loading  the  top 
of  the  caisson  with  steel  beams  and  girders,  and  by  the  use  of  the 
water-jet  around  the  cutting  edge.  After  sinking  operations 
were  completed  the  conical  portion  of  the  cylinder  was  filled 
with  concrete  deposited  through  the  water,  and  after  the  latter 
had  hardened  the  water  was  pumped  from  the  cylinder.  Four- 
teen vertical  reinforcing  rods  of  lA-inch  diameter  were  then 
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placed  in  each  cylinder,  after  which  the  latter  was  filled  with  a  . 
1-3-5  mixture  of  concrete,  rammed  in  12-inch  layers,  to  form  the 
foundation  for  one  of  the  columns  of  the  coal  pier. 

The  caissons  for  the  highway  bridge  across  the  Kansas  River 
at  Fort  Riley  are  typical  examples  of  steel  cyUnder  caissons,  so 
much  used  for  light  highway  bridges,  where  it  is  necessary  to  go 
down  some  distance  below  the  bed  of  the  stream  to  get  proper 
bearing  material.  Each  pier  consisted  of  two  cylinders  well 
braced  together,  each  cyUnder  being  5  feet  in  diameter.  The 
metal  used  was  J  inch  thick,  although  a  thickness  of  f  inch 
would  have  been  better.  The  cylinder  sections  were  in  6-foot 
lengths,  butt-jointed  with  splice  plates  on  the  inside,  and  were 
riveted  up  in  12-  and  18-foot  sections  in  the  bridge  shop.  The 
cylinders  were  54  feet  long  and  were  sunk  through  fine  sand  by 
dredging  and  weighting,  and  at  a  time  when  the  river  was  dry,  to 
an  average  depth  of  24  feet  below  the  river  bottom. 

The  8-foot  diameter  cylinders  used  on  the  Atchafalaya 
bridge,  Morgan  City,*  La.,  are  said  to  be  the  deepest  single- wall 
cylinder  caissons  on  record,  being  sunk  to  a  depth  of  120  feet 
below  high  water,  or  from  70  to  115  feet  below  the  mud  line. 
Below  this  mud  line  the  cylinders  were  of  cast  iron  and  above  of 
wrought  iron  (see  Baker's  Masonry  Construction). 

English  engineers  have  used  cast-iron  cylinder  caissons  of 
fairly  large  diameter  for  many  of  their  bridges,  but  experience 
(Charing  Cross  bridge,  i860)  long  ago  taught  them  that  the 
lower  sections  should  be  of  wrought  iron  or  steel,  for  cast  iron  is 
too  brittle  a  material  to  use  for  a  cutting  edge.  For  a  very 
complete  description  and  discussion  of  the  sinking  of  cast-iron 
cylinder  caissons  with  vnrought-iron  cutting  edges,  see  Proceed- 
ings of  the  Institution  of  Civil  Engineers,  vol.  103,  page  135. 

One  of  the  most  expensive  items  connected  with  the  sinking 
of  cylinder  caissons  is  that  of  artificially  weighting  the  structure 
to  promote  sinking,  because  this  weighting  material  must 
be  removed  and  replaced  each  time  new  sections  are  added 
to  the  caisson.  Largely  for  this  reason,  where  the  size  of  the 
caisson  will  permit,  it  is  advisable  to  use  a  double  wall  so  that 
much  of  the  permanent  concrete  filling  may  be  placed  during 
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sinking,  and  thus  decrease  the  amount  of  temporary  loading 
necessary. 

This  was  done  in  the  caisson  for  the  pivot  pier  for  the 
OmahaBridge  &  Terminal  Company's  bridge  across  the  Missouri 
River  from  East  Omaha  to  Council  BluflFs,  la.  As  shown  in 
Fig.  85a  the  caisson,  which  was  of  steel,  had  an  outer  diameter  of 
40  feet  and  an  inner  diameter  of  20  feet.  It  rested  on  soUd  rock 
120  feet  below  low  water.  For  the  first  50  feet  the  material  was 
sand  and  day,  and  below  this  there  was  about  60  feet  of  coarse 
sand  overl)ring  a  few  feet  of  boulders  which  rested  on  soUd  rock. 
At  a  low  stage  of  the  river  the  depth  of  water  was  slight.  Sink- 
ing was  accomplished  by  a  combination  of  three  agencies: 
Dredging  the  material  from  inside  the  caisson,  using  water-jets 
to  reduce  the  side  friction,  and  filling  the  space  between  the  two 
shells  with  concrete.  On  completing  the  sinking  the  well  was 
also  filled  with  concrete.  The  details  of  the  caisson  are  clearly 
shown  in  the  illustrations. 

In  the  Pyrmont  Bridge,  Sidney,  N.  S.  W.,  the  same  general 
type  of  caisson  as  just  described  was  used,  except  that  the  shell 
was  of  wrought  iron  instead  of  steel.  For  details  of  this  work  see 
Proceedings  Institution  of  Civil  Engineers,  vol.  170,  page  138. 

Art.  86.     Reinforced-Concrete  Cylinder  Caissons 

T^he  use  of  reinforced  concrete  for  this  type  of  caisson  is  likely 
^^  increase  greatly  in  the  future,  since  it  is  the  most  appropriate 
^^terial  as  explained  in  Art.  90. 

One  of  the  early  examples  in  America  of  the  appUcation  of  this 
^)^P^  of  caisson  was  placed  in  19 10  in  the  foundations  of  the  ped- 
^t^ls  for  the  Penhorn  Creek  Viaduct  of  the  Erie  Railroad. 
A  single  caisson  was  used  for  each  pedestal.  The  shell  of  the 
^^^^son  consisted  of  a  hollow  reinforced-concrete  cylinder,  hav- 
^^S  an  exterior  diameter  of  6|  feet  and  an  interior  diameter  of 
4?  £eet,  thus  giving  a  thickness  of  i  foot.  It  was  reinforced  with 
2~iri.ch  vertical  rods,  spaced  9  inches  center  to  center,  and  by  i- 
^^^li  horizontal  circular  rods  spaced  6  inches,  the  former  located 
2  iiiches  from  the  outside  face  and  the  latter  just  inside  of  these. 

17 
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The  depths  to  which  the  caissons  were  sunk  varied  greatly, 
many  of  them  extending  to  about  70  feet  below  the  surface 
of  the  ground,  which  corresponds  to  about  55  feet  below  groimd 
water-level. 

In  constructing  a  caisson  a  pit  about  11  feet  square  and  10 
feet  deep   was  excavated  and  lined  with  3  X  12-inch  butt- 
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Fig.  86a. — Cutting  Edge  of  Caisson,  Penhom  Creek  Viaduct,  Jersey  City,  N.  J. 

jointed  sheathing,  braced  by  12X  12-inch  horizontal  rangers. 
Four  vertical  12X  12-inch  sticks  were  then  placed,  one  at  the 
middle  of  each  waling  piece,  to  serve  as  a  guide  for  the  caisson. 
The  cast-iron  cutting  edge  shown  by  the  heavy  lines  in  Fig.  86a, 
was  then  placed  in  the  bottom  of  the  pit.  Above  this  were 
placed  outside  and  inside  collapsible  steel  forms  in  5-foot  lengths. 
All  caissons  were  cast  in  20-foot  units,  the  caisson  being  built 
to  this  height,  allowed  to  set,  sunk,  and  another  section  added. 
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ihe  whole  operation  being  repeated  until  the  desired  depth 
was  reached.  Each  section  was  allowed  to  harden  six  days  be- 
iore  it  was  sunk. 

Sinking  through  the  mud  and  sand  was  effected  for  the  most 
part  by  interior  excavation  with  an  orange-peel  bucket.  The 
*3ler-jet  was  used  to  some  extent  and  weighting  was  also 
resorted  to  at  times.  It  was  found  advantageous  to  keep  the 
jel  pipes  separate  from  the  caisson  and  to  work  them  by  hand. 
Tie  average  rate  of  sinking  through  mud  was  6|  feet  per  day, 
while  ihrough  the  dense  underlying  sand  only  about  ij  feet  per 
day  could  be  accomplished. 

It  was  at  first  intended  to  found  the  caissons  on  rock,  using 
M  allowable  bearing  pressure  of  10.8  tons  per  square  foot,  but 
'Sler.  owing  to  the  greater  depth  of  the  rock,  it  was  decided 
^  found  them  on  the  dense  sand  above,  which  it  was  thought 
""Uld  safely  bear  a  load  of  7  tons  per  square  foot.  In  order  to 
^fduce  the  unit  pressure  to  this  amount  the  bottom  was  belled 
*™t  as  shown  in  the  illustration.  The  conical  or  belled  section, 
•liich  consisted  of  a  number  of  i*«-inch  steel  plates,  was  placed 
a  diver  who,  with  the  aid  of  a  water-jet  forced  the  dense 
**lci  from  around  the  cutting  edge  and  placed  the  plates.  Each 
plate  was  forced  into  the  sand  a  slight  distance  at  the  bottom 
''tl  sprung  behind  the  cutting  edge  at  the  top.  Upon  the  com- 
"^tion  of  this  work  the  caisson  was  filled  with  1-25—5  concrete. 
.Another  interesting  application  of  reinforced-concrete  cylin- 
ssons  is  that  for  the  foundation  of  the  lumber  dock  at 
'a.l|joa.  Canal  Zone,  the  details  of  which  are  shown  in  Figs.  86A 
;  inclusive. 

"The  bottom  section  forms  a  footing,  and  differs  from  the 
■»ers  in  that  the  exterior  surface  is  shaped  like  the  frustum  of 
'  Cone.  The  base  of  the  footing  rests  on  a  shoe  made  up  of 
*^el  plates,  as  shown  in  Fig.  86  b.  The  inside  form  (Fig.  86c) 
1  "Wedged  tightly  against  the  upper  edges  of  the  diagonal  plates 
'  the  shoe,  and  when  the  concrete  is  poured,  the  mixture  fills 
■*Jy  that  portion  of  the  shoe  bounded  by  the  outer  vertical  plate 
'^^J  the  diagonals.  In  this  way,  a  circular  wedge-shaped  cutting 
**6e  of  steel  is  formed,  entirely  protecting  the  concrete." 

^Rgincering  Record  vol.  60,  page  bo,  July  30,  igii. 
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At  first  the  caissons  were  built  in  place  like  those  of  the  Pen- 
horn  Greek  Viaduct,  but  the  work  progressed  so  slowly,  due  to 
haviag  to  work  in  a  cramped  space,  that  the  concrete  was  later 
cast  in  6-foot  sections  away  from  the  site. 

'"The  6-foot  cylindrical  sections  are  molded  on  a  platform 
for  the  purpose,  andloweredby  cranes  into  position  at  the  proper 
time.    The  reinforcing  scheme  consists  of  a  series  of  inner  and 
outer  vertical  rods  to  which  are  bound  a  series  of  inner  and  outer 
totizontal    rings.      In   con- 
structing   the    sections,    the  y^'^'^jf^^^^"  .gb'-~ 
Vertical  reinforcement  must     HHJi    1     "J, jp^^^.  'i  \     I 
oe  interrupted  near  the  sec-     ^^ ,  '■     \  '"f^^^SrT''^^  ^^ 
tion  joints,  but  strength  is      ior^^^^-f'^'^'     ^^jsb'    -^ 
given  by  means  of  six  i-inch            ^s^J^^f^Ba, 
^teel  anchor  rods,  12  feet  in        vfi     '^Zj^^F^^^'     ' 
'ength,     which     are    passed     ^^i '     !  ^iH!|^tbLE^  [ 
tlirough  cores  molded  in  the     ***  j  V^\^^xh^^^:...\ 
slell.     A  joint  between  rods  Longittjdinomea 
tihus  comes  in  every  other  fic.  86«. 
Section  only.     The  rods  are 

^:x)nnected  by  sleeve  nuts,  which  are  fitted  just  above  a  sec- 
tion joint  and  a  small  wedge-shaped  niche  is  molded  on  the 
<3utside  of  the  shell  of  necessary  sections  for  the  purpose  of  ad- 
justing and  fitting  the  junction  of  the  rods.  Fig.  86rf,  which 
shows  the  method  of  construction,  indicates  sections  but  3  feet 
in  height,  but  this  was  modified  as  described." 

The  material  sunk  through  was  silt,  sand,  and  clay,  in  the 
order  named,  overlying  bedrock  which  was  from  60  to  70  feet 
below  the  surface.  Little  or  no  water  covered  most  of  the  site. 
For  the  most  part  the  caissons  were  sunk  by  laborers  excavating 
inside  of  them;  the  water  was  kept  down  by  pumping,  and  the 
spoil  was  lifted  out  with  buckets  of  5  cubic  feet  capacity.  When 
rock  was  reached  the  cutting  edge  was  embedded  about  i  foot 
in  the  same,  after  which  a  conical  depression  was  blasted  out  of 
the  rock  in  the  center  in  order  to  have  the  concrete  filling 
form  a  strong  bond.     After  this  the  cylinder  was,  filled  with 

'  Engineering  Record,  vol.  66,  page  60,  July  20,  1912. 
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a  1-3-^5  mixture  of  concrete.     The  shells  themselves  were  con- 
structed with  a  1-2-4  mixture. 

Art.  87.    Open  Caissons  with  Dredging  Wells 

The  type  is  based  on  the  same  principle  as  the  double-wall  open- 
cylinder  caisson,  diflFering  from  the  latter  only  in  the  matter  of 
shape  and  size;  some  open-cylinder  caissons  may  be  as  large  as 
those  to  be  classified  under  the  head  of  open  caissons  with  dredg- 
ing wells.  ^S^&ups  the  most  notable  difference  lies  in  the  fact 
that  the  o)|d|>^npnder  caisson  has  but  one  dredging  well,  while 
the  type  tompreated  in  this  and  the  three  following  Articles 
always  has  iMie  than  one. 

The  open  caisson  with  dredging  wells  is  a  type  of  construction 
which  has  been  employed  for  the  deepest  foundations  ever 
used  for  bridge  piers.  Theoretically  there  is  no  limit  to  the 
depth  to  which  this  class  of  caissons  may  be  sunk.  The 
essential  principle  of  the  construction  is  a  box-like  structure  of 
wood,  iron,  or  reinforced  concrete,  with  ballast  pockets  in  the 
same  and  with  open  wells  running  vertically  through  it,  these 
wells  flaring  out  at  the  bottom  to  practically  the  whole  area  of 
cross-section  of  the  caisson.  Through  the  wells,  by  means  of 
dredges,  the  material  is  excavated  from  the  bottom,  and  this, 
together  with  simultaneously  filling  the  pockets  with  concrete, 
is  usually  sufficient  to  sink  the  structure.  As  in  the  other 
forms  of  caissons,  when  the  structure  is  sunk  to  good  bearing 
material  the  wells  are  filled  with  concrete. 

The  great  advantage  of  this  type  of  structure  for  foundations 
is  that  all  the  work  is  done  above  water,  so  that  the  cheapest 
class  of  labor  can  be  employed,  thus  xmder  favorable  conditions 
making  a  very  economical  foundation.  In  the  use  of  the  oj>en 
caisson  method  there  are  three  disadvantages,  which  are  absent 
in  either  the  cofferdam  or  the  pneumatic  caisson  process.  They 
are  as  follows:  First,  the  character  of  the  bottom  on  which  the 
caisson  finally  rests  can  never  be  as  satisfactorily  known  as  when 
it  is  possible  to  exclude  the  water  and  inspect  the  bottom  in  the 
dry,  nor  can  the  latter  be  leveled  and  cleaned  as  easily  as  when 
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the  Other  methods  are  employed;  second,  the  concrete  which  is 
placed  in  the  bottom  of  the  well  must  be  placed  through  the 
water  and  consequently  is  not  as  good  concrete  as  when  placed 
in  the  dry ;  and  third,  it  is  difficult  to  estimate  the  possible  rate  of 
sinking  owing  to  the  trouble  which  boulders  and  sunken  logs 
will  offer  when  encountered  under  the  cutting  edge.  In  spite 
of  these  disadvantages  the  open  caisson  with  dredging  wells 
is  widely  employed  for  depths  greater  than  can  be  satisfactorily 
handled  by  the  cofferdam  process  and  where  the  cost  of  the  pneu- 
matic caisson  process  prohibits  its  use,  or  where  the  depth  is 
greater  than  no  feet  below  water-level,  the  limiting  depth  in 
practice  for  pneumatic  caisson  work. 

Since  the  sinking  of  caissons  with  dredging  wells  is  not  under 
thorough  control,  the  caissons  should  always  be  made  large 
enough  to  allow  a  moderate  amount  of  deviation  from  the  cor- 
rect position.    As  the  wells  or  dredging  tubes  are  the  chief 
means  by  which  the  descent  can  be  regulated  as  regards  direc- 
tion, these  should  be  so  placed  as  to  facilitate  this  object.     For 
instance,  when  one  end  of  the  caisson  strikes  soft  material  and 
consequently  sinks  faster  than  the  other  end,  the  caisson  can  be 
brought  back  to  a  vertical  position  by  dredging  solely  from  the 
high-end  well;  but  on  the  other  hand,  if  the  wells  are  distributed 
along  the  longitudinal  center  line,  as  was  the  case  in  the  Hawkes- 
bury  bridge  caissons  (Art.  83),  and  Fraser  River  bridge  cais- 
sons (Art.  88),  and  one  side  strikes  softer  material  than  the 
other  side  it  becomes  a  difficult  matter  to  keep  the  structure 
from  tilting.     A  better  arrangement,  consisting  of  two  longitu- 
dinal rows  of  wells,  was  used  in  the  Willamette  River  bridge 
caissons  (Art.  88). 

Art.  88.     Construction  with  Timber 

In  America  the  pneumatic  form  of  caisson,  although  more 
expensive,  has  been  preferred  to  the  open  caisson;*  but  for  the 
relatively  small  number  of  the  latter  that  have  been  used, 
because  of  the  low  cost  of  timber,  the  wooden  type  has  been 
employed  in  most  cases.     In  addition  to  the  advantage  of  low 
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cost,  the  wooden  type  is  easily  built  and  makes  a  strong  and 
elastic  caisson. 

Fig.  88a  shows  the  details  of  the  deepest  caisson,  that  for 
Pier  4  of  the  Fraser  River  bridge  at  New  Westminster,  British 
Columbia.  This  caisson  was  of  timber,  and  was  sunk  to  a  depth 
of  135  feet  below  water-level.  The  outside  walls  were  built  of 
solid  courses  of  12  X  12-inch  timber,  sheathed  on  the  outside 
with  vertical  2-inch  planks.  These  walls  were  built  on  a  solid 
triangular-shaped  timber  base  of  twelve  courses  of  material,  the 
inside  of  this  base  also  being  sheathed  with  2-inch  planks.  The 
dredging  wells  were  framed  with  both  longitudinal  and  trans- 
verse timbers,  laid  soUd  near  the  bottom  but  open  above  this, 
and  sheathed  with  2-inch  material.  The  outer-  and  well-wall 
timbers  formed  a  series  of  pockets  which  were  filled  with  con- 
crete during  the  sinking  of  the  caisson.  All  the  seams,  both 
in  the  horizontal  timbers  and  vertical  sheathing,  and  in 
the  upper  two  courses  of  the  solid  timber  base,  were  thor- 
oughly caulked. 

The  caisson  was  built  to  a  height  of  about  14  feet  on  ways  on 
the  shore,  and  then  launched  and  towed  to  the  site  where  it  was 
to  be  sunk.  Here  an  8-inch  layer  of  1-2-3  concrete  was  placed 
on  the  deck  and  allowed  to  harden  for  a  few  days  to  increase  the 
water- tightness  of  the  pockets.  The  caisson  was  then  gradu- 
ally built  up,  concrete  being  added  simultaneously  with  the 
building,  thus  causing  the  structure  to  sink.  At  the  start  the 
depth  of  water  was  about.  50  feet  but  before  the  sinking  was 
completed  this  depth  had  increased  to  65  feet,  due  to  scour. 
The  caisson  was  guided  in  sinking  by  means  of  long  piles.  As 
soon  as  the  river  bottom  was  penetrated  a  few  feet,  the  concrete 
in  the  pockets  was  built  up  above  water-level  and  all  but  the 
2-inch  sheathing  was  omitted  around  the  wells.  The  material 
penetrated  was  mostly  sand  and  silt,  and  85  percent  of  this  was 
removed  by  the  sand-  and  mud-pump  process  (Art.  91).  The 
caisson  finally  rested  on  a  bed  of  compact  gravel  135  feet  below 
the  normal  stage  of  the  river.  In  sinking,  the  water- jet 
was  used,  the  jet  pipes  being  in  the  positions  shown  in  the 
illustration. 
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PiO.  88a.— Open  Caisson  for  Pier  IV,  Fraser  River  Bridge,  New  Westminster.  B.  C. 
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On  completion  of  the  sinking  concrete  was  deposited  in  th< 
chamber  formed  by  the  flaring  out  of  the  wells  and  this  was  fol 
lowed  by  filling  the  wells.  This  concrete,  seventy  feet,  deej 
was  deposited  through  the  water  and  the  remainder  was  placec 
in  the  dry,  the  water  being  pumped  out  of  the  wells  previouslj 
to  placing  the  latter. 

The  caisson  for  Pier  3  of  this  bridge  when  well  down  inth< 
sand  encountered  sunken  logs,  causing  it  to  tilt.  One  of  thes< 
logs  had  a  diameter  of  2  feet  and  extended  clear  across  the  cais 
son.  This  was  removed  by  boring  holes  in  it  with  an  auger  io< 
feet  long,  the  point  being  set  by  a  diver.  Into  these  holes  wer< 
placed  charges  of  dynamite  which  on  exploding  blew  the  loj 
to  pieces.  The  top  of  the  caisson  was  surmounted  with  a  coffer 
dam  as  the  elevation  of  the  top  was  about  10  feet  below  ordinarj 
water-level. 

Figs.  88 J  and  c  show  the  details  of  construction  for  the  36  X 
72-foot  open  caisson  of  the  Willamette  River  bridge,  of  th( 
Oregon- Washington  Railroad  &  Navigation  Co.  There  wen 
six  wells,  each  9X10  feet  in  the  clear,  flaring  out  at  the  botton 
to  occupy  the  whole  area  of  the  caisson.  The  walls  of  the  well: 
and  the  outside  walls  of  the  caisson  were  made  of  a  single  thick 
ness  of  12X  12-inch  timbers  laid  close,  the  latter  being  sheathec 
on  the  outside  with  3-inch  material.  As  shown  in  the  plan  cer 
tain  timbers  of  the  well  walls  were  extended  the  entire  lengtl 
and  breadth  of  the  caisson  to  brace  the  same. 

The  lower  part  of  the  caisson  consisted  of  V-shaped  walls  anc 
bulkheads,  there  being  two  of  the  latter  running  transversel} 
and  one  longitudinally.  The  widths  at  the  top  were  6  feet  f 01 
the  longitudinal  walls  and  bulkheads,  7  feet  for  the  transverse 
walls,  and  14  feet  for  the  longitudinal  bulkhead.  In  all  cases 
the  cutting  edges  were  reinforced  with  steel  angles  as  shown  ic 
the  drawings. 

A  33-foot  cofferdam  surmounted  the  caisson,  the  walls  beinj 
of  the  same  construction  as  those  of  the  caisson,  except  that  the 
sheathing  consisted  of  i-inch  tongue-and-grooved  material,  witt 
tar-paper  between  it  and  the  large  timbers.  The  cofferdan 
was  braced  with  horizontal  12X  12-inch  timbers  running  botl 
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longitudinally  and  transversely,  and  bearing  against  v 
i2Xi2-inch  timbers,  which  in  turn  took  bearing  again 
walls  of  the  coSerdam. 


—Open  Caisson  with  Dredging  W^ 


Before  sinking  the  caisson,  borings  made  around  the  pei 
of  the  crib  showed  that  the  surface  of  the  good  bearing  s 
was  on  a  considerable  slope,  a  difference  of  22  feet  beinj 
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for  opposite  diagonal  corners.  To  level  this  off,  pipes  were  sunk 
and  holes  drilled  to  about  2  feet  below  the  lowest  elevation  of 
the  top  of  this  cemented  gravel  stratum.  Dynamite  was  placed 
in.these  holes  and  exploded,  and  in  this  way  the  hard  material 
was  broken  up  through  50  feet  of  gravel  and  sand,  before  any 
excavation  had  been  made.  When  the  caisson  reached  this 
cemented  gravel  the  latter  was  easily  removed  with  orange-peel 
buckets  working  through  the  dredging  wells.  The  depth  to 
which  the  caisson  was  sunk  was  about  130  feet  below  low  water, 
or  151  feet  below  high  water. 

The  Poughkeepsie  bridge,  which  spans  the  Hudson  River  at 
Poughkeepsie,  N.  Y.,  was  the  first  structure  in  America  to  be 
founded  on  deep  wooden  open  caissons,  and  to  date  (19 14) 
these  caissons  are  the  largest  and  among  the  deepest  that  have 
ever  been  placed.  In  some  details,  such  as  filling  the  pockets 
with  gravel  instead  of  with  concrete,  and  using  a  removable 
coflferdam  on  grillage  on  top,  instead  of  the  ordinary  cofferdam, 
they  differ  materially  from  what  is  now  standard  practice. 

The  caisson  for  the  longest  pier  was  60  X 100  feet  in  plan  at 
the  bottom.  The  sides  were  vertical  for  a  height  of  40  feet 
from  the  bottom,  and  from  that  point  they  were  battered  to 
give  a  width  of  40  feet  at  the  top.  The  height  of  the  caisson 
was  104  feet,  and,  according  to  Baker's  Masonry  Construction, 
its  cutting  edge  rests  on  a  bed  of  gravel  134  feet  below  high 
water,  thus  making  the  top  of  the  caisson  23  feet  below  low 
water-level. 

Fourteen  dredging  wells,  10X12  feet  in  plan,  were  formed  by 
one  longitudinal  and  six  transverse  walls.  The  exterior  and 
longitudinal  walls  were  built  solid  and  of  a  triangular  section  for 
a  distance  of  20  feet  from  the  bottom;  at  this  point  the  thick- 
ness was  10  feet  for  the  side  walls,  9  feet  for  the  end  walls,  and 
16  feet  for  the  middle  longitudinal  wall.  Above  this  they  were 
hollow,  each  wall  dividing  into  two  2-foot  walls  with  a  hollow 
space  between,  the  latter  forming  the  filling  pockets.  The  six 
transverse  walls  were  made  2  feet  thick  and  extended  from  the 
cutting  edge  to  the  top  of  the  caisson.  All  walls  were  made  of 
1 2  X 1 2-inch  material  laid  horizontally. 
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The  sinking  was  accompb'shed  by  dredging  through  the  wells 
with  a  clam-shell  bucket  and  by  filling  the  pockets  with  gravel. 
Care  had  to  be  taken  that  the  pockets  were  completely  filled 
before  the  top  of  the  caisson  reached  water-level,  in  order  that  a 
layer  of  12  X  12-inch  timber  could  be  laid  over  these  pockets. 
The  remainder  of  the  dredging  was' done  with  the  top  of  the 
wells  submerged.  On  the  caisson  reaching  the  desired  depth 
the  wells  were  filled  with  concrete. 

A  grillage  6  feet  thick  was  then  constructed  and  temporary 
walls  6  feet  high  were  built  on  it.  This  was  floated  to  position 
over  the  caisson  and  masonry  built  up  in  it.  As  soon  as  the 
weight  of  the  masonry  was  sufficient  to  cause  the  walls  to  become 
submerged,  the  latter  were  removed,  the  masonry  by  this  time 
being  well  above  the  surface  of  the  water.  More  masonry  was 
added  until  the  grillage  came  to  a  bearing  on  the  caisson,  after 
which  the  remainder  of  the  masonry  pier  was  built. 

Art.  89.     Construction  with  Metal 

The  use  of  iron  and  steel  shells  for  open  caissons  of  other  than 
the  cylindrical  form  has  not  found  favor  in  America;  on  the 
other  hand,  English  engineers  have  made  extensive  use  of  this 
type.  A  general  statement  may  perhaps  be  made  that  where 
the  American  engineer  will  use  a  pneumatic  caisson  of  wood  his 
English  brother  will  use  an  open  caisson  of  metal,  either  steel, 
wrought  iron,  or  cast  iron. 

The  two  advantages  possessed  by  this  type  of  caisson  are: 
First,  the  speed  with  which  the  caisson  may  be  built;  and 
second,  the  small  space  occupied  by  the  metal,  thus  leaving  a 
maximum  amount  of  space  for  the  concrete  filling.  The  dis- 
advantages are:  First,  the  cost  of  the  caisson,  ^especially  where 
the  metal  has  to  be  transported  long  distances;  and  second,  the 
lack  of  permanency  of  the  metal. 

One  of  the  most  notable  examples  of  the  use  of  open  caissons 
with  dredging  wells  in  bridge  foundations  is  that  of  the  sub- 
structure of  the  Hawkesbury  bridge  in  southwestern  AustraUa, 
where  the  caissons  were  sunk  to  a  maximum  depth  of  almost  162 
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feet  bdow  high  water,  the  range  of  tide  being  7  feet.  This 
depth  gives  that  bridge  the  deepest  foundations  which  have  ever 
been  used,  although  in  the  proposed  (1902)  new  Sidney  Harbor 
bridge  it  is  stated  that  the  open  caissons  will  be  sunk  to  a  depth 
of  170  feet  below  water-level. 

The  caissons  of  the  Hawkesbury  bridge  were  oblong  in  plan 
wth  rounded  ends,  the  length  being  48  feet  and  the  width  20 
feet  The  lower  20  feet  is  splayed  out  to  form  a  tapered  shoe  2 
feet  wider  all  around  the  bottom.  Along  the  center  line,  paral- 
lel with  its  length  were  three  wrought-iron  dredging  tubes,  8 
feet  in  diameter  and  14  feet  apart  on  centers,  strongly  braced  to 
the  sides  of  the  caisson  and  to  each  other.  At  the  bottom  these 
wells  splayed  out  in  the  form  of  a  trumpet  mouth  to  meet  the 
outer  skin  and  each  other  in  a  cutting  edge  made  of  steel. 
Between  these  wells  and  the  sides  of  the  caisson  were  pockets 
to  be  filled  with  concrete  as  the  caisson  sank. 

Sections  of  steel  for  the  sides  and  of  wrought  iron  for  the 

dredging  tubes  were  added  as  the  caisson  sank,  the  sinking  being 

effected  by  dredging  out  the  material  under  the  caisson  through 

the  wells  and  by  filling  the  pockets  with  concrete.     All  caissons 

were  bedded  on  firm  sand  which  was  overlaid  with  mud  and  silt 

of  varying  depth,  that  at  Pier  6  being  108  feet  with  a  depth  of 

water  at  low  tide  of  47  feet.    As  soon  as  the  caissons  were 

firmly  bedded  in  the  sand,  the  wells  were  filled  with  concrete 

and  the  pier  masonry  was  started  at  a  depth  somewhat  below 

low  water. 

The  experience  gained  in  sinking  these  caissons  showed  that 
it  is  not  advisable  to  splay  out  the  outside  walls  of  a 
caisson.  If  this  is  done  the  guiding  effect  of  the  surrounding 
material  is  largely  lost,  and  a  very  troublesome  condition 
obtains  when  on  one  side  the  earth  is  firmer  than  on  the  other, 
thus  standing  for  some  time  after  the  other  has  fallen  in,  as  a 
consequence  of  which  the  caisson  is  forced  out  of  position. 

In  the  construction  of  the  DuflFerin  bridge  piers  over  the 
Ganges  River  at  Benares,  the  caissons,  which  were  elliptical  in 
form  and  65X29  feet  in  plan,  had  their  pockets  filled  with 
brickwork,  only  the  lower  6  feet  being  of  concrete.     In  the 
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Hooghly  bridge  caissons  the  outer  skin  was  vertical  all  the  way 
from  the  bottom,  while  the  three  dredging  chambers  extended 
across  the  structure  and  occupied  the  two  semi-circular  ends  as 
well  as  the  central  portion,  the  remainder  forming  two  pockets 
each  15  feet  in  width.  Sinking  weight  was  obtained  by  con- 
creting the  two  pockets  and  by  a  brick  lining,  3  feet  wide,  around 
the  semi-circular  ends,  this  lining  resting  on  horizontal  shelf 
angles  spaced  4  feet  apart  vertically.  The  upper  part  of  the 
central  well  also  had  a  brick  lining. 

Art.  90.    Construction  with  Concrete 

The  use  of  concrete  open  caissons,  usually  reinforced,  is 
rapidly  increasing,  and  without  doubt  this  type  will  replace  the 
other  forms  in  the  future.  The  concrete  type  oflFers  many 
advantages  over  those  made  of  wood  or  metal:  it  does  away 
with  the  uncertainty* of  future  decay  or  corrosion;  its  greater 
specific  gravity,  compared  with  wood,  makes  less  weighting 
necessary  in  sinking  than  when  the  wooden  type  is  used;  its 
cost  will  compare  favorably  with  the  other  forms;  and  lastly, 
with  its  concrete  filling  it  forms  a  monolithic  foundation,  far 
stronger  and  better  than  any  combination  structure.  All  cais- 
sons, whether  of  wood,  steel,  or  concrete,  furnish  essentially  a 
concrete  foundation  for  the  pier,  the  shell  being  the  only  part 
which  may  not  be  of  concrete.  The  one  possible  disadvantage 
of  the  concrete  caisson  is  the  greater  time  element  involved, 
since  the  shell  cannot  be  sunk  until  it  has  hardened  for  some 
time,  but  if  the  work  is  properly  laid  out  this  element  will 
be  of  little  moment. 

One  of  the  piers  of  the  American  River  bridge,  of  the  Southern 
Pacific  Railroad,  was  founded  upon  a  concrete  open  caisson,  the 
details  of  which  are  shown  in  Fig.  90a,  while  Fig.  90^  shows  the 
forms  used  for  this  caisson.  The  physical  conditions  at  the  site 
were  peculiar.  The  hard-pan,  which  was  covered  by  a  bed  of 
cobblestones  and  small  boulders  was  from  40  to  60  feet  below 
water-level.  When  the  water  was  low  a  deposit  of  fine  gravel 
and  silt  overlaid  the  cobbles,  but  when  freshets  came  this  gravel 
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and  silt  were  entirely  scoured  out.  The  reinforced-concrete 
caisson  used  for  Pier  2  was  28X76  feet  in  plan  and  22  feet  in 
height.  The  side  and  end  walls  were  3  feet  thick,  while  the 
three  cross  walls  which  divided  the  structure  into  four  compart- 
ments, were  each  4  feet  thick.  The  cutting  edges  were  made  by 
beveling  the  walls,  and  each  of  these  cutting  edges  was  rein- 
forced with  angles  and  plates.  The  walls  were  reinforced  near 
the  bottom  with  old  steel  rails  laid  horizontally. 

The  caisson  was  sunk  during  a  time  when  the  bed  of  the 
stream  was  dry,  the  soil  being  first  excavated  down  to  ground 
water-level,  after  which  the  forms  were  placed  and  the  concrete 
poured,  the  entire  caisson  being  built  before  any  sinking  was 
done.  Sinking  was  effected  by  excavating  the  material  from 
the  compartments  with  an  orange-peel  bucket.  When  down  to 
about  ground  level  a  cofferdam  was  added.  When  the  cutting 
edge  reached  the  stratum  of  cobbles  and  boulders,  sinking  opera- 
tions were  stopped  and  the  compartments  of  the  caisson  were 
filled  with  concrete,  after  which  the  pier  was  built  in  the  coffer- 
dam. The  process  of  sinking  was  slow  owing  to  the  fact  that  no 
weighting  was  done. 

^*'The  concrete  caisson  was  surmounted  by  a  timber  coffer- 
dam, 28  feet  high,  which  had  tiers  of  horizontal  rangers  and 
braces  attached  to  loX  lo-inch  uprights  anchored  to  the  con- 
crete. The  lower  courses  of  rangers  were  also  anchored  to  the 
latter,  a  special  joint  being  formed  between  them  and  the  top 
of  the  walls  to  prevent  leakage  at  this  point.  The  sides  of  the 
timber  cofferdam  were  formed  by  two  courses  of  i|-inch 
ship-lap  nailed  closely  to  the  rangers.  The  inside  walls  of  each 
compartment  were  also  sheathed  with  3  X  8-inch  vertical  pieces, 
spaced  8  inches  apart." 

One  of  the  most  notable  examples  of  the  use  of  the  all-concrete 
open  caisson  is  that  for  the  Beaver  bridge  of  the  Pittsburgh  & 
Lake  Erie  Railroad.  They  were  among  the  first  of  the  all- 
concrete  caissons,  being  placed  in  1908,  and  the  largest  to  that 
date..  Two  novel  features  were;  First,  the  very  considerable 
thickness  of  walls,  making  it  possible  to  dispense  with  reinforce- 

*  Engineering  Record,  vol.  62,  page  232,  Aug.  27,  19 10. 
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ment  in  the  concrete;  and  second,  the  use  of  the  pneumatic  proc- 
ess in  bedding  the  caissons.  The  pneumatic  feature  of  these 
caissons  is  described  in  Art  99. 

At  the  site  of  the  piers  the  ordinary  depth  of  water  was  about 
7  feet,  with  bedrock  about  38  feet  below  the  bed  of  the  river. 
The  overlying  material  was  mostly  sand  and  gravel,  with  many 
bodders  scattered  throughout  the  mass. 


Pic.  9oi.— Caisson  for  P.  &  L.  E.  R.  R.  Bridge,  Beaver,  Pa. 

The  caissons,  views  of  which  are  shown  in  Figs,  gob  and  c, 
•Consisted  of  a  concrete  shell  7  feet  thick,  this  thickness  being 
Maintained  from  the  top  to  a  point  about  9  feet  above  the  shoe, 
*t  Which  elevation  it  tapered  to  an  8-inch  cutting  edge.  This 
"^^tting  edge  or  shoe  was  formed  by  an  8X8Xf-inch  angle 
^H<i  a  2iXi-inch  bent  plate,  the  vertical  leg  of  the  angle  extend - 
[**€  upward  on  the  outer  face  of  the  caisson,  while  the  bent  plate 
Z*^<i  its  inch'ned  leg  along  the  inner  face  of  the  wall.  Rods 
*  inch  in  diameter  and  10  feet  long,  extending  up  into  the 
^*^ticrete,  held  the  shoe  in  place.  There  were  two  cross  walls 
^^ct  5  feet  thick  to  stiffen  the  caisson,  and  these  extended 
**"oni  the  top  of  the  caisson  to  about  3  feet  above  the  shoe,  a 
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trapezoidal  portion  at  the  bottom  of  each  wall  about  6  feet  in 
height,  being  omitted. 

Rectangular  coflFerdams  were  first  constructed  around  the 
site  of  ^jgtch  pier  and  these  were  unwatered  to  permit  building 
the  forms  for  the  caissons.  On  completion  of  the  forms  a  six- 
foot  depth  of  concrete  was  deposited  in  the  same  and  allowed  to 
harden  before  more  was  added. 

Sinking  was  accomplished  for  the  most  part  by  dredging 
through  the  three  wells  with  orange-peel  buckets.  When  it 
was  possible  to  keep  the  water  down  by  pumping,  the  spoil 
under  the  shoe  of  the  caisson  was  removed  by  hand  to  within 
reach  of  the  buckets.  Later,  when  boulders  were  encountered 
under  the  cutting  edge  they  were  removed  by  divers.  When 
the  caisson  showed  a  tendency  to  stick,  the  water-jet  was  used. 
When  within  about  16  inches  of  the  rock  the  pneumatic  process 
was  brought  into  use  as  explained  in  Art.  99. 

That  the  omission  of  reinforcement  in  a  structure  like  the  one 
just  described  may  prove  a  costly  mistake  was  shown  in  the  cais- 
sons for  the  North  Side  Point  bridge,  across  the  Allegheny 
River,  Pittsburgh,  Pa.  The  caisson  for  the  river  pier  had 
dimensions  of  23X83I  feet  in  plan,  with  four  rectangular  wells, 
9X10  feet,  and  spaced  19  feet  center  to  center.  When  the 
pier  had  been  sunk  to  a  depth  of  17  feet  below  river  bottom,  a 
transverse  crack  developed  at  about  mid-length  and  extended 
from  the  top  to  the  river  bottom  as  shown  at  the  left  in  Fig. 
90  e.  The  cracking  was  due  to  the  unequal  dredging  in  the 
different  wells,  causing  the  weight  of  the  caisson  to  bear  chiefly 
at  mid-length.  The  cracked  caisson  was  blasted  to  pieces  and 
removed.  The  one  placed  afterward  had  smaller  wells,  and  was 
reinforced  with  longitudinal  rods. 

For  an  example  of  caissons  for  buildings  which  are  sunk  as 
open  caissons  and  can  be  transformed  into  the  pneumatic 
type  see  Engineering  Record,  vol.  63,  page  185,  Feb.  18, 
1911. 

The  first  all-concrete  oj)en  caisson  used  for  bridge  foundations 
in  this  country  is  probably  the  one  for  pier  D  of  the  Thebes 
Cantilever  bridge.     This  caisson  is   19X38  feet  in  plan  and 
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was  placed  in  the  winter  of  1902-03.  An  open  caisson  (which 
was  not  constructed  of  either  timber  or  metal)  was  first  sunk  in 
this  country  in  1898  by  the  Dravo  Contracting  Co.,  at  Neville 
Island  near  Pittsburgh  and  was  used  for  a  pump  well. 

Art.  91.    Sinking  Open  Caissons 

There  are  five  methods  used  in  sinking  open  caissons:  First, 
removing  the  material  from  within  the  caisson;  second,  weight- 
ing the  structiu-e;  third,  using  the  water-jet;  fourth,  driving 
down  the  caisson;  and  fifth,  pulling  down  the  caisson. 

The  first  method,  which  represents  the  fundamental  idea  of 
the  open  caisson,  is  always  employed.  For  the  small  caisson,  to 
be  sunk  but  a  few  feet,  as  practised  by  the  natives  of  countries 
in  the  Far  E)ast,  excavating  is  done  by  baskets  carried  down, 
filled  and  brought  up  by  divers.  The  modern  method  consists 
in  pumping,  or  in  dredging  out  the  material  with  buckets. 

The  mud  and  sand  pump,  the  principle  of  which  is  described 
in  Art  107,  is  used  where  the  material  is  largely  silt,  or  other  soft 
material.  Fig.  91a  illustrates  the  pump  used  on  the  Fraser 
River  bridge,  at  New  Westminster,  British  Columbia.  This 
pump,  or  ejector,  which  was  operated  by  a  hydraulic  jet,  at  a 
pressure  of  125  pounds  per  square  inch,  could  handle  anything 
with  a  diameter  of  less  than  3  inches.  The  dimensions  of  the 
pump  are  shown  in  the  illustrations.  The  top  of  the  pressure 
pipe  was  fitted  with  a  ball-and-socket  joint  and  a  90-degree 
bend  with  an  enlarger  to  which  were  connected  three  lines  of  2^- 
inch  fire  hose.  A  separate  hydraulic  jet,  having  a  f-inch  hole 
at  the  bottom  and  five  |-inch  holes  in  nearly  vertical  planes  on 
the  drcumference  of  a  circle  and  a  few  inches  above  the  bottom, 
was  used  to  agitate  the  material  around  the  intake  of  the  ejector. 

The  most  common  method  of  removing  material  is  by  dredg- 
"ig  with  an  orange-peel  or  a  clam-shell  bucket.  Where  a  layer 
of  stiff  day  is  met  it  may  be  broken  up  by  sending  divers  down 
to  blast  it  to  pieces,  or  it  may  sometimes  be  broken  up  by 
dropping  down  long  steel  rails  vertically,  which  sink  into  the 
^ay  and  tear  it  up  in  tipping  over.  A  line  is  attached  to  the 
rails  to  withdraw  them. 
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The  most  economical  way  to  weight  caissons  is  by  making  i 
of  the  permanent  filling,  and  for  this  reason,  where  the  size  of  t 
caisson  makes  it  possible,  a  double  wall  should  always  be  vst 
Temporary  weighting,  as  with  rails  laid  on  top,  etc,  is  alwa 
expensive  on  account  of  the  time  and  labor  involved,  as  well 
on  account  of  obstruction  to  the  dredging  operations. 


M-: 
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The  rapid  and  successful  sinking  of  the  Hawkesbury  brid 
caissons  (Art.  89)  was  largely  due  to  their  being  designed  to  cai 
a  large  mass  of  concrete  between  the  outer  and  inner  she 
which  was  placed  during  sinking. 

The  water-jet  (Art.  17)  is  always  a  useful  adjunct  in  caiss< 
sinking  operations.     By  using  the  same  freely  around  the  c 
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ting  edges  and  along  the  sides  the  frictional  resistance  is  con- 
siderably decreased.  Another  advantage  is  that  it  tends  to 
wash  the  material  toward  the  interior  of  the  caisson,  where  it 
can  be  picked  up  by  the  dredging  buckets,  which  have  previ- 
ously made  a  hole  in  the  center. 

It  is  pos^ble  to  drive  caissons  only  when  they  are  small  and 
even  then  only  light  blows  with  the  hammer  may  safely  be  given. 
Pulling  the  caisson  down  may  sometimes  be  employed  to  advan- 
tage, if  it  is  possible  to  drive  piles  aroimd  the  outside  and  attach 
tackle  to  them  and  to  the  sides  of  the  caisson. 


CHAPTER  Vra 
PNEUMATIC  CAISSONS  FOR  BRIDGES 

Art.  92.    The  Pneumatic  Process 

The  use  of  the  plenum  pneumatic  process  for  founding  deep 
piers  is  a  good  example  of  the  application  of  scientific  principles 
to  foundation  work.  A  pneumatic  caisson  may  be  defined  as  a 
structure,  open  at  the  bottom  and  closed  at  the  top — in  other 
words,  an  inverted  box — in  which  compressed  air  is  utilized  to 
keep  the  water  and  mud  from  coming  into  the  box,  and  which 
forms  an  integral  part  of  the  foundation. 

The  caisson,  which  is  usually  not  over  6  feet  high  in  the  work- 
ing chamber,  is  surmounted  by  a  crib  and  cofferdam,  the  former, 
with  the  exception  of  one  or  more  vertical  wells,  called  shafts, 
being  filled  with  concrete  as  the  caisson  sinks.  This  concreting, 
together  with  the  excavating  done  in  the  working  chamber, 
as  the  interior  of  the  caisson  is  called,  effects  the  sinking 
of  the  latter. 

The  working  chamber  must  be  practically  air-  and  water- 
tight, and  yet  there  must  be  an  opening  for  men  to  enter  and 
leave  the  chamber,  as  well  as  an  inlet  and  outlet  for  materials. 
These  openings  are  provided  by  vertical  shafts  and  air-locks. 
The  shafts,  which  extend  from  the  roof  of  the  caisson  to  a 
point  well  above  the  top  of  the  crib  and  the  level  of  the  water 
outside,  are  usually  of  a  drcular  or  oval  section  and  from  2 J  to 
4  feet  in  maximum  diameter.  In  the  shafts,  at  the  bottom, 
top,  or  between  these  two  points,  are  placed  the  air-locks,  they 
being  air-tight  chambers,  often  simply  a  part  of  the  shaft  itself, 
fitted  with  two  doors,  one  of  which  leads  to  the  working  chamber 
and  the  other  to  the  open  air. 

The  most  pronounced  advantage  of  the  pneumatic  caisson  as 
compared  with  the  open-caisson  process  lies  in  the  fact  that  the 

280 


Akt.  9a  THE  PNEUMATIC  PROCESS  28 1 

engineer  has  more  control  over  the  work,  having  a  better  oppor- 
tunity  to  sink  the  caisson  vertically,  to  remove  large  boulders, 
sunken  logs,  etc.,  from  under  the  cutting  edge;  the  foimdation 
bed  can  be  properly  prepared  and  personally  inspected;  and 
lastly,  the  concrete  filling  of  the  working  chamber  is  deposited  in 
air,  thus  giving  a  superior  foundation.  Another  point,  which  is 
sometimes  of  great  importance  in  placing  foundations  for  build- 
ings, is  that  the  soil  about  the  caisson  is  not  so  liable  to  be  dis- 
turbed when  the  pneumatic  process  is  used.  The  one  disadvan- 
tage of  this  process  is  that  the  men  have  to  work  under  an  air 
pressure  which  is  sufficient  to  balance  the  pressure  of  the  sur- 
rounding water  in  addition  to  atmospheric  pressure,  or  practi- 
cally the  full  hydrostatic  head  from  the  cutting  edge  to  the 
water  surface. 

For  depths  from  about  30  to  no  feet  this  type  of  caisson  is 
extensively  employed.  For  depths  less  j:han  30  feet  the  coffer- 
dam process  is  usually,  but  not  always,  a  more  economical 
method  of  placing  the  foundation  while  for  depths  greater  than 
about  no  feet,  corresponding  to  a  pressure  of  over  three 
atmospheres  above  the  normal,  the  open-caisson  method  must 
be  employed,  since  men  cannot  work  advantageously  under 
such  high  pressures. 

At  the  St.  Louis  Municipal  bridge  men  worked  at  a  maximum 
immersion  of  over  113  feet,  the  maximum  gage  pressure  being 
50  pounds,  which  is  probably  the  world  record  for  bridge 
caissons,  with  the  possible  exception  of  a  bridge  caisson  in 
Denmark,  where  it  is  reported  (Eng.  News,  vol.  26,  pagQ 
467,  Nov.  14,^1891)  that  a  working  depth  of  115  feet  was 
reached.  Among  other  notable  examples  of  deep  immersions 
are  the  St  Loius  arch  bridge  caissons,  109.7  f^^t;  the  Memphis 
bridge  caissons,  106.4  feet;  the  Williamsburg  bridge  (New 
York)  caissons,  107.5;  and  the  Broadway  bridge  (Portland, 
Ore.)  caissons,  loi  feet.  The  elevation  of  the  bottom  of 
the  deepest  caisson  (No.  4),  of  the  St.  Louis  Municipal  bridge 
is  2.1  feet  below  the  bottom  of  the  east  abutment  caisson,  or 
the  deepest  one  of  the  St.  Louis  arch  bridge. 

The  caisson  used  in  sinking  a  mine  shaft  near  Deerwood, 
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Minn.,  was  sunk  to  a  depth  of  123  feet  below  ground- water 
level  and  130  feet  below  the  ground  surface.  The  maximum 
pressiu'e  used  was  52  pounds  per  square  inch,  a  higher  value 
than  has  probably  ever  been  used  in  bridge  or  building  caissons. 

As  first  applied  the  pneumatic  caisson  process  was  a  very 
simple  affair,  the  caisson  consisting  of  a  cast-iron  cylinder,  called 
a  pneumatic  pile,  which  formed  both  the  working  chamber  and 
a  section  of  the  pier.  The  first  used  in  this  country  were  sunk 
in  1852  in  the  Pedee  River,  North  Carolina. 

The  St.  Louis  arch  bridge  was  the  first  in  this  country  to  be 
founded  on  large  pneumatic  caissons,  its  east  abutment  caisson, 
which  had  a  maximum  immersion  of  109  feet  8§  inches,  being 
sunk  in  1870.  The  second  bridge  in  this  country  to  be  founded 
on  large  pneumatic  caissons  was  the  great  Brooklyn  suspension 
bridge,  which,  in  its  New  York  tower  caisson,  sunk  in  187 1, 
has  the  largest  pneumatic  caisson  ever  placed  for  a  bridge 
foundation.  It  was  102  by  172  feet  in  plan  and  was  simk  to  a 
depth  of  78  feet  below  high-water  level. 

The  pneumatic  caisson  process  has  been  widely  used  in 
America  and  on  the  European  continent  As  a  class,  English 
engineers  have  apparently  shown  some  aversion  to  it,  and  in 
many  cases,  where  it  seems  to  have  been  the  preferable  struc- 
ture on  account  of  the  presence  of  boulders  and  logs,  the  open- 
caisson  process  was  used.  American  engineers  have  developed 
the  wooden  caisson  to  a  high  state  of  perfection,  but  at  present 
(1914)  owing  to  the  high  price  of  timber  the  tendency  is 
.toward  the  use  of  more  reinforced  concrete  and  less  timber. 
In  Europe  the  metallic  form  of  pneumatic  caisson  has  been 
extensively  used. 

To  give  some  indication  of  the  progress  made  in  the  science 
and  art  of  foundation  construction  it  is  interesting  to  note  that 
the  cost  per  cubic  yard  of  the  substructure  of  the  Municipal 
bridge  at  St.  Louis  is  only  29.6  percent  of  the  corresponding 
cost  of  that  of  the  St.  Louis  arch  bridge,  which  is  located  about 
a  mile  above  it,  and  50.8  percent  of  that  of  the  Memphis  bridge. 
The  substructures  of  these  three  bridges  were  completed  in 
1911,  1871    and   1891    respectively.     In   this   comparison  the 
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approaches    are   excluded.    As   previously    noted,    the  three 

bridges  have  deep  foundations. 

The  contract  price  for  the  caisson  work  of  the  Municipal 
bridge  was  $27.00  per  cubic  yard  below  the  cutting  edge,  and 
I12.90  per  cubic  yard  from  the  cutting  edge  to  the  top  of  the 
crib. 

Art.  g^.    Caisson  Roof  Construction 

TncBER  Roofs. — The  design  of  the  roof  has  always  been 
largely  a  question  of  judgment  as  it  is  almost  impossible  to 
analyze  the  stresses.  The  tendency  of  roof  construction  has 
been  constantly  to  decrease  the  thickness  of  the  timber  roof 
and  consequently  its  cost.  When  concrete  superseded  stone 
masonry  as  a  filling  for  the  crib  a  considerable  decrease  in 
the  thickness  of  the  roof  was  made  possible  on  account  of  the 
strength  of  the  concrete.  A  more  generous  use  of  bulkheads 
and  the  arrangement  of  the  bracing  above  and  below  the  deck 
to  act  as  trusses  also  aided  in  securing  a  thinner  roof.  At 
present  many  caissons  do  away  with  a  permanent  timber  roof 
almost  entirely  by  reinforcing  the  concrete  filling  of  the  crib. 

The  roof  is  usually  made  with  layers  of  12  X  12-inch  timbers, 
sheathed  on  the  lower  side  with  2-  or  3-inch  planks.  Sheathing 
may  also  be  used  between  the  courses  of  large  timbers.  The 
different  courses  run  in  different  directions;  if  the  roof  is  of 
a  two-course  thickness  both  courses  may  run  transversely, 
while  if  it  has  three  courses  the  lower  and  upper  coiu'ses  run 
transversely  and  the  middle  course  longitudinally.  All  caulk- 
ing of  the  air  chamber  is  done  from  the  inside  of  the  work- 
ing chamber,  against  the  air  blowing  out,  while  the  outside 
planking  is  caulked  from  the  outside,  to  prevent  the  water  from 
getting  in. 

The  roof  of  the  102 X  172-foot  caisson  for  the  New  York 
tower  of  the  Brooklyn  bridge  was  composed  of  a  solid  mass  of 
squared  timbers,  22  feet  thick,  all  timbers  being  12X12  inches 
in  section,  and  thoroughly  drift-bolted  together.  This  is  the 
thickest  roof  that  has  ever  been  used. 
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The  roof  of  the  31X79- 
foot  rectangiilar  caisson  for 
the  old  piers  of  the  Baltimore 
and  Ohio  Railroad  bridge  at 
Havrede  Grace  was  composed 
of  eight  thicknesses  of  12  X  12- 
inch  timbers,  the  courses 
alternating  in  direction,  some 
running  longitudinally,  others 
transversely,  and  still  others 
diagonally.  The  lower  sur- 
face was  sheathed  with  3X 
12-inch  planks.  This  form 
of  roof  is  typical  of  a  num- 
ber of  caissons  built  under 
the  direction  of  William 
pATTON,  who  was  an  extrem- 
ist in  respect  to  thick  roofs. 

The  roof  of  the  east  abut- 
ment caisson  of  the  St.  Louis 
arch  bridge  was  only  4  feet 
10  inches  thick,  the  upper 
three  layers  being  composed 
of  16X  16-inch  timbers.  The 
shape  of  this  caisson  was  an 
irregular  hexagon,  with  ex- 
treme dimensions  of  82  by 
72J  feet.  This  comparatively 
thin  roof  was  made  possible 
by  the  use  of  two  wooden  ^■- 
bulkheads  below  the  roof  and 
two  iron  girders  above,  the 
latter  running  at  right 
angles  to  the  former,  and 
all  supporting  the  roof.  The 
upper  surface  of  this  roof 
was  covered  with  plate  iron. 
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t  the  Brooklyn  bridge  caissons  the  under  side  was  cov- 
th  wrought-iron  plates;  in  both  cases  this  was  done  to 
an  air-tight  roof.  It  was  a  very  ej^ensive  method, 
Jtiim  caulking  is  sufficient.  But  in  the  Brooklyn  bridge 
[  it  was  done  for  the  added  pur]3ose  of  fire  protection,  for 
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in  those  early  caissons  torches  were  used  for  lighting  purposes, 
and  as  there  was  always  a  considerable  amount  of  air  escaping 
between  the  timbers  the  danger  of  fire  was  very  great. 


L 


Flii.   «3(. — Pneumatic  CaiBSon  fur  Broadway  Bridge,  PortlanJ.  Ore. 
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In  recent  years  the  tendency  has  been  to  use  more  courses  of 
3-inch  sheathing,  usually  tongue  and  groove,  in  order  to  get 
a  more  nearly  air-tight  roof.    As  shown  in  Fig.  93a  the  roof  of 


Factcf<fh>i  and 

and  KnednKcs  Qulkhsod 

Section  A -A 
Fio.  93c. — Quebec  Bridge  Caisson. 


Pig.  93/.  F  O    93)1  —Sect  on  of  Cutting  Edge. 
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Fio.  93^. — Plan  of  Steel  Cutting  Edge.     Broadway  Bridge. 
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the  caisson  for  pier  4  of  the  Bellefontaine  bridge,  built  in  1892, 
consisted  of  two  courses  of  large-size  limbers,  between  which 
were  placed  two  courses  of  sheathing,  laid  diagonally.  The 
lower  side  of  the  roof  was  also  lined  with  sheathing.     Another 


FiC-  9j/. — Half  Longilmiin.il 

notable  feature  of  this  roof,  ^ 
which  is  characteristic  of 
many  built  by  Geo.  S. 
MORISON,  is  the  relatively 
thin  roof  used.  This  was 
made  possible  by  connec- 
ting the  roof  to  the  bracing 
timbers  of  the  crib  above 
by  means  of  tic  rods. 

As  shown  in  Figs.  936,  c, 
and  d  the  roof  of  the  south 
main  pier  caisson  of  the 
new  Quebec  bridge  con- 
^stcd  of  one  solid  course 
of  longitudinal  and  one 
solid  course  of  transverse  """  ^ 
limbers,  sei)arated  by  two  fig. 

crossed  courses  of  diagonal 
3-inch  tongue-and-grooved  planks. 
made  possible  a  thin  roof. 


I  Half  TransviFTSe  Sectioi 


g^/.— Framing  of  C 


Here  numerous  bulkheads   ' 
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example  of  a  reinforced-concrete  roof  is  that  for  the  caissons 
of  the  Passyunk  Ave.  highway  bridge  piers,  across  the 
Schuylkill  River,  Philadelphia.  The  largest  caisson  was  22X60 
feet  in  plan  and  its  roof  was  reinforced  with  i-inch  square, 
twisted  horizontal  rods  running  transversely  and  spaced  12 
inches  on  centers.  The  thickness  of  the  concrete  slab  first 
cast  was  18  inches,  the  forms  consisting  of  a  temporary 
wooden  ceiling  of  3  X  12-inch  planks. 

Art.  94.    Sides  of  Working  Chamber 

The  sides  of  the  caisson  should  be  made  strong  and  rigid 
enough,  not  only  to  take  the  direct  vertical  loads,  but  also  to 
withstand  safely  sudden  lateral  thrusts,  eccentric  loads  due  to 
unequal  sinking  of  opposite  sides,  etc.  To  prevent  leakage  of 
air  outward  and  of  water  inward  all  joints  should  be  thoroughly 
caulked.  The  necessary  thickness  of  walls  will  depend  some- 
what on  the  clear  height  of  the  working  chamber,  as  well  as  on 
the  kind  of  material  through  which  the  caisson  is  to  be  sunk. 
The  dear  height  should  not,  however,  vary  much  from  6  feet. 

The  sides  must  be  vertical.  To  batter  the  sides  for  the  piu*- 
pose  of  reducing  the  friction  is  to  invite  trouble.  Such  a  design 
makes  it  more  difficult  to  sink  the  caisson  plumb,  and  is  apt  to 
increase  instead  of  decrease  the  friction  by  allowing  boulders 
to  roU  into  the  open  space. 

Practically  all  working-chamber  sides  are  constructejd  of 
two  forms:  namely,  that  in  which  flie  vertical  section  is 
V-shaped,  and  composed  of  two  walls;  or  that  in  which  the 
vertical  section  is  essentially  a  rectangle  and  composed  of  a 
single  waU.  The  former  has  the  advantage  of  being  more 
rigid  and  so  requires  less  bracing,  while  the  latter  has  the 
advantage  of  permitting  excavation  imder  the  cutting  edge 
to  be  more  easily  made. 

In  the  V-sbaped  form  the  space  between  the  outer  and 
inner  walls  may  be  built  solid  with  timber,  as  was  done  in  the 
east  abutmeni  caisson  of  the  St.  Louis  arch  bridge;  or  it  may 
be  made  hollow  and  afterward  filled  with  concrete,  as  was  done 
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in  most  of  the  caissons  designed  by  G.  S.  Morison.  a  typical 
form  of  which  is  shown  in  Fig,  93a.  Here  the  outer  wall  was 
made  of  i2Xi2-inch  timbers,  sheathed  on  the  outside  with 
two  layers  of  planking,  the  outer  one  running  vertically  and  the 
inner  one  diagonally.  The  inner' wail  consisted  of  a  single 
thickness  of  i7Xi7-inch  timbers  sheathed  with  4-inch  planks 
and  tied  to  the  outer  wall  with  rods. 

The  St.  Louis  Municipal  bridge  caissons.  Fig,  937,  had  out- 
side walls  of  loX  12-inch  timbers,  sheathed  with  two  courses  of 
planking:  one,  3 X  12-inch,  running  diagonally,  and  the  other, 
2Xi2-inch,  running  vertically,  the  latter  being  on  the  outside 
to  reduce  friction  in  sinking.  The  inner  wall  was  formed  of 
4X  12-inch  horizontal  planks,  stepped  and  supported  at  inter- 
vals of  ro  feet  on  vertical  struts.  The  small  size  of  material 
used  in  this  wall  was  made  possible  by  reinforcing  the  concrete 
in  the  space  between  the  walls.  Stepping  the  wall  made  it 
possible  to  count  on  the  horizontal  projection  of  this  inner  wall 
as  taking  load  when  the  caisson  was  fiUed  with  concrete  and  in 
its  final  position.  This  cannot  be  done  when  the  wall  is  on  a 
slope,  A  further  advantage  is  that  the  projections  gave  better 
control  of  sinking,  there  being  less  danger  of  sudden  drops  than 
when  the  wail  is  sloped. 

The  rectangular  section  of  side  wall  is  used  more  widely  than 
the  triangular,  on  account  of  the  facility  with  which  the  spoil 
near  the  sides  may  be  excavated.  Figs.  93^  and  /  illustrate  a 
good_  example  of  this  type.  It  is  composed  of  a  double  thick- 
ness of  horizontal  i2Xi2-inch  timbers,  separated  by  a  single 
thickness  of  vertical  12X  12-inch  timbers,  some  of  which  extend 
up  beyond  the  caisson  to  form  a  part  of  the  crib.  Both  the 
outside  and  inside  faces  of  the  wall  are  faced  with  3X  12-inch 
planks.     Figs.  936,  c  and  d  also  illustrate  the  same  type.     ^^| 

Art.  95.    Details  of  Cutting  Edge  ^^ 

The  cutting  edge,  as  the  part  of  the  caisson  which  rests  on 
the  ground  is  called,  must  be  designed  to  serve  four  functions: 
First,  it  must  be  sufficiently  strong  and  tough  to  stand  the 
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stra^ins  and  abrasive  action  of  sinking;  second,  it  must  be  of  a 

form  which  will  allow  the  caisson  to  sink  readily  without 

exca*Arating  under  the  cutting  edge;  third,  it  must  have  bearing 

sixrf ace  enough  to  prevent  sudden  sinking  when  a  soft  stratum 

is    encountered;  and  fourth,  it  should  be  so  designed  that  air 

cannot  readily  escape  under  the  same.     To  fulfill  the  first 

requirement  the  cutting  edge  is  usually  made  of  some  tough 

strong  wood,  such  as  elm,  or  else  is   shod  with  a  metal 

or  piece  of  tough  wood.  The  second 
third  are  conflicting  requirements;  for 
second  a  true  knife  edge  is  the  ideal 
while  for  the  third  a  considerable 
t>^^3.clth  of  bearing  is  desirable.  As  con- 
stiroicted,  the  width  will  vary  from  about  4 
i^^^^lxes  to  18  inches.  To  meet  the  fourth 
''^^xi.irement,  a  vertical  plate  extending 
^^oxjLt  6  inches  below  the  cutting  edge  is 
^*^^^i:i  used.  Where  the  soil  is  dense  this 
plate  may  be  dispensed  with.  ^'°ct^^lt^  °' 

^^^any  engineers  at  present  favor  the 
^^''^n.t  cutting  edge  in  preference  to  the  sharp  one.  T.  K. 
y^^^ojtfsoN's  experience  is,  that  where  the  knife  edge  is  needed, 
**^-  >  in  hard  material,  to  allow  getting  close  to  the  outside  edge 
^^-^^  excavating,  it  would  cost  too  much  to  make  the  cutting 
f  ^So  strong  enough,  and  where  the  material  is  soft  a  knife  edge 
^^    ^».ot  needed. 

I^ig.  g^d  illustrates  the  use  of  a  timber  wearing  plank  on  the 
t:tang  edge.  It  was  6X12  inches  in  section,  the  main  timber 
'ixiing  the  cutting  edge  being  30X30  inches  in  section,  while 
^^^  -upper  inner  corner  of  the  latter  was  rebated  9  inches  to 
a  seat  for  the  feet  of  the  vertical  wall  timbers.  The 
antage  of  a  timber  over  a  metal  cutting  edge  lies  in  less  time 
.  ^^ttg  required  to  obtain  it,  and  in  the  greater  ease  with  which 
^      ^^ay  be  replaced  when  broken. 

I^le  form  of  cutting  edge  used  by  G.  S.  Morison,  illustrated 

^^   I^ig.  95a,  consisted  of  a  horizontal  and  vertical  plate,  the 

^^tter  being  stiffened  at  intervals  and  fastened  to  the  horizontal 
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plate  by  steel  diaphragms,  which  are  stiffened  on  the  edges  by 
three  angles.  The  horizontal  plate  extended  under,  and  was 
fastened  to  both  the  lower  surfaceof  the  bottom  timbers  and  the 
lower  edge  of  the  outside  sheathing,  while  the  vertical  plate 
was  fastened  to  the  same  outside  sheathing.  Near  the  bottom 
the  vertical  plate  was  reinforced  with  two  others.  Fig.  93a 
shows  the  appearance  of  this  cutting  edge  in  place. 
The  bottom  timber  of  the  caisson  shown  in  Fig.  93/  extended 
out  beyond  the  timbers  above  to 
protect  the  lower  edges  of  the  out- 
side sheathing,  while  it  in  tiu-n  was 
protected  by  steel  plates  on  all 
sides  but  the  top.  This  form  of 
construction,  having  a  vertical 
plate  on  the  outside  and  a  hori- 
zontal angle  with  its  vertical  leg 
down  and  fastened  by  rivets  to  the 
vertical  plate,  and  with  its  hori- 
zontal leg  fastened  to  the  lower  sur- 
face of  the  lower  timber,  is  widely 
used,  but  is  not  economical. 

The  cutting  edge  of  the  caisson 
used  in  the  Kinzie  St.  draw-bridge, 
Chicago,  was  formed  with  an  8- 
inch  channel  iron  laid  horizontally 
with  flanges  turned  up  as  shown  in  Fig.  956.  The  same 
general  form  was  used  on  the  Broadway  bridge  caissons  (Fig. 
93A),  the  only  difference  being  that  in  the  latter  case  the 
cutting-edge  timber  extended  out  to  protect  the  bottom  of 
the  sheathing,  while  in  the  former  case  the  channel  iron  served 
this  purpose.  This  form  of  metal  cutting  edge  is  the  most 
economical  and  was  designed  in  1901  by  T.  K.  Thomson. 


I<5>     '^H'i 


Deta      of     Cultnq    Ectq« 


Art.  96.     Bracing  of  Caisson 


Every  caisson  requires  more  or  less  bracing;  the  larger  and 
higher  it  is  the  more  bracing  will  it  require.    This  bracing  may 
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be  in  the  form  of  struts  and  tiers  near  the  bottom,  running 
horizontally  the  length  and  breadth  of  the  caisson,  or  it  may 
be  in  the  form  of  bulkheads,  or  trusses.  The  latter  two 
usually  serve  the  added  purpose  of  supporting  the  roof. 

The  bracing  in  the  33  X 90-foot  caisson  of  the  St.  Louis 
Mtmidpal  bridge,  shown  in  Figs.  931  and  ;,  consisted  of  eight 
transverse  and  two  longitudinal  lines  of  horizontal  12X  12-inch 
struts  spaced  about  10  feet  apart,  with  ij-inch  adjustable 
rods  on  both  sides  of  each  strut.  The  struts  at  their  inter- 
sections were  braced  with  vertical  12X  12-inch  timbers  and 
pairs  of  |-inch  rods  extending  to  the  deck  of  the  caisson.  A 
similar  form  of  bracing  was  employed  in  the  Bellefontaine 
bridge  caissons,  as  illustrated  in  Fig.  93a,  as  well  as  in  the 
Broadway  bridge  caissons,  Figs.  93^  and  /. 

The  south  main  pier  caisson  of  the  New  Quebec  bridge, 
55X180  feet  in  plan,  was  divided  by  timber  bulkheads,  as 
shown  in  Figs.  936  and  c,  into  eighteen  rectangular  compart- 
ments approximately  19X25  feet  in  size.    These  longitudinal 
and  transverse  bulkheads  were  respectively  24  and  12  inches 
thick,  except  the  lower  course  which  was  12  inches  thicker. 
All  extended  from  the  ceiUng  to  about  the  top  of  the  cutting 
edge.     Each  transverse  bulkhead  was  trussed  by  a  pair  of 
adjustable  diagonal  rods,  the  ends  of  which  took  bearing  in  the 
end  walls  at  roof  level,  through  beveled  washers;  in  the  center 
they  bore  on  steel  plates,  the  latter  in  turn  bearing  on  both 
longitudinal    and  transverse    bulkheads.     The  end  walls  on 
each  side  of  the  longitudinal  bulkhead,  were  braced  by   a 
solid- web  knee  brace  12  inches  thick,  reaching  from  the  cutting 
edge  to  the  top  of  the  first  transverse  bulkhead.     Between 
bulkheads  the  sides  were  knee-braced  to  the  roof  by  single  and 
double  1 2X  12-inch  struts  inclined  at  an  angle  of  45  degrees. 

The  bulkheads  of  the  east  abutment  caisson  of  the  St.  Louis 
arch  bridge  were  of  very  massive  construction,  being  made  of 
eight  horizontal  courses  of  timber,  the  upper  course  having 
eight  timbers  in  it,  making  a  width  of  10  feet,  while  the  bottom 
course  had  three  timbers,  making  a  width  of  3J  feet.  The 
numbers  varied  in  the  horizontal  courses  between  these  two 
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values  in  such  a  way  as  to  give  a  V-shaped  section  of  bulkhead. 
The  height  was  9  feet. 

A  longitudinal  wooden  truss  was  used  to  brace  the  31X79- 
foot  caisson  of  the  Havre  de  Grace  bridge.  It  was  6  feet  deep, 
the  upper  and  lower  chords  being  composed  of  two  pieces  of 
1 2X  12-inch  timbers.  The  web  members,  both  vertical  and 
diagonal,  were  composed  of  timber  struts  and  diagonal  rods,  the 
latter  extending  through  the  first  deck  course  of  the  caisson. 
Cross  braces  were  placed  between  the  bottom  chord  of  the 
truss  and  the  side  walls. 

Art.  97.    Crib  Construction 

Some  writers  consider  the  crib  as  a  part  of  the  caisson,  but 
since  the  crib  may  sometimes  be  dispensed  with  and  the  pier 
built  directly  on  the  caisson,  it  will  avoid  confusion  by  separat- 
ing the  two.  A  certain  height  of  crib  is  often  built  as  an  integral 
part  of  the  caisson  to  facilitate  floating  the  structiu'e  into  place. 
The  purpose  of  the  crib  is  two- fold:  First,  it  serves  as  a  form 
for  the  concrete;  and  second,  it  serves  temporarily  as  a  coflFer- 
dam  to  keep  out  the  water.  If  the  masonry  or  concrete  work  is 
kept  sufficiently  in  advance  of  the  sinking  the  crib  may  some- 
times be  dispensed  with,  but  this  is  sledom  done  because  it 
brings  too  much  weight  on  the  caisson.  The  crib  is  a  per- 
manent part  of  the  foundation  and  usually  its  walls  are  a  con- 
tinuation of  the  walls  of  the  caisson,  perhaps  slightiy  modified- 
Tbe  crib  is  thoroughly  braced  with  longitudinal  and  transverse 
timbers  left  permanently  in  place. 

Although  it  is  customary  to  fill  the  crib  with  concrete,  yet 
under  some  circumstances   this  may  not  be  done.     In   the 
substructure  for  Pier  2  of  the  Memphis  bridge,  where  the  na- 
ture of  the  soil  made  it  necessary  that  the  load  on  the  founda- 
tion bed  be  kept  down  to  a  minimum,  the  pockets  near  the 
walls  in  the  crib  were  left  empty,  while  for  about  15  feet  down 
from  the  top  of  the  crib  a  solid  timber  grillage  was^used,  thus 
decreasing  the  weight  of  the  structure  very  considerably. 

The  crib  for  the  south  main  pier  of  the  New  Quebec  bridge 
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had  a  wall  made  of  a  single  thickness  of  horizontal  12X  12-inch 
timbers  to  a  distance  of  25  feet  above  the  cutting  edge  of  the 
caisson,  braced  by  inside  vertical  12  X  12-inch  timbers,  spaced 
as  shown  in  Figs.  936  and  c,  the  latter  being  extensions  of  certain 
of  the  vertical  timbers  forming  the  sides  of  the  caisson.  The 
outside  was  sheathed  with  the  same  material  as  used  for  the 
caisson.  The  walls  were  braced  with  horizontal  longitudinal 
and  transverse  struts  24  inches  apart  vertically,  up  to  a  height 
of  25  feet  above  the  cutting  edge  of  the  caisson,  dividing  the 
crib  into  ninety  pockets  approximately  10  feet  square.  A 
similar  bracing  course  was  placed  29  feet  above  the  cutting 
edge  of  the  caisson;  above  this  point  there  was  no  bracing,  it 
being  replaced  with  a  concrete  retaining  wall  reaching  to  the 
top  of  the  crib,  bidlt  against  the  walls  of  the  latter  and  battered 
on  the  interior  face,  increasing  in  thickness  from  the  top  down. 
This  was  placed  early  in  order  to  allow  it  to  harden  before  any 
stress  was  put  upon  it.  The  advantage  of  this  retaining  wall  is 
that  it  made  the  upper  part  of  the  crib  a  solid  monolithic  mass  of 
conaete. 

The  crib  shown  in  Fig.  93a  had  the  bracing  carried  to  the  top 
and  was  notable  on  account  of  the  manner  in  which  the  bracing 
was  tied  together  with  vertical  rods.  Here  the  lower  courses 
of  bracing  helped  to  carry  the  roof  loads;  for  this  reason  the 
part  of  the  crib  up  to  the  top  of  the  rods  passing  through  the 
roof  may  be  considered  a  part  of  the  caisson. 

The  walls  of  the  cribs  for  the  St.  Louis  Municipal  bridge 
piers  consisted  for  the  most  part  of  one  thickness  of  10  X  12-inch 
timbers,  sheathed  on  the  outside  with  one  layer  of  3-inch  diag- 
onal and  one  layer  of  3-inch  vertical  planks.  The  bracing 
consisted  of  vertical  1 2  X 1 2-inch  timbers  and  of  eight  rows  of 
horizontal  transverse  and  two  of  horizontal  longitudinal  loX  12- 
inch  timbers.  As  shown  in  Fig.  93;  a  large  amount  of  3X10- 
inch  diagonal  bracing  was  also  used,  giving  a  truss-like  action 
to  the  bracing  and  greatly  strengthening  it. 

The  crib  construction  of  the  Broadway  bridge  is  shown  in 
Figs.  93^  and/;  the  detail  are  so  simple  that  no  explanation  is 
necessary. 
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Art.  98.     Cofferdam  Construction 

Both  durability  and  appearance  require  that  no  part  o 
the  crib  extend  above  low- water  level;  and  moreover,  to  keqf 
the  obstruction  to  the  oirrent  as  small  as  possible,  the  crib  L 
stopped  and  the  pier  commenced  at  a  considerable  distance 
below  low  water.  In  some  cases,  where  the  current  has  a  higl 
velocity,  the  pier  is  started  at  or  below  the  river  bed,  or  the  uppei 
part' of  the  crib  is  built  with  pointed  ends.  For  these  reasons, 
unless  conditions  are  such  that  the  pier  construction  can  be 
kept  well  above  water-level,  a  cofferdam  in  which  to  build  the 
pier  becomes  necessary.  Ordinarily  coflFerdams  may  be  dis- 
pensed with  only  when  the  construction  is  carried  on  at  low 
water  stages  or  when  the  friction  and  resistance  to  sinking  is 
large.  As  a  general  rule  it  is  desirable  to  keep  the  weight  on  the 
caisson  as  small  as  possible  as  this  affords  better  control  of 
the  sinking.  Even  when  possible  many  engineers  prefer  not 
to  start  building  the  pier  until  the  caisson  is  simk  to  final  position, 
for  only  at  such  a  time  can  the  masonry  be  started  in  the  correct 
position.  The  walls  of  the  cofferdam  are  usually  made  ol 
lighter  construction  than  those  of  the  crib,  but  it  is  always 
thoroughly  caulked,  and  braced  by  struts  running  the  lengtt 
and  breadth  of  the  structure.  As  the  pier  is  built  up  these  brace 
are  removed  and  the  walls  are  braced  against  the  pier.  On  th  -« 
completion  of  the  latter  the  cofferdam  is  removed,  if  not  th 
whole  structure,  at  least  that  part  above  low  water. 

Figs,  g^k  and  I  illustrate  the  cofferdam  used  for  one  of  th* 
piers  of  the  St.  Louis  Municipal  bridge.  The  left  dotted  lines 
represent  the  top  course  of  crib  and  the  right  dotted  lines  the  top 
of  struts.  The  cofferdam,  which  was  33  feet  7I  inches  long, 
consisted  of  a  frame  of  horizontal  6  X  8-inch  and  vertical  6X6- 
inch  timbers,  sheathed  with  2X  12-inch  planks.  It  was  braced 
with  6  X  8-inch  struts,  4  feet  apart  vertically,  and  in  rows  about 
10  feet  apart  horizontally. 

The  cofferdam  used  for  the  Brooklyn  pier  of  the  Manhattan 
bridge,  New  York,  N.  Y.,  was  one  of  the  highest  that  has  ever 
been  used  in  pneumatic  caisson  work,  being  44  feet  high  and 
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about  75X144  feet  in  plani  It  was  built  in  three  sections, 
the  sides  of  the  first  two  sections  being  made  of  ioXi2-inch 
horizontal  timbers  laid  close  and  supported  by  i2Xi8-inch 
verticals,  spaced  12  feet  apart.  On  the  outside  two  layers  of 
3X  12-inch  sheathing  were  placed,  the  inner  planking  being 
horizontal  and  the  outer  vertical.  The  upper  section  diflfered 
from  the  others  only  in  having  8X  12-inch  instead  of  10X12- 
inch  horizontals. 

Art.  99.    Pneumatic  Caissons  of  Concrete 

Pneumatic  caissons  built  entirely  of  concrete  have  been  used 

to  some  extent  in  Europe,  but  in  this  country  the  nearest 

approach  to  the  all-concrete  pneumatic  caisson  are  those  for  the 

Beaver  bridge,  described  in  Art.  90.    As  there  explained  most 

of  the  sinking  was  done  by  the  open-well  method.     With  the 

exception  of  a  very  few  cases,  like  the  one  just  noted,  the 

tendency  in  this  country  has  been  to  use  wood,  but  at  the  same 

time  to  decrease  the  amount  formerly  used  by  reinforcing  the 

lower  part  of  the  crib  concrete,  as  was  done  in  the  St.  Louis 

Municipal  bridge  caissons.    A  covering  of  timber  offers  three 

advantages:     First,  it  avoids  the  necessity  of  waiting  for  the 

concrete   to  harden  before   commencing  sinking  operations; 

second,  it  oflFers  less  resistance  to  sinking  because  of  the  reduced 

friction  on  the  sides;  and  third,  it  forms  a  protection  in  sinking 

for  the  concrete  of  the  sides. 

The  pneumatic  process  was  used  during  the  final  part  of  the 

sinking  of  the  Beaver  bridge  caissons  in  order  that  the  bottom 

might  be  thoroughly  cleaned,  as  well  as  to  permit  laying  the 

concrete  filling  in  air.     The  caisson  was  changed  from  the  open 

to  the  pneiunatic  type  in  the  following  manner:     It  was  first 

freed  of  water  down  to  a  level  which  permitted  the  placing  of 

horizontal  wooden  frames  in  each  of  the  wells  at  an  elevation 

of  about  9  feet  above  the  cutting  edge.     Concrete  was  then 

placed  on  these  forms,  filling  the  wells,  the  first  7  feet  being 

allowed  to  harden  for  a  week  before  placing  the  rest.     At  the 

center  of  each  well  a  vertical  shaft,  3  feet  in  diameter,  was 
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placed  to  form  a  means  of  communication  between  the  working 
chamber  and  the  outside. 

Art.  ioo.    Pneumatic  Caissons  of  Metal 

The  abimdance  of  timber  in  America  has  limited  the  use  of 
the  metal  type  to  relatively  few  cases,  while  in  Europe  it  has 
been  extensively  used. 

The  river  piers  of  the  St.  Louis  arch  bridge,  the  first  structure 
in  this  country  founded  on  large  pneumatic  caissons,  rest  on 
metal  caissons.  Two  reason  may  be  given  for  this  fact:  First, 
there  was  considerable  uncertainty  as  to  the  action  of  a  timber 
roof  when  subjected  to  the  horizontal  thrust  from  the  super- 
structure; and  second,  timber  had  not  been  used  in  caisson 
construction  to  serve  as  a  precedent. 

The  caisson  for  the  east  pier,  which  was  hexagonal  in  plan, 
with  over-all  dimensions  of  60X82  feet,  had  walls  of  wrought- 
iron  plates  f  inch  thick,  braced  with  iron  brackets  extending 
from  the  bottom  to  the  top,  and  spaced  2^  feet  apart.  The  roof 
was  formed  of  |-inch  iron  plates  riveted  to  the  lower  flanges 
of  thirteen  parallel  iron  girders,  spaced  5  feet  6  inches  apart 
It  was  also  supported  by  two  heavy  bulkheads  of  oak  timber, 
7  feet  high,  in  the  air  chamber.  These  strong  supports  for  the 
roof  were  necessary  because  the  latter  had  to  take  the  entire 
weight  of  a  100-foot  height  of  stone  masonry. 

The  walls  of  the  caisson  extended  above  the  roof  to  form  an 
enclosiu'e,  in  which  the  masonry  was  laid.  No  monoUthic  con- 
crete was  used  in  this  structure.  For  some  distance  up  the 
masonry  covered  the  entire  cross-section  of  the  crib,  but  above 
this  it  was  stepped  off,  the  space  between  the  iron  envelope  and 
the  masonry  being  braced  with  timbers  and  filled  with  sand. 
For  the  west  pier  caisson  the  iron  envelope  was  carried  up  but 
20  feet,  after  which  the  masonry  was  laid  in  the  open,  care 
being  taken  to  keep  the  top  of  the  same  above  water-level. 

The  metal  pneumatic  caissons  for  the  Alexander  III  bridge, 
Paris,  France,  built  in  1897,  are  among  the  largest  of  any  t>'pe 
ever  used.     In  plan  one  caisson  had  the  shape  of  a  parallelogram 
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(the  angle  being  84  degrees),  the  length  of  the  sides  being 
approximately  145  and  no  feet,  transversely  and  parallel, 
espectively,  to  the  axis  of  the  bridge.  The  working  chamber 
bad  a  clear  height  of  6.23  feet  and  through  this  extended  four 
ransverse  girders,  each  6.23  feet  high,  their  bottoms  forming 
utting  edges,  and  dividing  the  chamber  into  five  subchambers. 
}n  their  upper  flanges  these  girders  supported  twenty-seven 
ongitudinal  girders,  5,2  feet  deep,  which  carried  the  roof  of  the 
steel-plate  platform  that  formed  the  deck  of  the  caisson  proper, 
the  transverse  girders  had  solid-plate  webs  for  nearly  one-third 
>f  their  length  at  each  end  and  open  web  members  in  the  central 
The  longitudinals  were  ordinary  latticed  girders.  The 
rorking  chamber  had  a  roof  of  steel  plates  o.  2  inch  thick  which 
irere  fastened  to  the  lower  flanges  of  the  longitudinal,  and  to  the 
r  flanges  of  the  transverse  girders.  These  plates  did  not 
Xtend  horizontally  through  to  the  vertical  sides  of  the  caisson, 
mt  at  the  sides  followed  down  the  inclined  end  posts  of  the 
ransverse  girders,  and  at  the  ends  followed  the  knee  braces 
Sown  to  the  cutting  edge  to  give  sloping  inside  walls  on  all 
four  sides. 

Between  these  inclined  plates  and  the  outer  vertical  walls 
Iras  a  triangular  space  filled  with  concrete.  The  outside  wall 
plates  and  the  transverse  girders  were  all  stiffened  with 
[Dee  braces  extending  from  the  cutting  edge  to  the  longi- 
tudinal girders. 
The  outside  wall  plates  were  reinforced  on  the  lower  edges  by 
1  outside  vertical  plate  and  the  vertical  flange  of  an  inner  angle, 
?hile  the  transverse  girders  were  reinforced  for  bearing  and 
Utting  strains  by  adding  two  angles  riveted,  with  their  hori- 
mtal  flanges  upward,  to  the  lower  edge  of  the  vertical  web 
late  of  the  lower  chord.  The  cofferdam  above  was  19.7  feet 
igh  and  was  composed  of  riveted  and  caulked  vertical  plates, 
5  inch  thick,  with  a  light  angle-iron  frame  and  light  inclined 
igle-iron  struts  from  near  the  upper  edge  and  the  middle  of 
e  top  of  the  transverse  girders.  The  total  distance  sunk  was 
'  feet  below  ordinary  water-level.  For  further  details  the 
ideris  referred  to  either  Engineering  News,  vol  39,  page  254. 
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April  21,   1898,  or  Engineering  Record,  vol.  37,  page  275  > 
Feb.  26,  1898. 

Art.  ioi.    Cylinder  Pier  Caissons 

The  foundation  for  a  cylinder  pier  is  often  placed  by  thi 
pneumatic  process,  in  which  case,  like  the  open-cylinder  caisson 
there  is  usually  no  particular  point  at  which  the  caisson  may  b( 
said  to  end  and  the  pier  begin.  The  pneumatic  cylinder  caissoicr:*^ 
is  very  similar  to  the  open  caisson  in  many  cases,  the  only*-^ 
difference  being  that  the  former  is  fitted  with  horizontal  dia- — -i- 
phragm  doors  to  form  the  air-lock.  Often  a  part  of  the  sinkines^^ 
is  done  by  the  open-caisson  method  and  the  remainder  by  th^^  e 
pneumatic  method.  As  noted  in  Art.  92  the  cylinder  caissorzaKi 
was  the  first  type  of  foundation  to  which  the  pneumatic  procest-^ss 
of  sinking  was  applied  in  this  country. 

Fig.  loia  illustrates  the  cylinder  piers  and  pneumatic  cyUnde^^r 
caissons  used  for  the  Columbia  River  bridge  at  Trail,  B.  c 
The  shells  were  of  steel  plates  from  xV  to  tV  inch  thick.    Tfc=ae 
lower  61  feet  were  formed  of  a  double  shell,  the  diameter  mhk)/ 
the  inner  shell  being  3  feet,  and  that  of  the  outer  one  9  feet  ^^t 
the  bottom  and  6   feet  at  the  top.     Beginning  at  a  poi^«it 
8  feet  above  the  bottom  of  the  caisson  the  inner  shell  w  .as 
splayed  out  to  meet  the  outer  shell  at  the  cutting  edge,  tlL^mis 
forming  a  working  chamber  8  feet  high.     Near   the  bottc^m 
the  two  shells  were  braced  together  with  diagonal  lacing       as 
shown  in  the  diagram. 

The  upper   parts   of   the   cylinders    were    connected    a^:iid 
braced  by  two  vertical  transverse  rirX  60-inch  plates,  2  f^et 
apart,  braced  together  and  the  space  between  the  two  filled       J 
with  concrete.  / 

The  air-lock  was  formed  by  placing  two  diaphragm  doors  in 
the  inner  shaft,  one  about  13  feet  above  the  cutting  edge  aucf 
the  other  at  a  point  about  16  feet  higher.    As  sinking  proceeded, 
a  third  door,  about  16  feet  above  the  second  door,  was  added, 
the  upper  two  doors  being  used  to  form  the  lock,  while  the  lower 
door  was  used  for  emergencies.     These  caissons  were  designed 
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by  Waddell  &  Harrington,  and  may  be  considered  to  rej 

sent  current  standard  practice. 

In  the  repairs  of  the  Atchafalaya  River  bridge,  each  pier 
consisted  of  a  pair  of  8-foot  diameter  steel  cylinders,  filled  with 
concrete  and  braced  together  at  the  top  by  a  stiffened  web 
plate  or  diaphragm  about  20  feet  high,  as  shown  in  Fig.  loib. 
Each  cylinder  had,  in  addition  to  the  outer  8-foot  diameter 
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shell,  an  inner  concentric  shell  5  feet  in  diameter,  with  a 
conical  section  uniting  it  with  the  cutting  edge  and  closing  the 
lower  end  of  the  annular  space  between  the  two  shells.  The 
shells  were  connected  by  four  stiff  webs.  The  inside  shell 
terminated  about  22^  feet  below  the  top  of  the  outer  one,  the 
latter  having  a  total  length  of  over  1355  feet  and  was  made  with 
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5-foot  rings  erected  in  lo-foot  sections.  The  working  chamber 
was  25  feet  high,  and  had  a  roof  consisting  of  a  2-foot  oak 
diaphragm  made  of  four  thicknesses  of  timber,  with  a  circular 
hole  2  feet  in  diameter  closed  by  a  cast-iron  door. 

In  the  piers  of  the  Glasgow  bridge,  which  were  sunk  by  the 
pneiunatic  process  the  diameter  of  the  outer  shell  was  15  feet, 
the  thickness  of  the  shell  at  the  base  being  ^  inch  and  at  the  top 
^^  inch.  The  shaft  which  was  3  feet  7  inches  in  diameter 
formed  the  inner  cylinder,  and  this  was  removed  before  fiUing 
the  working  chamber  and  air-shaft. 

Almost  no  records  exist  of  the  use  of  the  reinforced-concrete 
pneumatic  cylinder  caisson.  In  Art.  102  there  is  given  an 
example  of  this  type,  in  which  the  first  part  of  the  sinking  was 
done  by  the  open-caisson  method  and  the  latter  part  by  the 
pneumatic  process. 

Art.  102.    Combination  Cylinder  Caissons 

With  the  cylinder  caisson  it  is  a  simple  matter  to  construct 
the  cylinder  to  be  used  either  as  an  open  or  a  pneumatic 
oaisson.  This  makes  it  possible  to  utilize  the  advantages  of 
fcoth  methods  of  sinking,  the  open  caisson  being  used  for  that 
X^axt  of  the  sinking  in  which  the  material  can  be  dredged  or 
pumped  out,  and  the  pneumatic  process  for  that  part  where 
toulders  or  compact  material  is  met  with,  and  in  finally  prepar- 
ing the  foundation  bed  and  placing  the  concrete  filling  in  the 
working  chamber. 

The  caissons  for  the  Merrimac  River  bridge,  between 
Salisbury  and  Newburyport,  Mass.,  were  of  this  type.  Each 
caisson  consisted  of  an  8-foot  diameter  cast-iron  shell,  the 
metal  being  i^  inches  thick  and  cast  in  8-foot  sections.  These 
sections  had  inside  flanges  bolted  together  and  a  mixture  of  red 
lead  and  linseed  oil  was  placed  between  the  joints. 

The  cylinders  were  sunk  by  inside  dredging  to  a  layer  of 
boulders  and  gravel.  They  were  then  loaded  with  pig  iron, 
air-locks  placed  on  top,  and  air  pressure  applied.  No  attempt 
was  made  to  sink  the  caissons  through  the  boulders,  but  instead 
a  novel  method  was  used  to  transform  this  boulder  and  gravel 
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layer  into  a  good  foundation  bed.  The  pressure  in  the  cylinder 
was  reduced  a  little  allowing  about  a  foot  or  more  of  water  to 
rise,  Portland  cement  was  then  mixed  with  the  water  to  form 
a  grout,  which  was  kept  well  stirred  while  the  air  pressure  was 
Increased  to  force  the  grout  into  the  gravel.  On  completion  of 
the  grouting  a  depth  of  from  lo  to  20  feet  of  1-2-4  concrete 
was  laid  under  air  pressure,  and  allowed  to  harden,  after  which 
the  remainder  was  laid  in  the  open. 


Fig.  102a  shows  the  main  details  of  concrete  cyUnder  caissons 
used  for  foundations  of  the  Bronx  viaduct  of  the  New  York 
Connecting  Railway.  The  caissons  varied  from  10  to  18  feet 
in  diameter  and  were  sunk  to  a  maximum  depth  of  55  feet. 
The  cutting  edge  was  formed  of  a  steel  angle  and  steel  plate,  and 
the  concrete  composing  the  caisson  was  well  reinforced  with 
vertical  and  horizontal  rods.  When  sinking  through  clay  the 
open  dredging  process  was  used,  while  in  passing  through 
quicksand  air-locks  were  placed  in  the  upper  part  of  the 
shafts  and  the  pneumatic  process  used. 


CHAPTER  IX 
PNEUMATIC  CAISSONS  FOR  BRIDGES 

Art.  103.    Shafts  and  Air-Locks 

The  shafts,  which  form  the  means  of  communication  between 

the  working  chamber  and  the  outside,  are  circular  in  shape  and 

in  most  cases  are  of  steel  plate  |-inch  thick;  and  in  sections 

about  10  feet  long,  each  section  being  flanged  and  bolted  to  the 

one  above  and  below.     Separate  shafts  are  ordinarily  used  for 

men  and  materials,  those  for  the  men  being  about  3  feet  in 

diameter,  although  if  an  elevator  is  used  they  are  often  as  large 

as  6  feet  in  diameter.    The  shafts  for  the  removal  of  spoil  are 

about  2  feet  in  diameter.     Where  the  depths  are  only  moderate 

it  is  customary  to  have  a  ladder  built  in  the  shaft  used  by  the 

men,  but  when  the  depth  is  cotisiderable  a  power  elevator  should 

always  be  employed  as  it  is  extremely  exhausting  to  cUmb  a 

long  distance  after  working  imder  high  pressure.     The  men 

often  use  the  excavating  bucket  as  an  elevator. 

As  explained  in  Art.  92  the  air-lock  is  a  chamber  having  two 
doors,  one  of  which  opens  to  the  atmosphere  and  the  other  to 
the  working  chamber.  These  doors  are  so  placed  that  the 
imequal  air  pressure  will  always  force  them  against  their  seats, 
which  have  rubber  gaskets  to  prevent  the  escape  of  air.  The 
operation  of  the  lock  for  men  is  as  follows:  The  lower  door 
being  closed  and  the  upper  one  open,  a  man  enters;  the  upper 
door  is  then  closed  and  compressed  air  slowly  admitted  to  the 
lock,  and  as  soon  as  the  pressure  in  it  becomes  equal  to  that 
below,  the  lower  door  opens  allowing  the  man  to  enter  the 
working  chamber. 

The  air-lock  may  be  of  any  shape  and  of  any  desired  size, 
the  latter  depending  on  the  number  of  men  or  the  amount  of 
material  it  is  desired  to  lock  through  at  a  time.  The  material 
lock  is  often  but  a  section  of  the  shaft. 
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la  the  early  caissons  the 
lock  was  placed  at  the  bot- 
tom of  the  shaft  and  ex- 
tended down  into  the  work- 
ing chamber,  but  at  pres- 
ent   the   material  lock  is 
always  placed  at  the  top  of 
the   shaft,  while  the  man 
lock,  is  placed  either  at  the 
toj>    or  some  distance,  up 
from  the  bottom.     Caisson 
sinking  with  the  lock  at 
the   bottom  is  a  risky  un- 
dertaking becanse  a  'blow- 
out,' that  is,  a  sudden  out- 
Tsh  of  air,  will  cause  a 
lifee    inrush  of  water  ac- 
companied by  a  rapid  sink- 
^^*S    of  the  caisson,  which 
IS     a.linost  sure  to  damage 
the    lock.     With  the  lock 
'^''it  of  commission  the  men 
^1      the  working    chamber 
^a.v«  DO  chance  to  escape, 
^vHile  if  the  lock  is  at  the 
^**F>    the  men  can  climb  up 
^rx<i  take  refuge  in  the  shaft 
a-ljo've    the    level    of    the 
^''^ter.      About    the  only 
*^*sa.dvantage  in  having  the 
'  **<=Ic  on  top  of  the  shaft  lies 
J**    t-he  necessity  of  remov- 
^^■K    it  each  time  a  new  sec- 
5*'=>r»  is  added  to  the  shaft; 
^^t  with  properly  designed 
^^^■>  sections  this  can  easily 
^^    tJone,  and  without  dan- 
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ger,  by  having  an  auxiliary  door  fitted  to  the  lower  end  o£  the 
shatt  in  the  roof  of  the  working  chamber  which  is  dosed 
when  the  lock  is  taken  off. 

Two  forms  of  air-locks  extensively  employed  for   caissons 
used   for   the  foundations  of  buildings  are  illustrated    and 
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Fig.   103c— Arrangement  of  Air  Lock,  Shafts,  Pipes,  etc.      Bellefontaine  Bridge- 

described  in  Art.  119.  The  particular  advantage  which  these 
types  possess  is  that  the  bucket  may  be  lowered  into  the  air 
chamber,  filled  and  taken  out  without  detaching  from  the 
hoisting  rope. 

Ahother  form  of  material  lock  which  has  been  employed  is 
illustrated  in  Fig.  103a,  this  particular  one  being  used  on  the 
Memphis  bridge  caissons.  The  method  of  operation  is  de- 
scribed in  Art.  107.      The  essential  difference  between  this 
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and  the  types  described  in  Art.  119  lies  in  the  fact  that  here  the 
upper  door,  instead  of  being  in  a  horizontal  plane,  lies  in  a 
vertical  plane  at  B.  This  necessitates  either  dumping  the 
material  out  on  being  brought  to  the  top  or  else  the  bucket  must 
be  detached  from  the  cable  and  taken  out. 

The  form  of  lock  for  men  employed  on  the  above  mentioned 
bridge  is  illustated  in  Fig.  103ft.  I^  ^s  shown  in  position  in 
Fig.  103c.  ^"The  upper  shaft  through  which  the  elevator-cage 
runs  is  a  cylinder  6  feet  in  diameter,  the  air-lock  itself  is  a 
cylinder  6  feet  in  diameter,  and  the  shaft  leading  to  the  caisson, 
a  cylinder  4  feet  in  diameter;  the  three  cylinders  are  tangent  to 
each  other,  and  the  shells  are  connected  by  cast-iron  door  frames 
carrying  doors,  while  a  fourth  door  opening  outward  was 
placed  at  the  bottom  of  the  lower  shaft;  in  working,  the  door 
between  the  two  shafts  was  always  kept  closed,  and  the  door 
at  the  bottom  of  the  bottom  shaft  was  always  left  open;  it  was 
possible,  however,  if  an  emergency  bad  arisen  to  use  the  lower 
section  of  the  shaft  as  an  air-lock  in  itself;  when  the  filling  of  the 
working  chamber  was  completed  the  bottom  door  was  per- 
manently closed.'' 

Art.  104.    Design  of  Caissons 

It  is  impossible  to  compute  even  approximately  the  stresses 
in  the  various  parts  of  a  caisson  and  for  this  reason  it  is  best 
largely  to  follow  precedent.  Engineers  who  are  experts  on 
caisson  work,  have  built  many  caissons  and  by  observing  the 
weak  points  have  developed  strong  structures  with  increasing 
economy.  The  examples  given  in  the  preceding  articles  are 
representative  of  the  best  forms  in  use,  and  are  recommended 
to  the  careful  consideration  of  engineers  interested  in  this  • 
subject.  For  more  extended  information  the  reader  is  referred 
to  the  bibliography  in  Chap.  XIX. 

T.  K.  ThoMSON,  a  consulting  engineer  who  has  specialized  in 
pneumatic  caissons,  writes  on  their  design  as  follows: 

'  The  Memphis  Bridge,  by  Geo.  S.  Morison. 
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' "  It  is  necessary  to  use  considerable  commo 
experience  in  attempting  to  calculate  the  strains  in  a  caisson. 
As  regards  the  deck,  for  example,  it  is  very  easy  to  calculate 
the  weight  to  be  carried  by  the  deck  and  the  strains  that  would 
result  therefrom,  and  we  know  that  the  air  pressure  acting  up 
against  the  roof  will  counterbalance  a  great  deal  of  this  weight, 
making  it,  in  fact,  something  like  a  pontoon  floating  in  the  =»^ 
water.  But  on  the  other  hand,  the  air  pressure  is  often  slacked  .t>^ 
down  to  almost  nothing  in  order  to  overcome  the  friction,  and  is  ^2  i  j 
raised  again  before  much  water  has  time  to  enter  the  working^^ ,Mr^ 
chamber;  and  sometimes  an  accident  to  the  air  plant  willXf  £] 
suddenly  cut  off  the  supply  of  air,  throwing  a  tremendous  strain«-H  mit 
on  the  roof.  If  the  principal  weight  on  the  roof  is  concrete  it*  i  i( 
will  in  many  cases  be  self-sustaining  unless  too  fresh. 

"The  same  with  the  sides.  If  the  malerial  were  absolutely,^^  Wy 
homogeneous  all  around  and  the  caisson  were  sunk  absoIutel>^^_My 
plumb,  which  almost  never  happens,  and  the  air  pressure  wer^  —:ne 
kept  just  equal  to  the  outside  pressure,  then  we  would  hav^  ~»e  | 
practically  no  strain  on  the  sides — but  all  practical  caisson  meat  -?n  1 
have  seen  the  sides  of  caissons  collapse,  and  some  very  strop gli^  v  , 
built  ones  at  that.  A  very  much  more  frequent  cause  0  ■  ~>t  j 
accident  than  loss  of  air  pressure  is  to  strike  some  obstruction^:  ">~*j 
on  one  side,  deflecting  the  cutting  edge,  and  thus  throwing. -^-V 
much  of  the  weight  of  the  caisson  on  the  weakened  side,  making 
bad  worse.  .    .    . 

"In  building  wooden  caissons  I  very  seldom  halve  the  timber— 
or  use  dovetailed  joints,  preferring  to  use  butt  joints  as  much  a. 
possible  with  plenty  of  drift  bolts.     The  trouble  with  butt  joints 
however,  is  that  while  a  caqienter  will  make  a  dovetail  O'* 
half-lap  joint  fit  he  will  probably  leave  an  inch  or  so  play  in  » 
butt  joint. 

"The  deck  timbers,  as  well  as  those  m  the  sides,  should  b**:^^^^^ 
planed  on  one  side  and  one  edge,  for  the  sizes  would  otherwis*-^^^  _j 
vary  too  much  to  get  a  good  job,  while  the  planking  for  th^.»— ^ 
outside  and  inside  of  the  air  chamber  should  be  either  tongue 
and  groove,  or  the  sides  should  be  planed  for  a  caulking  joim 

'  Sec  "Consiruclion,"  Nov.,  1908. 
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The  plank  should,  of  course,  have  its  faces  also  planed." 
Since  very  many  drift  bolts  are  required  in  fastening  together 
the  heavy  timbers  in  wooden  caisson  construction,  it  is 
desirable  to  adopt  the  proper  diameter  of  holes  to  be  bored. 
Tor  the  results  of  experiments  on  the  holding  power  of  drift 
Ibolts  and  the  best  ratio  of  the  diameter  of  hole  to  that  of 
iDolt,  see  Art.  lo  in  Jacoby's  Structural  Details. 

Art.  105.    Building  and  Placing  the  Caisson 

The  caisson  may  be  built  on  ways  on  the  shore;  on  pontoons 
^uichored  near  the  shore,  or  over  the  site  where  it  is  to  be  sunk; 
or  on  a  temporary  platform  supported  by  piles.     Of  the  three 
jnnethods,  building  on  ways  on  the  shore  is  the  most  widely  used, 
but  to  make  this  method  satisfactory  the  following  conditions 
r»iist  obtain:    First,  there  must  be  deep  water  near  the  shore; 
second,  the  soil  must  be  sufficiently  firm  to  hold  the  caisson, 
either  with  or  without  the  use  of  bearing  piles;  third,  there 
must  be  no  danger  of  a  high  dnd  rapid  rise  in  the  river; 
-a-jid  fourth,  the  shore  must  not  be  at  a  great  distance  from 
site  of  sinking. 
Where  satisfactory  shore  conditions  do  not  obtain  and  where 
e    water  is  deep  and  subject  to  sudden  rises  the  pontoon 
itJiod  is  the  best.     Where  the  depth  of  water  is  not  great  and 
^re  the  river  is  not  subject  to  considerable  changes  of  level 
^    method  oiF  using  a  temporary  platform  on  piling  is  con- 
Caissons  for  abutments  and  biuldings  may  usually 
built  directly  on  the  ground  near  the  site  where  they  are 
iDe  sunk, 
"^^hen  built  on  ways  the  caisson  sometimes  has  a  false  bottom 
_d  to  it  to  reduce  the  depth  of  immersion,  and  a  sufficient 
.    ^^^ht  of  crib  is  constructed,  preliminary  to  launching,   to 
^^^Xore  the  top  being  well  above  water-level.     After  launching 
^^^  towing  to  the  site  more  crib  is  added,  the  false  bottom 
^^*^^t>oved  and  the  caisson  sunk  to  the  river  bed  by  placing 
^^^^^^^crete  in  the  crib. 

I'he  launching  ways  used  for  the  McKinley  bridge  over 


3l6  PNEUMATIC  CAISSONS  FOR  BRIDGES  Chap.  IX 

the  Mississippi  River  at  St.  Louis,  Mo.,  consisted  of  a  number 
of  rows  of  piles  capped  with  timbers  running  at  right  angles  to 
the  river  and  on  a  slope  of  if  inches  per  foot.  Each  caisson  was 
built  on  shoes  extending  the  full  width  of  the  caisson,  the  long 
side  of  the  caisson  being  parallel  to  the  river,  and  each  shoe 
rested  on  a  cap  timber  on  which  it  slid  during  launching. 
These  shoes  were  spaced  about  6  feet  apart  and  were  so  made 
that  they  projected  down  over  the  sides  of  the  caps.  They 
were  bolted  to  the  latter  on  the  land  side  of  the  caisson.  The 
caisson  was  built  with  its  bottom  in  a  horizontal  position  by 
using  wedges  between  the  caisson  and  the  shoes.  The  launch- 
ing was  started  by  simultaneously  sawing  through  the  shoes 
below  the  bolts,  which  thus  allowed  the  caisson  to  slide  into  the 
water. 

Fig.  105a  shows  the  caisson  for  one  of  the  piers  of  the  Van- 
couver bridge,  Vancouver,  Wash.,  as  it  was  being  built  on  the 
launching  ways.  The  general  scheme  was  about  the  same  as 
for  the  McKinley  bridge  caissons. 

Where  built  on  floats,  either  one  or  two  pontoons  may  be  used. 
Fig.  1056  shows  one  of  the  caissons  of  the  Willamette  River 
bridge  of  the  Northern  Pacific  Railroad  as  it  was  being  built 
between  two  barges  or  pontoons.     The  caisson  was  held  be- 
tween the  barges  until  a  height  of  20  feet  had  been  built  iqpi 
when  long  screws  were  attached  and  the  caisson  lowered  into  the 
water.     Two  heavy  trusses,  one  at  each  end,  tied  the  barges 
together  to  prevent  any  unequal  motion  of  the  latter  by  tli6   ", 
waves.     Another  caisson  for  the  same  bridge  was  erected  on    ; 
two  pontoons,  and  after  building  to  a  sufficient  height  the  v 
pontoons  were  scuttled  by  filling  them  with  water,  after  whidi  ^ 
they  were  pulled  out  from  under  the  caisson.  ' 

The  78  X  144-foot  caisson  of  the  Manhattan  bridge  was  built 
in  a  pontoon  or  float,  84  feet  wide  and  150  feet  long,  which  had 
vertical  sides  8  feet  high.     The  float  was  built  of  3-inch  plankS'^'^i 
bolted  to  vertical  and  horizontal  timbers.     It  was  built  in  t'WO  .>! 
halves  separated  by  a  longitudinal  joint  along  the  center  line.    ' 
Blocking  was  set  up  on  the  floor  timbers  and  on  this  the  caisson 
was  built,  thus  making  the  latter  accessible  from  below.     On 
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mpleting  the  caisson  the  joint  between  the  two  halves  of  the 
rat  was  unlocked  and  sand  dumped  through  the  shafts  of  the 
isson  to  the  floor  of  the  float  to  sink  the  halves  of  the  latter, 
ler  which  the  same  were  pulled  from  beneath  the  caisson. 
FSg.  105c  shows  one  part  of  the  4oXioo-foot  pontoon  of 
e  Sl  Louis  Municipal  bridge  caissons  as  it  was  being  pulled 
Dm  beneath  the  caisson.  This  pontoon,  which  was  of  the 
me  type  as  that  described  above,  was  sunk  by  removing  plugs 
am  holes  in  the  bottom  of  the  pontoon. 

The  caissons  for  the  Passyunk  Ave.  bridge  piers  offer  a  good 
lie  of  caissons  built  on  a  platform.     Sixteen  bearing  piles 
!te  first  driven  in  two  longitudinal  rows  just  clear  of  the 
issoD  location.    These  were  capped,  and  from  these  cap 
nbers  four  equidistant,  transverse,  14X  16-inch  timbers  were 
q)eiHied  by  pairs  of  i§-inch  rods,  16  feet  long,  threaded  the 
tire  length,  and  each  provided  with  two  nuts.     Each  trans- 
timber  was   held    by  means   of   a   steel  saddle  on  the 
side,  against  which  the  lower  nut  of  the  rod  bore  and  the 
r  nut  took  bearing  on  a  washer  on  top  of  the  pile  cap. 
transverse  timbers  were  first  screwed  up  tightly  against  the 
side  of  the  cap  timbers  and  on  these  the  caisson  was 
L     After  building  the  cribs  to  a  height  of  about  j6  feet 
caisson  and  transverse  timbers  were  gradually  lowered  by 
;^ng  the  nuts  from  the  rods,  which  permitted  the  caisson 
in  its  exact  position. 

Art.  106.     Sinking  the  Caisson 

If  mud  covers  the  river  bottom  this  should  be  dredged  out 
fore  placing  the  caisson  as  it  is  cheaper  to  remove  it  in  this 
Jiner  than  to  excavate  it  within  the  working  chamber, 
reat  care  must  be  exercised  in  grounding  the  caisson  to  place 
in  its  correct  position.  If  in  tidal  water,  this  may  be  done 
'  placing  concrete  in  the  crib  to  an  amount  which  will  just 
ind  the  caisson  at  low  tide.  Then,  by  means  of  tackles 
tacbcd  to  dusters  of  piles  and  to  the  caisson  or  crib,  the 
ructure  is  placed  in  its  true  position  at  high  tide  and  grounded 
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as  the  water-level  lowers.  Concrete  is  then  poiired  into  the  crib 
to  an  amount  which  will  prevent  floating  when  the  tide  rises. 
Often,  where  the  caisson  is  slightly  out  of  position,  it  may  be 
floated  by  admitting  a  small  amount  of  air  into  the  working 
chamber.  As  soon  as  enough  concrete  has  been  placed  to  put 
on  air  pressure  safely  to  expel  the  water  from  the  working 
chamber,  men  enter  to  commence  sinking  operations. 

In  clay  the  excavation  may  usually  be  kept  some  distance 
below  the  cutting  edge,  which  offers  the  advantage  of  allowing 
more  head-room  for  the  men.  This  cannot  be  safely  done  in 
sand  as  the  water  is,  very  sensitive  to  changes  of  pressure 
and  so  it  is  not  possible  to  raise  the  pressure  very  much  from 
that  corresponding  to  the  head  on  the  cutting  edge.  In  one 
of  the  caissons  of  the  Rulo  bridge  a  test  well  was  sunk  in  cky 
17  feet  below  the  cutting  edge  without  any  increase  in  the  air 
pressure,  but  when  a  4-foot  vein  of  gravel  was  struck  the 
pressure  had  to  be  increased  8  to  10  poimds  at  once. 

In  sinking  caissons  the  load  is  at  first  usually  carried  on  the 
cutting  edge,  but  as  the  caisson  gradually  sinks  more  of  the 
load  is  resisted  by  friction  on  the  sides  and  less  by  bearing  on 
the  cutting  edge.  Contrary  to  the  usual  custom,  in  the  case  of 
the  55  X  180-foot  caiss6n  of  the  New  Quebec  bridge,  the  details 
of  which  are  shown  in  Figs.  936,  c,  and  (/,  and  which  for  the  most 
part  was  sunk  through  sand,  the  load  was  not  at  any  time 
supported  on  the  cutting  edge. 

^"  Owing  to  the  great  size  of  the  caisson,  extraordinary  pre- 
cautions were  considered  necessary  to  provide  against  any 
unequal  settlement,  or  any  twisting  or  other  movement  of  the 
caisson,  which  might  tend  to  open  up  the  joints  and  seams  and 
consequently  allow  air  to  escape.  On  this  account  it  was 
decided  that  the  ordinary  method  of  sinking,  where  all  the  load 
is  carred  on  the  cutting  edge,  would  not  allow  the  movements 
of  the  caisson  to  be  sufficiently  controlled  during  the  actual 
sinking.  The  rather  unusual  method  was  therefore  employed 
of  carrying  the  entire  load  on  the  bulkheads  and  the  roof,  and 
no  load  at  all  on  the  cutting  edge. 

*  Engineering  News,  vol.  68,  page  854,  Nov.  7,  191 2. 
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"The  caisson  was  supported  on  40  sand  jacks,  about  25  posts 
of  12  X  12-inch  yellow  pine,  and  54  sets  of  blocking.  The 
jacks  and  posts  bore  directly  against  the  roof,  while  the  blocking 
was  piled  under  the  bulkheads.  When  ready  for  a  drop  the 
blocking  and  posts  were  first  removed  by  washing  the  sand  from 
imder  them  with  a  water-jet;  then  the  whole  caisson  was 
lowered  by  operating  all  the  sand  jacks  simultaneously.  The 
>and  jacks  were  of  simple  construction,  each  one  consisting  of  a 
29-inch  steel  cylinder  closed  at  the  bottom,  having  near  the 
)ottom  two  3-i^ch  holes  with  a  sliding  cover,  and  a  plunger 
x)nsisting  of  a  single  piece  of  timber  fitting  easily  into  the 
ylinder.  The  cylinder  was  filled  two-thirds  full  of  sand,  the 
)liinger  inserted,  and  its  upper  end  blocked  against  the  roof. 
The  operation  of  lowering  consisted  in  opening  the  lower  holes 
md  inserting  a  water-jet,  thus  washing  out  the  sand. 

"These  jacks  worked  admirably,  the  result  being  that  the 
:aisson  was  sunk  absolutely  level  and  in  its  proper  location. 
Before  each  drop  a  trench  was  excavated  under  the  cutting 
*dge  to  a  depth  of  2  or  3  feet,  and  filled  with  clay,  which  tended 
to  prevent  the  escape  of  the  air  and  also  acted  as  a  lubricant 
liu^ing  sinking.  This  scheme  was  followed  throughout  the  entire 
sinking  and  seemed  to  materially  facilitate  the  operation." 

Sinking  the  caisson  is  accomplished  by  excavating  the 
material  in  the  working  chamber  and  by  placing  concrete  in  the 
crib  to  weight  the  structure.  The  water-jet  is  sometimes 
employed  to  reduce  friction  on  the  sides. 

Art.  107.    Removing  Spoil  from  Working  Chamber 

Various  devices  have  been  developed  for  removing  the  spoil 
from  the  air  chamber.  Where  the  material  is  sand  the  blow-out 
process  or  mud-and-sand  pump  is  ordinarily  employed;  where 
clay  is  encountered  it  is  usually  best  to  remove  it  with  buckets, 
using  some  simple  form  of  air-lock,  or  perhaps  the  clay  may  be 
mixed  with  water  and  the  sand-and-mud-pump  process  used. 
Boulders  must  be  removed  through  the  air-locks. 

Blow-out  Process. — The  blow-out  process  is  a  very  simple 
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affair,  the  principle  consisting  of  using  the  pressure  in  the  aiS:  .mi 
chamber  to  drive  out  sand  or  mud  when  it  is  piled  around  th  .arfiK 
inJet  of  a  pipe  which  leads  from  the  working  chamber  to  th_«-Jni( 
open  air.     The  diameter  of  the  pipe  is  usually  about  4  or  j 

inches,  the  top  being  fitted  with  an  elbow  to  throw  the  sand  in  ^«i| 
horizontal  direction,  while  the  lower  part  has  attached  to  it  ^| 

flexible  hose  of  large  diameter  with  a  valve.  To  blow  oiii.r«i]] 
the  sand  and  mud  it  is  only  necessary  to  heap  it  up  around  thcrSl_h( 
mouth,  open  the  valve,  and  the  material  is  then  carried  ou:_»^«ul 
with  a  high  velocity;  in  fact  the  velocity  is  so  great  that  the  pipr^  jp( 
rapidly  wears  away.  At  the  Havre  de  Grace  bridge  the  elbow^.«w; 
which  was  of  chilled  iron,  4  inches  thick,  was  worn  through  e  i» 
two  days.  Considerable  care  must  be  exercised  in  placing  tU!^* 
material  against  the  inlet  for  if  a  considerable  amount  of  air  —  Is' 
not  admitted  with  the  sand  and  mud,  it  will  clog,  while  if  the  r^sere 
is  too  much  air  admitted  it  is  a  waste.  It  has  been  found  a-,.^d- 
vantageous  to  have  small  holes  in  the  pipe  above  the  inlet  as  . 

this  gives  more  uniform  action,  tending  to  draw  the  material  l^  up 
instead  of  merely  driving  it  and  thus  lessening  the  amount  of 

air  entering  with  the  sand  and  mud.     Although  the  dry  blo^  .^w- 
out  is  a  very  rapid  and  satisfactory  means  of  removing  tl^:*he 
spoil  from  the  working  chamber  it  has  some  disadvantage^  ~^: 
First,  a  tendency  to  vary  the  pressure  in  the  working  chamb^»  -^r;  1 
and  second,  a  tendency  to  cause  rapid  wear  in  the  pipe  elbow        "  as  ■ 
noted  above.     The   lowering  of   the  pressure  due  to  the  ^k-     air  ' 
passing  up  through  the  pipe  causes  a  very  thick  fog,  making  '^^'^ 
difficult  for  the  workmen  to  see.     It  is  also  apt  to  allow  L^:*<ic  ' 
water  to  enter  from  the  outside.     On  the  other  hand,  if  the  ^k-    ^ 
compressors  are  supplying  air  at  a  rate  sufficient  to  maintaiiE^^*'  * 
constant  air  pressure  when  the  sand  is  being  blown  out,  ■  "" 

stopping  the  latter  operation  the  pressure  may  rise  to  a  poK"^'"' 
sufficient  to  cause  a  blow-out  under  the  cutting  edge,  which-^en  is 
usually  followed  by  a  flooding  of  the  air  chamber.     Largely  "" 

account  of  the  destructive  action  on  the  pipe,  and  for  the  adi^E^^ 
reasons  just  noted,  the  dry  blow-out  process  is  most  satisfactc;^"*0' 
when  the  pressure  in  the  working  chamber  is  fairly  low,  althoiK= — '?'■ 
a  head  of  at  least  20  feet  is  necessary.     This  process  is  said,^B  to 
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ive  been  used  first  by,  William  Sooysuith  in  1859  in  building 

idge  piers  over  the  Savannah  River. 

Sand-and-Mud  Pump. — The  principle  involved  in  this  form 
excavator  is  that  of  the  induced  current,  where  a  quantity 
water  with  a  high  velocity  causes  a  reduction  of  pressure 

hich  draws  the  mud  and  sand— well  mixed  with  water — into 

le  pipe.     Fig.  107  a  illustrates  the  form  used  on  the  Memphis 

idge.    The  water  enters  at  the  side  under  a  high  pressure  and 

isses  up  through  the  small  annular  space,  at  which  point,  on 

rcount  of  the  high  velocity,  the  pressure  is  low.     The  lower 

irt  of  the  pump  connects  with  a  pipe  or 

)se,  the  lower  end  of  which  rests  in  a  pool 

'  mud  or  sand  and  water.     On  account  of 

le  difference  of  pressure  at  the  two  ends  of 

lis  pipe  the  mud  is  drawn  into  the  pump 

id  carried  upward  with  the  water,  through 

pipe  which  connects  with  the  top  of  the 

imp.    The  essential   difference    between 

lis   form  of  excavator  and  the  blow-out 

ocess  is  that  in  the  former  the  water  is 

le  moving  force  doing  the  work  while  in 

le  latter  it  is  the  air  from  the  working 

lamber.    The    water    pressure    used    is 

dinarily    about   80   pounds  per  square 

ch.     This  method  was  first  used  by  James 

.  Eads  in  the  caissons  of  the  St.  Louis         <"-">"tQ     eetion. 

Fjo.  io7a.^^and-and- 

ch   bridge.     Fig.  gia  illustrates  another  Mud  Pump.    Memphis 

rm  of  the  sand-and-mud  pump.  Bndge. 

In  the  Williamsburgh  bridge,  New  York,  the  hose  wasextended 

1  a  sort  of  sump  in  the  bottom  of  the  excavation  where  its 

)en  end  was  placed  below  the  surface  of  the  water.  Gravel,  sand 

id  mud  were  constantly  fed  into  the  nozzle  by  a  laborer  who 

Jced  it  up  and  prevented  clogging,  and  another  man  with  a 

inch  nozzle  played  a  50-pound  water-jet  against  the  soil  to 

ash  it  into  the  sump. 

For  a  description  of  this  process  as  applied  to  open-caisson 

ork  the  reader  is  referred  to  Art.  91.     In  some  caisson  work  at 
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Arran,  Switzerland,  instead  of  using  a  sump  a  horizontal  hopper 
was  employed,  the  discharge  pipe  leading  from  the  lowest 
point  in  the  hopper*  A  jet  of  water  from  a  small  pipe  was  con- 
stantly played  on  the  material  as  it  was  fed  into  the  hopper. 

Removing  Material  with  Buckets. — Clay  is  usually  mor« 
cheaply  removed  with  buckets  than  by  any  other  method.  Large 
rocks  must  be  blasted  to  pieces  and  removed  with  buckets.  As 
stated  in  Art.  103  where  a  form  of  lock  similar  to  the  Moran  or 
O'Rourke  lock  is  used,  the  bucket  may  be  taken  from  the  lock 
without  removing  it  from  the  hoisting  rope.  In  the  form  shown 
in  Fig.  103a,  instead  of  running  the  hoisting  rope  to  an  engine  on 
the  outside,  the  hoisting  is  done  by  compressed  air  from  the 
working  chamber  working  in  the  cylinder  shown  on  the  left.  In 
this  cylinder  runs  a  piston,  the  two  sets  of  sheaves  being  so 
arranged  that  one  stroke  of  the  piston  lifts  the  bucket  the  whole 
distance. 

A  novel  device,  called  the  water  column,  was  used  in  the 
caissons  of  the  Brooklyn  bridge  to  remove  the  material.  It 
consisted  of  an  open  shaft,  the  lower  part  extending  into  a  sump 
which  was  kept  full  of  water  and  the  shaft  itself  was  filled  with 
water  up  to  a  point  sufficient  to  balance  the  air  pressure  in 
the  caisson.  Workmen  pushed  the  spoil  under  the  shaft  and 
from  there  it  was  removed  by  dredging  with  an  orange-peel  or 
clam-shell  bucket. 

Art.  108.     Concreting  the  Air  Chamber 

When  rock  is  reached,  if  the  same  is  level,  it  is  only  necessary 
to  clean  off  all  loose  material  before  depositing  the  concrete. 
On  the  other  hand,  if  not  level,  some  preliminary  work  must  be 
done;  if  the  rock  has  a  uniform  slope  it  should  either  be  blasted 
down  to  a  level  surface  or  else  stepped,  unless  very  rough ;  although 
if  the  rock  surface  is  at  practically  the  same  elevation  all  around 
the  cutting  edge  of  the  caisson,  but  irregular  within,  little 
more  than  a  thorough  cleaning  will  be  necessary.  For  those 
caissons  founded  on  clay  or  hard-pan  a  level  surface  is  easily 
obtained. 
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Caisson  No.  lo  of  the  Passyunk  Ave.  bridge  landed  on  rock 
which  bad  a  slope  of  about  5  feet  in  the  length  of  the  caisson. 
As  soon  as  rock  on  the  high  side  was  reached,  the  cutting  edge 
on  the  low  side  was  blocked  with  6X  12-inch  timbers,  6  feet 
apart,  after  which  excavation  under  the  cutting  edge  was 
carried  to  rock  and  extended  ij  feet  out  beyond  the  cutting 
edge.     This  excavation  was  then  filled  with  concrete. 

In  the  caissons  for  the  St  Louis  Municipal  bridge  the  rock 
surface  was  irregular  but  no  attempt  was  made  to  level  it 
oflf  or  to  bring  the  caissons  to  bearing  throughout.  Where 
depressions  occurred  the  sand  was  removed  and  sacks  of  concrete 
were  deposited  on  the  rock  and  tamped  imder  the  cutting  edge, 
after  which  concrete  was  placed  in  the  working  chamber  in  the 
usual  manner. 

The  concrete  for  filling  the  working  chamber  n\ay  be  carried 
in  through  the  material  shafts  and  locks  by  means  of  buckets, 
or  special  arrangements  may  be  made,  by  placing  a  cone-shaped 
frame  above  the  lower  door,  by  which  a  yard  or  more  of  concrete 
may  be  dumped  into  the  lock  through  the  upper  door.  The 
latter  is  then  closed  and  air  admitted  to  the  lock  allowing  the 
lower  door  to  open  and  the  mass  of  concrete  to  fall  through  the 
shaft  to  the  working  chamber.  The  conical  frame  prevents  the 
concrete  from  remaining  in  the  lock  when  the  lower  door  is 
opened.  For  a  description  of  the  method  used  in  placing  the 
concrete  in  the  working  chamber  see  Art.  186. 

Art.  109.     Rate  of  Sinking 

The  rate  of  caisson  sinking  varies  greatly,  the  larger  the 
caisson  and  the  harder  the  material  sunk  through,  the  slower 
the  rate.  Sinking  operations  are  usually  carried  on  day  and 
night,  and  the  rate  of  sinking  will  vary  from  almost  nothing 
where  beds  of  boulders  are  encountered  to  as  much  as  3  feet 
a  day  where  clean  sand  is  met.  Most  Engineers  keep  a  chart 
of  the  progress  of  the  work;  Fig.  109a,  which  illustrates  the 
progress  in  sinking  one  of  the  caissons  of  the  Kinzie  St.  draw- 
bridge, Chicago,  is  a  very  satisfactory  form  of  chart  to  use.     The 
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caisson  is  shown  in  Figs.  1096  and  -c.  Instead  of  carrying  the 
whole  caisson  to  bedrock  the  cutting  edge  was  stopped  about 
half  way  down  and  wells  were  then  sunk  the  remainder  of  the 
distance. 

In  sinking  Pier  D  of  the  Memphis  bridge,  excluding  long 
delays,  an  average  rate  of   1.5   feet    per  day  of  24  hours 


1 

1 

i 

i 

E 

ft.i.tior   of 

taHion 

nd   W 

te'  La 

el 

W'' 

■■^  ■ 

t-,:::'.X 

ff :! 

% 

'!' 

■;; 

m 

i[ 

m 

rsw 

t 

1 

\, 

■ 

iffi 

m 

1 

,    q     I,  [,i,rrTlTnK 

s 

■  T 

I::: 

= 

— 

— 

-t 

^ 

p*:*_~:::::::::::S 

iii^ 

I^ 

: 

it 

1 

:^ 

1 

p 

1 

1 

i| 

1 

::: 

- 

I 

I! 

:;;:: 

^ 

^ 

y-- 

i- 

]> 

;;i;;!:;-;;-S;,i:- 

rP 

If 

:j^ 

ee: 

^ 

_\^_ 

ffll 

ffl 

f!-K+f 

ittt, 

i±ii: 

ES3 

ffiffl 

— I'rogress  uf  Sinking  Cai; 


;,  Bridge,  Chicago- 


WES  maintained  through  sand  and  only  0.31  foot  through 
clay,  while  for  Piers  2  and  5  of  the  Thebes  bridge  the  average 
rates  were  0.23  and  0.41  foot  respectively;  here  hard  gravel 
was  encountered. 
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The  rate  per  day  of  sinking  the  St.  Louis  Mimidpal  bridge 
caissons  varied  from  an  average  of  0.68  foot  for  Pier  4  to 
1.95  feet  for  Pier  3,  with  1.28  feet  as  an  average  for  all  caissons. 
The  best  progress  in  one  day  was  5.17  feet,  while  the  best 
seven-day  run  was  34  feet  or  4.86  feet  per  day.    For  the  caissons 

of  the  McElinley  bridge, 
St.  Louis,  the  average  rate 
for  all  caissons  was  2  feet 
per  day,  with  a  maximum 
of  7.7  feet  in  one  day. 


Cenfe\  Line  of  Track 


Fig. 


Plan.' 
109c. — (See  also  Fig.  109&.) 


Art.  1 10.    Frictional 
Resistance 

Estimating  the  probable 
frictional  resistance  to  be 
met  with  in  sinking  cais- 
sons is  one  of  the  most 
difficult  features  involved 
in  the  design.  It  depends 
upon  numerous  factors  such  as  the  kind  of  material  pene- 
trated; the  material  composing  the  sides  of  caisson  and  crib; 
depth  to  which  sunk;  whether  the  sides  of  the  caisson  are  ver- 
tical or  flared;  whether  or  not  the  water-jet  is  used;  and  the 
amount  of  air  leaking  under  the  cutting  edge. 

In  general,  the  frictional  resistance  per  square  foot  of  exposed 
surface  of  caisson  and  crib  will  seldom  be  less  than  250  nor  more 
than  800  pounds,  although  in  boulder-strewn  material  it  may  be 
as  much  as  1000  pounds.  Next  to  mud  and  silt,  sandy  soils 
offer  the  least  resistance,  especially  when  carrying  large  amounts 
of  water,  while  clay  will  offer  less  resistance  than  material  con- 
taining boulders.  With  uniform  soil  conditions  the  unit  fric- 
tion will  increase  with  the  depth;  for  instance,  at  the  McKinley 
bridge,  which  crosses  the  Mississippi  River  at  St.  Louis,  the 
friction  was  found  to  be  about  300  pounds  per  square  foot  of 
exposed  surface  at  40  feet,  and  600  pounds  at  a  penetration  of 
70  feet.     Anything  which  tends  to  loosen  the  soil  around  the 
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sides  of  the  caisson  and  crib  will  decrease  the  friction,  at  least  for 
a  short  time;  escaping  air  has  about  the  same  effect  as  the  water- 
jet  in  lubricating  the  material.  Although  flaring  out  the  bottom 
of  the  caisson  tends  to  reduce  the  side  friction,  yet,  on  account  of 
possible  wedging  action  by  material  falling  into  the  open  space 
above  the  bottom,  and  further,  on  account  of  the  loss  of 
guidance,  pneumatic  caissons  are  now  practically  all  made  with 
vertical  outside  walls. 

Table  No.  iioa  gives  values  for  the  skin  friction  when  the 
caissons  were  well  down  for  a  number  of  notable  structures. 
Table  No.  no  6,  taken  from  an  article  by  H.  L.  Wiley  in  Trans- 
actions American  Society  of  Civil  Engineers,  vol.  62,  page 
113,  ^March,  1909,  gives  values  of  friction  for  both  open  and 
pneumatic  caissons. 


TABLE  NO.  iiotf 
Skin  Friction  for  Pneumatic  Caissons  of  Bridges 

(Expressed  in  Pounds  per  Square  Foot) 


Name  of  bridge 

Range  for 

separate 

piers 

600-700 

330-410 

600 
622-932 
308-489 

600 

365-837 

620 
409-590 
472-673 

351-944 

314-535 

750 

Aver- 
age 

648 

381 

750 
400 

• 

584 

525 
617 

614 
463 

No. 

of 

piers 

1 

1        Materials  penetrated  in  sinking 
^    caissons 

Belief  on  taine 

Blair  Crossing 

Brooklyn 

4 
4 

Fine   sand,   sand,   coarse   sand, 
boulders. 
Fine   sand,    coarse    sand,    clay. 

Cairo 

10       Sand. 

Havre  de  Grace 

McKinley 

4 
5 

3 
5 

4 

4 

Silt,  sand,  mud. 

Sand,  gravel,  mud,  day,  sedi- 
ment, very  tough  clay,  quick- 
sand. 

Sand,  gravel,  some  clay  to  bed- 
rock. 

River  sand,  coarse  sand,  rubbish, 
clay,  gravel. 
Fine  sand,  yellow  sand,  gravel, 

clay,  boulders. 

MemDhis 

Miles  Glacier 

Nebraska  City 

New  Omaha 

Rulo 

Sioux  City 

Williamsburg 

General  average  for  nine  bridges,  554  pounds  per  square  inch. 
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TABLE  NO.  1106 


No. 


Type  of  caisson 


Method  of 
sinking 


Material  penetrated 


z 
2 
3 
4 
5 
6 

7 
8 

9 
10 
II 
la 
13 
14 
IS 
16 

17 
18 

19 

20 
21 
22 
23 

24 
25 
26 

27 
28 
29 
30 
31 
32 
33 
34 


Cast  iron 

Cast  iron 

Cast  iron 

Wrought  iron 

Cast  iron 

Cast  iron 

Cast  iron 

Steel  construction. . . 

Cast  iron 

Timber  construction 
Steel  construction. . . 
Steel  construction. . . 
Steel  construction. . . 
Steel  construction. . . 
Iron  construction . . . 

Cast  iron 

Steel  construction. . . 

Masonry 

Timber  construction 
Steel  construction. . . 
Timber  construction 
Timber  construction 
Timber  construction 
Timber  construction 
Timber  construction 
Steel  construction.. . 

Timber [ 

Iron  cylinder i 

'Timber  construction 
!Timber  construction! 
Timber  construction 
Timber  construction 
Timber  construction 
Timber  construction 


Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Oi>en  excavation 

Open  excavation 

Open  excavation 

Open  excavation 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 

Pneumatic 


=Gravel,  clay 

Sand,  clay 

Sand 

Sand,  clay 

Sand,  clay,  gravel. . . 

Sand 

Silt 

Silt,  sand,  clay 

Silt,  mud,  clay 

Sand 

Silt,  clay 

Silt,  clay,  sand 

Mud,  sand 

Clay 

Sand,  gravel,  clay.. . 

Clay 

Clay 

Sand,  mud 

Clay 

Clay,  sand 

Silt.  sand,  mud 

Sand,  clay,  gravel.. . 
Sand,  clay,  boulders. 
Clay.  sand,  gravel. . 
Sand,  gravel,  clay.. . 

Sand,  boulders 

Silt,  clay,  gravel. . . . 

Sand,  shale 

Sand 

jSand,  clay 

Sand,  gravel,  clay. . . 

Sand 

Sand,  boulders 

Silt,  sand,  clay 


340 

60 

250 

75 

250 

60 

a8s 

140 

300 

lop 

325 

60 

350 

60 

375 

55 

390 

75 

450 

30 

450 

60 

450 

60 

450 

65 

450 

75 

480 

65 

500 

60 

700 

65 

205 

40 

250 

35 

275 

60 

310 

75 

350 

100 

400 

48 

400 

95 

42s 

55 

450 

68 

Soo 

75 

525 

60 

540 

75 

600 

75 

650 

8c 

650 

90 

660 

lOI 

900 

45 

1 25 
225 

125 

1000 

125 

125 
I2S 
190 
100 

1300 
700 

1200 
1300 
1500 
200 
125 
1300 

75 
800 

150 
2550 

X200 

192s 
4500 
1300 
2700 
1800 
1200 
1700 
1400 
2000 
1200 
2100 
1700 


In  sinking  the  Commercial  Cable  Building  caissons  the  fri 
tional  resistance  varied  from  250  to  300  pounds  per  square  fo 
of  exposed  surface,  while  in  the  United  Fire  Insurance  C 
caissons  it  was  as  high  as  1000  pounds. 

The  highest  value  of  frictional  resistance  was  observed  i: 
1 9 10  while  sinking  the  concrete  caisson  for  the  pivot  pier  of  th 
reconstructed  swing  bridge  of  the  Grand  Trunk  Railway 
Black  Rock  Harbor  on  the  Niagara  River.     The  material  pen 
trated  was  a  very  sticky  red  clay.     The  concrete  open  caisso 
weighed  8700  tons  and  1084  tons  of  stone  and  pig  iron  wer 
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piled  on  top  of  it.     The  area  was  10235  square  feet,  thus  giv- 
ing a  f notional  resistance  of  191 2  pounds  per  square  foot. 


Art.  III.     Physiological  Effects  of  Compressed  Air 

The  question  of  the  physiological  effects  on  the  human  system 
^when  working  in  compressed  air  is  an  important  one  from  both 
the  humanitarian  and  financial  standpoints.  In  the  past  almost 
all  the  important  works  employing  compressed  air  have  levied 
SL  heavy  toll  of  suffering  and  death  on  the  *sand-hogs/  as 
caisson  workers  are  commonly  called.  For  instance,  on  the 
caisson  work  of  the  St.  Louis  bridge  there  were  119  cases  of 
so-called  caisson  disease,  with  14  deaths  from  the  same,  while 
on  the  Brooklyn  bridge  there  were  no  cases  of  illness,  with 
^  deaths.  These,  of  course,  were  early  examples;  at  the  pres- 
ent time,  owing  to  a  better  knowledge  of  the  disease,  the 
records  are  not  so  bad,  but  the  disease  still  claims  its  victims  in 
too  many  cases. 

No  harmful  effects  are  felt  on  entering  the  compressed  air, 
or  while  remaining  in  it;  only  during  decompression  or  after 
emerging  are  the  workmen  affected.  The  disease,  which  has 
been  proven  to  be  aeremia,  may  be  divided  into  two  classes: 
First,  that  in  which  the  attack  is  light;  and  second,  that  in  which 
it  is  severe.  The  first  form  is  characterized  by  very  severe 
pains,  chiefly  in  the  joints,  and  closely  resembles  rheumatism 
in  its  effects.  From  the  tendency  to  cause  its  victim  to  double 
up  in  agony  it  is  commonly  known  as  the  'bends.'  When 
the  attack  is  very  severe  it  usually  paralyzes  its  victim  and  is 
commonly  fatal. 

Sensations  Felt  on  Entering  the  Air  Chamber. — On 
entering  the  air-lock  and  having  the  air  pressure  turned  on, 
some  of  the  sensations  felt  are  heat,  slight  giddiness  and  head- 
ache, pain  in  the  ears,  breathlessness,  inability  to  whisper — 
caused  by  the  resistance  of  the  compressed  air  to  the  finer 
muscular  movements  of  the  tongue — and  a  feeling  of  resistance 
to  movement  owing  to  the  density  of  the  air.  A  slight  dis- 
comfort is  usually  felt  in  maintaining  equilibrium  between 
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the  air  pressure  inside  and  outside  the  body,  the  most  painful 
being  in  the  ears,  as  noted  above.  This  may  be  overcome  by 
closing  the  mouth  and  holding  the  nose,  and  at  the  same  time 
trying  to  expel  the  air  from  the  limgs;  such  action  makes  the 
pressure  in  the  tympanic  cavity  equal  to  the  outside  pressure 
by  means  of  the  Eustachian  tubes  which  nm  from  the  back  of 
the  nasal  passages  to  the  cavity.  This  action  should  be  repeated 
from  time  to  time  and  as  long  as  the  pressure  continues  to  in- 
crease. Relief  may  also  be  secured  by  the  action  of  swallowing. 
A  cold  makes  the  feat  more  difficult  since  the  Eustachian  tubes 
are  then  somewhat  blocked. 

Owing  to  breathing  the  denser  air  with  its  increased  amount  of 
oxygen,  as  soon  as  equilibrium  obtains  the  general  effect  is  some- 
what exhilarating  and  bracing.  To  quote  one  of  the  workmen  in 
the  Blackwall  tunnel  (England):  ^"I  never  felt  happier  than 
when  I  was  in  the  compressed  air.  Always  happy,  and  on  the 
cheery  side.  Why,  laddie,  I  would  get  up  in  the  morning  feeling 
very  dour  and  queer,  and  just  go  into  the  workings  and  then 
whistle  (?)  and  sing  all  day  long." 

Sensations  Felt  on  Leaving  Air  Chamber. — On  leaving 
the  air  pressure  the  caissonier  feels  cold,  and  this  is  felt  most 
keenly  during  the  passage  through  the  air-lock,  being  due  to  the 
expansion  of  the  air  in  the  lock,  as  well  as  to  the  expansion  and 
liberation  of  gases  in  the  body.  To  counteract  the  effects  of 
this  cold  the  air-lock  should  be  warmed  and  the  men  given 
strong  hot  coffee  to  drink  on  emerging,  and  should  dress  warmly. 
Another  characteristic  of  decompression  is  a  dense  fog  which 
occurs  as  the  air  becomes  rarefied.  Another  sensation  often 
manifested  on  emerging  is  an  itching,  pricking  feeling  imder  the 
skin  on  all  parts  of  the  body;  this  disappears  in  a  few  minutes. 
The  foregoing  are  the  sensations  always  felt;  if  the  person  is 
taken  with  caisson  illness  the  symptoms  may  be  manifold. 

^"Coming  out  again  (from  the  working  pressure)  it  was  not  so  bad, 
but  just  chilly;  bitter  chilly,  cold  as  charity.  The  pains  would  come  on 
aftcnvard,  in  an  hour  or  so,  or  when  you  got  into  bed.     Bends  in  the 

^  Engineering  News,  vol.  51,  page  437,  May  5,  1904. 
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back,  the  wrists  and  the  legs;  just  awful.  Men  would  turn  out  in  the 
middle  of  the  night  and  come  back  to  the  works  and  get  into  the  compressed 
air  again  in  the  medical  locks.  They  had  a  full  dose  for  a  start,  and  let 
the  pressure  drop  gradually.  Then  they  went  back  home  to  bed.  Do 
them  any  good?  Eh,  mon,  its  no  for  me  to  say.  They  thought  so,  but 
I  thought  it  was  only  humbug,  a  faith  dodge.  When  I  had  bends  I  just 
jumped  about  and  took  a  drap  of  guid  whuskey — ^better  than  all  your 
doctor's  concoctions."  The  foregoing  graphic  description  of  the  *  bends' 
and  treatment  for  it  indicates  the  attitude  of  the  average  'ground-hog.' 

* "  The  symptoms  of  caisson  disease  have  been  quite  definitely  estab- 
lished. First  among  these  are  neuralgic  pains  of  an  intermittent  or 
paroxysmal  character,  and  of  varying  severity.  In  the  worst  instances 
these  pains,  or  cramps,  as  they  are  commonly  called — although  they  are 
rarely  accompanied  by  muscular  spasms — are  so  intense  as  to  completely 
unnerve  strong  men.  This  symptom  is  very  seldom  absent,  and  from  it 
comes  the  popular  name  of  'bends'  given  to  the  disease.  Another 
characteristic  symptom  which  is  always  exhibited  is  a  profuse  cold  per- 
spiration. Another  symptom  which  is  of  frequent  occurrence,  but  which 
is  not  always  exhibited,  is  pain  at  the  pit  of  the  stomach,  usually,  but  not 
always,  attended  by  vomiting.  In  about  50  percent  of  the  cases  observed, 
paralysis  has  been  a  characteristic  symptom.  The  degree  of  paralysis 
varies  from  slightly  impaired  sensation  or  numbness  in  the  extremities 
to  complete  loss  of  sensation  and  motion  in  the  affected  parts,  which  are 
most  frequently  the  legs  and  lower  part  of  the  body.  Finally  the  sufferer 
usually  exhibits  a  number  of  transient  symptoms,  which  have  their  origin 
in  the  brain;  these  are  headache,  dizziness,  double  vision,  incoherence  of 
speech,  and  sometimes  unconsciousness.  The  duration  of  these  symptoms 
varies  from  a  few  hours  to  several  weeks  in  case  of  paralysis.  In  fatal 
cases  congestion  of  the  brain  or  spinal  cord  always  exists.  A  very  notice- 
able fact  is  that  the  attack  of  the  disease  never  takes  place  while  the  sub- 
ject is  under  air  pressure,  but  always  occurs  while  he  is  emerging  from  the 
compressed  air  chamber  or  after  he  has  emerged." 

Causes  of  Caisson  Disease. — Various  theories  have  been 
advanced  from  time  to  time  relative  to  the  cause  of  caisson 
disease.  It  is  said  that  attention  was  first  called  to  caisson 
disease  at  about  the  middle  of  the  last  century  by  Triger  who 
applied  the  use  of  compressed  air  in  sinking  some  coal  shafts 
at  Chalons  on  the  banks  of  the  Loire.  ^  *'  Hoppe  Seyler  (1857) 
and  Thomas  Schwann  (1858)  in  Germany,  and  Busquoy  (1861) 

*  Engineering  News,  vol.  46,  page  157,  Sept.  5,  1901. 

*  Engineering  Record,  vol.  63,  page  362,  April  i,  191 1. 
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in  France,  .  .  .  gave  the  first  correct  suggestion  as  to  th^  ^J 
cause:  viz.,  that  it  was  due  to  the  setting  free  of  bubbles  of  gan^ 
in  the  blood.  Nitrogen  gas  is  dissolved,  according  to  the  la"^ 
of  partial  pressures,  during  exposure  to  the  compressed  air,  anc 
this  dissolved  gas  having  no  time  to  escape  through  the  lung^ 
if  the  pressure  be  suddenly  lowered,  bubbles  oIT  just  as  carboni-  ,^£  ^ 
acid  escapes  from  aerated  water  when  a  bottle  is  uncorked."  i 

In  1871,  Dr.  Jaminet.  the  physician  in  charge  of  the  coiimm.  _aj 
pressed  air  workers  at  the  St.  Louis  bridge,  became  convince-- 
from  his  studies  that  the  disease  was  caused  by  too  rapid 
tissue  change  due  to  the  absorption  of  an  excess  of  oxj'gen. 

About  two  years  later,  Dr.  A.  H.  Smith,  the  surgeon  i  '■  :ri 
charge  of  the  New  York  tower  caisson  of  the  Brooklyn  liiiil|,i  ^  ■  \ 
arrived  at  the  conclusion  that  the  ill  effects  developed  iuwort^^^^ic^ 
tng  under  compressed  air  were  due  to  the  pressure  of  the  air  forc^^acii;; 

ing  the  blood  from  the  surface  of  the  body  to  the  center  an ^>.  ^ 

thereby  causing  internal  congestion.  j 

But  it  was  Paul  Bert,  who,  by  his  remarkable  experiment: — 7  r^ 
published  in  1S78,  proved  the  true  cause  of  caisson  disease  tnl-  ~^b 
the  effervescence  of  gas  in  the  blood  and  tissue  juices.     '>'"'  'p- 

then  such  authorities  as  Phillopon.  von  Schrotter,  Helle^^^e^.i 
Mager,  Haldane,  Hill,  Smith,  Macleod,  Greenwood  ara^^<I; 
others,  have  checked  and  extended  Bert',s  experiments. 

The  gas  which  is  present  in  the  blood,  and  which  comes  o^^B-*t 
of  solution  if  the  pressure  is  too  rapidly  lowered,  is  most—  --^y 
nitrogen,  for  if  the  chamber  is  properly  ventilated  there  w.     iJ' 
be  only  a  small  amount  of  carbonic  acid  gas  in  the  air,  wh^^M-le 
the  oxygen  content  dissolved  by  the  blood  is  taken  up  chemical        '3' 
by  the  hemoglobin,  as  demonstrated  by  Dr.  Haldane.     /  ■■■'%.s 
stated  elsewhere  the  tissue  fluids,  chiefly  the  blood,  dissolve  t^^^^^ 
air  according  to  Dalton's  law  of  solution  of  gases  in  fiuif^^B^*! 
i.e.,  the  amount  of  gas  dissolved  in  a  fluid  is  proportional  to  t__ — fa^ 
pressure  of  the  gas  surrounding  the  fluid.     Except  for  v^^^*"? 
high  pressures,  such  as  eight  or  ten  atmospheres — values  whi_     *^h 
will  never  attain  in  caisson  work — these  dissolved  gases  probat^^  Jy 
have  no  chemical  effect  on  the  system,  and  are  quite  harml^^ss 
as  long  as  they  remain  in  solution.     For  high  pressures  the  cB  «*- 
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solved  oxygen  seems  to  have  a  toxic  effect,  causing  a  fatal 
inflammation  of  the  lungs.  Experiments  have  shown  that  with 
SL  pressure  of  ten  atmospheres  some  animals  will  die  in  as  short 
SL  time  as  20  minutes. 

However,  when  the  pressiu^e  of  the  surrounding  air  is  lowered, 
the  dissolved  gases,  mostly  nitrogen,  are  thrown  out  of  solution 
in  the  form  of  bubbles.  If  the  lowering  of  the  pressure  is  done 
slowly  the  gases  are  thrown  out  of  the  blood  at  the  lungs  without 
developing  bubbles  of  any  appreciable  size.  But  if  the  pressure 
is  rapidly  lowered  the  gas  bubbles  stick,  owing  to  their  size, 
in  the  minute  blood  vessels  and  obstruct  the  flow  of  the  blood, 
often  causing  the  vessels  to  burst.  The  same  condition  ob- 
tains in  the  various  tissues  carrying  juices  satiu^ated  with 
^as;  if  these  bubbles  develop  in  the  joints,  we  have  the 
*  bends';  if  in  the  spinal  cord,  paralysis;  if  in  the  heart,  heart 
:f  ailure,  etc. 

Art.  112.    Prevention  of  Caisson  Disease 

If  the  cause  of  caisson  illness  is  a  mechanical  action  due  to 
the  development  of  bubbles  in  the  blood  and  fluid  tissues,  which 
in  turn  is  due  to  too  rapid  decompression,  then  manifestly  the 
cure  is  decompression  at  a  rate  slow  enough  to  avoid  this  phe- 
nomenon. The  length  of  time  will  depend  upon  the  amount  of 
gas  in  the  fluid  tissues  and  upon  the  physical  characteristics  of 
the  person  being  decompressed.  The  amount  of  gas  in  the  fluid 
tissues  will,  in  turn,  depend  upon  (i)  the  degree  of  pressure  in 
the  working  chamber  and  (2)  the  length  of  time  under  pressure. 
The  length  of  time  taken  to  satiu-ate  the  body  fluids  at  any 
particular  pressure  will  vary  greatly,  depending  upon  the  fat- 
ness of  the  subject,  the  amount  of  bodily  work  done,  heat  and 
moisture  present,  etc.  From  experiments  Dr.  Haldane  Con- 
cluded that  in  certain  parts  of  the  body  where  the  circulation 
is  rapid  and  the  number  of  blood  vessels  high  the  tissue  juices 
will  become  50  percent  saturated  in  5  minutes,  with  complete 
saturation  in  40  minutes;  while  other  parts,  lacking  a  copious 
supply  of  blood,  will  require  75  minutes  for  50  percent  saturation 
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and  about  4  hours  for  90  percent  saturation.  Experiments  show 
that  the  fatty  tissues  absorb  about  five  times  as  much  gas  as 
does  the  blood  and  the  rate  of  absorption  is  much  slower;  the 
rate  of  desaturation  will  be  correspondingly  slow.  For  this 
reason  men  inclined  toward  fatness  should  never  be  employed 
for  compressed-air  work.  The  better  the  circulation  of  the 
blood  the  more  quickly  and  easily  will  the  gases  be  thrown  out 
of  the  system;  for  this  reason  only  men  in  good  physical  condi- 
.  tion  should  be  employed. »  Old  men,  or  those  who  have  abused 
themselves  by  excessive  drinking  or  other  dissipation,  should 
never  be  allowed  in  the  working  chamber. 

Authorities  differ  as  to  the  time  that  should  be  allowed  for 
decompression,  but  all  agree  that  the  usual  time  given  is  too 
short.  Some  urge  a  uniform  rate  of  decompression,  while 
others  prefer  stage  decompression,  that  is,  at  first  a  rapid  decom- 
pression to  a  certain  pressure,  followed  by  slower  decompression. 

Seldom  is  more  than  15  on 8  minutes  given  to  decompression; 
the  reason  for  this  is  that  the  air-lock  is  small  and  as  a  conse- 
quence the  men  must  maintain  cramped  positions  in  the  same. 
Moreover,  the  lock  is  usually  cold  and  filled  with  fog,  due  to 
the  decreasing  pressure.  Properly,  the  lock  should  be  large 
enough  to  allow  the  men  some  freedom  of  motion  and  it  should 
be  ventilated  with  warm  dry  air.  The  French  law,  enacted  in 
1908,  prescribes  that  for  a  head  of  water  up  to  65.6  feet  not  less 
than  21.2  cubic  feet  of  air  shall  be  provided  for  each  man  in  the 
lock,  and  for  depths  above  this  not  less  than  24.7  cubic  feet. 
During  decompression  the  men  should  constantly  move  about 
and  massage  their  various  joints,  as  this  has  been  found  to  assist 
materially  in  ridding  the  system  of  the  gases. 

MACLEOD  suggests  the  following  time  for  decompression  as 
being  safe: 


Gage  Pressure 

Length  of  Shift 

Decompression  Period 

15  to  30 

4  hours 

J  to  I  hour 

45  to  60 

4  hours 

1}  to  2  hours 

In  Germany,  von  Schrotter,  Heller  and  Mager,  in  1900, 
published  a  work  in  which  they  laid  down  the  principle  that  a 
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unifonn  decompression  at  the  rate  of  two  minutes  per  o.i  atmos- 
phere, or  20  minutes  per  atmosphere,  was  safe. 

The  law  of  New  York  State  (1913)  governing  the  time  of 
decompression  for  pneumatic  caisson  work  for  bridges  and  build- 
ings is  as  follows: 

Gage  pressure  in  pounds  10     15     20     25    30    36    40     50 

Tiine  of  decompression  in  minutes        i       2       5      10     12     15     20     25 

The  time  of  work  in  caissons,  given  by  this  law,  is  as  follows: 


Gage  pressure 

0-21             22-30 

3I-3S 

36-40 

4I-4S 

4S-S0 

Time  per  day  in 
caisson. 

No.  of  shifts 

Length  of  shift 

8  hrs. 
2  (minimum) 

6  hrs. 

2 
3  hrs. 

I  hr. 

4  hrs. 

2 
2  hrs. 

2  hrs. 

3  hrs. 

2  (min.) 
li  hrs. 
(max.) 
3  hrs. 

2  hrs. 

2  (min.) 
I  hr. 

(max.) 
4  hrs. 

li  hrs. 

2 
ihr. 

5  hrs. 

Minimum  time  be- 
tween shifts. 

30  consecutive 
minutes 

The  theory  upon  which  stage  compression  is  based  is  that  the 
gas  m  the  blood  will  not  effervesce  until  a  marked  diminution  of 
pressure  obtains,  and  as,  to  the  point  of  effervescence,  the  gases 
are  discharged  at  a  rate  varying  with  some  function  of  the 
change  of  pressure,  manifestly  the  more  rapid  the  lowering  of 
pressure  the  more  quickly  will  the  blood  vessels  be  freed  of  the 
gases  contained  therein.  Since  almost  no  cases  of  aeremia  are 
caused  by  rapid  decompression  from  about  19  poimds  gage  pres- 
sure, it  seems  reasonable  to  assume  that  the  pressure  in  the  air- 
lock may  be  reduced  that  amount  in  about  three  minutes;  from 
this  point  the  pressure  must  be  lowered  quite  slowly  and  should 
correspond  to  the  natural  rate  of  desaturation  of  the  fluid 
tissues  at  that  difference  of  pressure.  When  the  gage  pressure 
reaches  about  19  pounds,  the  remainder  of  the  decompression 
may  be  done  quickly,  for,  as  stated  above,  it  appears  that  the 
average  person  can  safely  stand  that  difference  of  pressure.  The 
fundamental  idea  upon  which  stage  decompression  is  based  is 
correct,  but  as  there  is  but  little  experimental  data  and  less 
precedent  to  guide  one,  it  has  not  yet  become  general. 

Apart  from  the  matter  of  slow  decompression,  other  precau- 
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tions,  if  taken,  will  do  much  to  lessen  the  occurrence  of  caisson 

disease.    Anything  which  tends  to  lower  the  vital  resistance  o 
the  human  system  tends  to  promote  caisson  illness.     For  thi 
reason  the  physical  conditions  under  which  the  men  work  shoul< 
be  as  good  as  it  is  possible  to  make  them :     There  should  b 
furnished  plenty  of  fresh  air;  electric  lighting  rather  than  gas  o 
candle  lighting  should  always  be  employed,  as  the  latter  tend 
to  vitiate  the  air;  the  air  should  be  kept  at  as  reasonable  : 
temperature  as  possible,  which  means  that  it  should  be  coole 
during  the  summer  time,  as  compression  raises  its  temperaturi 
At  present  this  is  done  in  practically  all  work,  either  by  spraji 
the  compressed  air  as  it  enters  the  working  chamber,  or  else 
passing  it  through  a  coil  of  pipes  externally  cooled. 

^"It  is  well  known  that,  in  a  confined  atmosphere,  m 
sooner  or  later  suffers  from  the  accumulation  of  poisono 
gases.     The  criterion  of  this  pollution  of  the  atmosphere  is  t 
amount  of  carbonic  acid  (CO2)  found  present.     When  the  pc 
centage  of  CO2  in  the  air  rises  above  o.i  percent,  evil  effects 
common.     It  should  be   clearly  understood  that   these  ( 
eflfects  are  not  due  to  the  carbonic  acid  itself,  but  to  some  ot 
toxic  property  which  the  CO2  content  seems  to  run  paraU. 
with,  and  is,  therefore,  a  measure  of  it.     Now  under  pressxa  1 
it  is  evident  that  such  a  gas  will  be  still  more  dangerous.     A.  s 
matter  of  fact,  E.  H.  Snell  reports  that  an  'increase  of  C 
from  0.04  percent  to  o.i  percent  at  30  pounds  pressure  is  tl^e 
forerunner  of  much  illness.'     He  found  that  by  free  ventilati<^n 
of  the  caisson,  so  as  to  remove  this  CO2,  the  illness  dropped  from 
seven  cases  a  day  to  one  case  in  two  days.   .    .    .    Ventilation  i^  ^ 
matter  which  should  be  carefully  provided  for,  since  otherwise 
the  CO2  and  other  poisonous  constituents  of  polluted  air  v>rili 
have  their  usual  depressing  effects  on  the  workmen  and  render 
them  more  prone  to  suffer  from  decompression  symptoms. *' 

Especially  when  sinking  through  foul  material  should  care  l>^ 
exercised  in  keeping  the  air  pure.  T*  K.  Thomson  reports  ti».  ^t 
when  sinking  through  the  foul  bottom  of  the  Harlem  River  t  3ie 

*  Cause,  Treatment  and  Prevention    of   the  Bends,  by  J.  J.    R.  Macle*— "'^i 
Journ.  Assoc.  Eng.  Soc,  vol.  39,  page  301,  Nov.,  1907. 
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men  suffered  much  from  the  bends,  but  when  sinking  through 
the  day  below  this,  even  though  imder  a  much  greater  pressure, 
very  little  trouble  occurred.  It  is  also  noticed  that  a  greater 
amount  of  sickness  is  apt  to  occur  during  concreting  than  at 
other  times,  this  being  due  to  the  decrease  in  the  leakage  of 
the  air,  or  inadequate  ventilation. 

Cure  for  Caisson  Disease. — The  best  and  about  the  only 
cure  for  caisson  disease  is  recompression  with  slow  decompres- 
sion. If  the  patient  can  be  put  into  the  air  before  the  gas  bub- 
bles have  had  a  chance  to  tear  the  blood  vessels  and  fluid  tissues 
a  cure  can  usually  be  effected,  but  otherwise  not.  For  this 
reason,  a  hospital  air-lock,  large  and  well  ventilated,  should 
always  be  maintained  in  readiness  and  the  men  should  be 
housed  near  by,  so  that  in  case  of  delayed  attacks  they  may 
be  immediately  recompressed. 
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CHAPTER  X 

PNEUMATIC  CAISSONS  FOR  BUILDINGS 

Art.  113.    General  Development 

The  application  of  the  pneumatic  caisson  to  building  founda- 
tions has  been  restricted  very  largely  to  the  tall  buildings  or 
'  skyscrapers'  of  New  York  City.  Two  conditions  occur  there 
which  require  this  form  of  foundation:  First,  the  necessity  for 
carrying  the  column  loads  to  bedrock;  and  second,  the  presence 
of  quicksand  over  the  rock.  Both  the  height  of  the  buildings 
and  the  magnitude  of  the  column  loads  make  it  imperative  to 
found  the  piers  on  a  very  hard  and  unyielding  stratum,  prefer- 
ably bedrock,  since  any  irregular  settlement  is  exceedingly 
dangerous  and  difficult  to  remedy  in  tall  buildings.  The  pres- 
ence of  quicksand  makes  sinking  to  bedrock  very  difficult  by 
other  methods  than  that  of  the  pneumatic  caisson,  due  to  the 
tendency  of  the  material  to  flow  into  the  excavation;  while  it  is 
especially  dangerous  in  the  lower  part  of  Manhattan  Island, 
due  to  the  liability  of  undermining  adjacent  building  founda- 
tions, many  of  which  rest  on  shallow  foundations.  The  only 
disadvantage  of  the  pneumatic  method  is  its  high  cost,  but 
this  is  fully  justified  where  the  security  of  very  expensive 
buildings  is  at  stake. 

In  its  details,  the  caisson  for  a  building  does  not  differ  mate- 
rially, except  in  the  matter  of  size,  from  the  bridge  caisson.  It 
is  customary  in  most  cases  to  use  separate  piers  for  all  the  inte- 
rior columns,  these  being  circular  or  square  in  plan;  but  special 
conditions,  such  as  the  close  spacing  of  two  or  more  columns,  or 
lack  of  clearance,  sometimes  makes  it  necessary  to  use  one  pier 
for  two  or  more  columns.  Where  the  grade  of  the  cellar  floor 
is  below  the  ground-water  line  the  wall  piers  often  serve  two 
functions:  First,  that  of  carrying  the  wall-column  loads  to  rock; 
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and  second,  that  of  acting  as  a  dam  or  retaining  wall  to  keep  out 
the  water.    To  accomplish  the  latter  they  must  form  a  continu- 
ous wall  and  hence  they  are  made  rectangular  in  plan,  as  wide 
as  is  necessary  to  give  the  required  stability  as  a  dam  or  retain- 
ing wall — usually    between    6    and  8   feet — and  as  long  as 
can  be  conveniently  handled,  which  is  often  as  much  as  30 
feet.    The  ends  of  adjacent  sections  are  then  connected  and 
made  water-tight. 

For  the  circular  form  of  caisson  the  diameter  may  vary  from 
about  6  feet  as  a  minimum  to  15  feet  or  more.  For  a  rectangu- 
lar section  the  largest  that  has  ever  been  used  for  building  foun- 
dations is  in  the  New  York  Telephone  Co.  Building,  where  the 
largest  caissons  are  35  feet  3  inches  by  38  feet  8  inches  in  plan. 
But  more  remarkable  in  many  respects  were  some  of  the  caissons 
used  in  the  foundations  of  the  Municipal  Building,  New  York, 
one  of  which  was  26  X  31  feet,  and  carried  the  load  from  five 
colunms.  In  size  this  is  not  much  larger  than  one  used  in  the 
first  building  founded  on  pneumatic  caissons;  namely,  the 
Manhattan  Life  Insurance  Building,  erected  in  1893-94,  where 
the  caissons  had  dimensions  of  21  feet  6  inches  by  25  feet  6 
inches.  But  in  the  magnitude  of  the  single  column  loads  and 
depth  to  which  the  caisson  was  sunk,  a  great  development  is 
apparent.  The  maximum  column  load  in  the  Manhattan  Life 
Building  was  about  400000  pounds,  while  in  the  Municipal 
building  it  was  about  5  475  000  pounds;  the  depth  of  sinking 
below  the  street  curb  in  the  former  was  54  feet,  while  in  the  lat- 
ter it  was  J40  feet;  the  maximum  air  pressures  (gage)  used 
were  respectively  15  and  48  pounds  per  square  inch,  the  latter 
being  within  2  pounds  of  the  maximum  allowed  by  State  law. 
The  140-foot  depth  below  the  curb  corresponded  to  a  depth  of 
about  112  feet  below  the  level  of  general  excavation.  For  the 
most  part  the  depth  to  which  pneumatic  caissons  for  buildings 
have  been  sunk  have  ranged  somewhere  between  30  and  90  feet 
below  the  curb,  the  true  depth  of  sinking  and  the  hydrostatic 
head  worked  against  being  less  than  this,  depending  on  the 
amoimt  of  general  excavating  done  before  sinking  the  caissons 
and  the  position  of  the  ground-water  level,  respectively. 
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In  the  development  of  pneumatic  caissons  for  buildixig 
foundations  a  tendency  was  manifested  early  to  do  away  wi  t± 
permanent  shafts  and  roofs  of  the  working  chambers  by  malcixig 
them  removable.  When  present  as  a  permanent  part  of  tine 
pier  they  tend  to  divide  the  pier  into  two  separate  monoliths  of 
concrete,  one  an  inverted  T-shaped  mass  formed  by  the  filli  mig 
in  the  working  chamber  and  shaft  well  and  the  other  a  rirm.  ^- 
shaped  mass  surroimding  the  shaft  Removing  the  sli£^.{t 
before  filling  the  well  with  concrete  has  now  become  standi  Td 
practice,  while  the  use  of  a  temporary  roof  is  very  general.  T"  le 
two  common  methods  of  accomplishing  the  latter  are*  First,  to 
fill  the  crib  with  concrete  only  after  the  caisson  is  sunk  and  ^^  "he 
roof  removed;  and  second,  to  use  a  roof  of  reinforced  concr^  te. 

Pneumatic  caissons  made  of  wood,  steel,  wood  and  st^ 
combined,  and  of  reinforced  concrete  have  been  used.  They  .^re 
'  all  satisfactory  and  the  choice  in  any  particular  case  will  depe^  nd 
on  current  prices  and  the  time  required  to  obtain  the  materi  sis 
and  to  construct  the  caisson.  As  a  rule  in  this  country  conci^  ^te 
is  the  most  economical  and  steel  the  most  expensive,  and  ivcz^od 
about  half-way  between. 

Art.  114.     Caissons  of  Timber 

Caissons  made  entirely  of  wood  have  been  and  are  b^^*^^ 
extensively  used,  although  not  to  the  same  extent  that  they  .^^^^ 
employed  for  bridge  caissons.  For  square  and  rectang^^" 
lar  caissons  the  construction  is  simple  and  the  time  ther^^^' 
fore  saved  as  compared  with  those  of  steel  or  concrete,  may  C^^ 
considerable. 

Where  the  depth  is  not  great  nor  the  sinking  difficult,  th^^ 
caisson  and  crib  may  be  made  of  light  construction.     Such  a 
form  is  exemplified  in  the  caissons  of  the  Rogers  Building, 
New  York,  which  varied  in  dimensions  from  8  feet  square  to 
about  7X14  feet  in  plan,  and  were  sunk  to  depths  of  from 
28  to  60  feet  below  the  curb,  corresponding  to  about  35  to  40 
feet  below  the  excavation  level.     The  sides  were  made  of  3-inch 
vertical  plank  fastened  to  two  horizontal  rectangular  frames,  one 
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near  the  bottom  and  the  other  about  3  feet  higher,  and  to  the 
roof  timbers,  by  two  |-inch  bolts  at  every  inteiiection,  the 
bolt  heads  being  countersunk  into  the  planks  on  the  outside. 
AH  joints  were  caulked  on  the  outside  with  oakum.     The  cutting 
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^^ge  was  made  by  beveling  the  inside  lower  ends  of  the  planking 
^^  a  thickness  of  i  inch.  The  lower  horizontal  which  was  of 
^^ii-inch  material  was  but  a  few  inches  above  the  cutting 
^*lge  and  hence  reinforced  the  same.  The  working  chamber  had 
*■  clear  height  of  6  feet  and  was  covered  with  a  roof  made  of  two 
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solid  courses  of  crossed  8X8-inch  timber,  the  lower  courser  ^st- 
ing on  6X8-inch  limbers  bolted  to  the  sheathing. 

The  sheathing  projected  6  feet  above  the  lower  side  of  ■ti?e 
roof  of  the  working  chamber  and  formed  one  section  of  the  «=rib 
The  other  sections  were  made  in  14-foot  lengths  and  yvae 
of  the  same  general  construction  as  the  caisson  sides.  At  the 
joints  between  the  successive  sections  of  the  crib  the  ends  of  the 
sheathing  were  cut  square  and  braced  by  an  inside  6Xi2-inci 
frame,  the  latter  being  boiled  to  both  sections  to  serve  as  a 
connecting  flange.  The  cribs  were  braced  at  intermedia- te 
points  by  6XS-inch  horizontal  timber  frames, 

A  much  stronger  form  of  wooden  pneumatic  caisson  is  illijas- 
tratedinFig,  114  a,  which  is  one  of  the  12X  24-foot  caissons  u^*!*^ 
in  the  Gillender  Building  foundations.  The  sides  of  the  woi~l- 
ing  chamber  were  composed  of  two  thicknesses  of  i2Xi2-irfc«li 
timbers  sheathed  on  the  outside  and  inside  with  3|-inch  ma.  *e- 
rial.  The  cutting-edge  timber  extended  out  beyond  the  waUs. 
the  outer  part  of  the  upper  side  abutting  against  the  bottom-  of 
the  outside  sheathing,  while  the  outside  and  bottom  faces  w^^e 
protected  by  the  cutting  edge,  which  consisted  of  a  steel  an^^le 
and  a  vertical  steel  plate. 

The  roof  consisted  of  three  thicknesses  of  1 2X 1 2-inch  timber's. 
ihe  upper  and  lower  ones  running  transversely  and  the  int^^'- 
mediate  one  longitudinally.  The  under  side  of  the  roof  W'^^ 
sheathed  with  3|-inch  material.  The  crib  was  composed  of  3,^^' 
inch  sheathing,  braced  at  intervals  by  horizontal  frames  c^ 
8X1 2-inch  limbers. 

If  less  strength  is  desired  the  walls  may  be  made  of  a  sing!^^ 
thickness  of  horizontal  timbers  laid  closely  and  sheathed  on  the 
outside  and  inside.  This  was  done  in  the  caissons  for  the 
Mercantile  Building,  ihe  timbers  being  6X  ro  inches,  the  la.tUi 
dimension  horizontal,  while  the  sheathing  consisted  of  3X12- 
inch  planks.  In  this  case  the  roof  was  composed  of  a  double 
thickness  of  12-inch  timbers. 

The  foregoing  examples  have  permanent  root  construction. 
The  first  wooden  caissons  doing  away  with  this  feature  were 
those  of  the  United  States  Express  Co,  Building.    Here  the  wall 
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oussons  were  built  with  a  width  of  5^  feet,  a  height  of  6  feet, 
and  with  lengths  varying  from  25  to  34  feet.  The  walls  con- 
sisted of  a  single  thickness  of  timber  varying  from  6X12 
inches  to  10X12  inches.  Across  the  loXio-inch  top  course 
were  placed  jXsXi-inch  angles  running  transversely  and 
spaced  3  feet  apart,  the  vertical  flanges  being  turned  up.  On 
these  was  placed  a  layer  of  ij-inch  tongue  and  groove  boards 
which  served  as  a  form  for  concrete  placed  on  top  of  the  same. 

Instead  of  a  crib,  molds  built  of  vertical  tongue-and-grooved 
boards  in  sections  8  feet  high,  having  the  same  length  and 
breadth  as  the  caisson,  were  built  on  top  of  the  latter  to  receive 
the  concrete.    They  were  held  together  by  outside  horizontal. 
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Pio.  1 14J  — Tj  pes  of  Working  Chambers  Municipal  Building  New  York 

■yokes,  each  made  with  4X3Xi-inch  angles  forming  a  rectangu- 
lar frame.  Three  yokes  were  used  to  a  section,  one  at  the  top, 
one  at  the  middle,  and  one  at  the  bottom.  On  completion  of 
the  forms,  a  six-inch  layer  of  concrete  was  placed  on  the  roof 
forms;  as  soon  as  this  had  hardened  somewhat  2  feet  more 
of  concrete  was  added,  and  this  25-foot  thickness  of  concrete 
served  as  the  permanent  roof,  the  temporary  panels  underneath 
being  taken  off. 

Fig.  ii4&,typeB,  shows  the  type  used  in  the  Municipal  Build- 
ing tor  rectangular  caissons  5^  to  7  J  feet  wide.  It  closely  resem- 
bles those  described  in  the  two  preceding  paragraphs,  the  walls 
bein^made  of  a  single  thickness  of  12X  12-inch  and  8X  12-inch 
timbers,  the  bottom  timbers  being  faced  with  4X4-inch  steel 
angles  to  form  the  cutting  edge.     It  was  provided  with  a  tempo- 
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rary  deck  of  2-inch  pknks  notched  into  the  walls  and  this  deck 
was  removed  after  the  first  layer  of  roof  concrete  had  hardened. 
The  approximately  square  caissons  used  in  the  foundations  of 
the  Adams  Express  Building,  New  York,  are  illustrated  in  Fig. 
1 14  c.  The  working  chamber  was  6  feet  high  and  had  sides  com- 
posed of  4Xiz-inch  timbers  dressed  on  all  sides  and  caulked- 
These   sides  were   braced  with   vertical   inside    laXi 2-inch 


Adams  ICx press  Bldg.,  New  York. 


timbers  at  the  four  corners  and  at  the  mid-lengths,  the  latter 
extending  beyond  the  caisson.  The  outside  was  sheathed  with 
2X8-inch  vertical  tongue-and-grooved  planks,  which  extended 
up  beyond  the  caisson  to  serve  as  a  form  for  the  concrete  above 
the  caisson.  This  sheathing  took  bearing  against  horizontal 
1 2  X 1 2-inch  timbers  spaced  4  feet  apart  vertically,  and  arranged 
in  pairs  at  right  angles  to  each  other,  each  pair  being  connected 
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-jogether  with  screw-ended  rods.  The  sides  were  held  apart  by 
iX8-inch  struts  which  were  removed  when  the  concrete  had 
jeen  placed. 

The  cutting-edge  timber  was  6X12  inches  in  section,  beveled 
)n  the  inner  comer  and  projected  beyond  the  horizontal  timbers 
;o  cover  the  lower  ends  of  the 
jutside  sheathing.  The  top  of 
:he  working  chamber  was 
rovered  with  4Xi2-inch  hori- 
wntal  boards  to  serve  as  a  form 
or  the  concrete  above. 

A  3-foot  layer  of  1-2-4  con- 
;rete  was  first  placed  on  the 
leek,  allowed  to  harden  for  24 
lours,  after  which  a  6-foot  layer 
vas  added  every  24  hours. 
The  deck  sheathing  was  re- 
noved  48  hours  after  the  first 
ayer  of  concrete  was  placed. 

Art.  115.     Caissons  with 
Metal  Shells 

The  use  of  steel  shells  for 
mall  circular  pneumatic  cais- 
ons  has  become  standard  prac- 
ice,  but  their  use  for  caissons 
f  a  square  or  rectangular  shape 
i  rapidly  decreasing.  The  ad- 
antages  of  the  steel  shell  may 
e  summarized  as  follows:  First,  ""^'"  "°™' 
he  thickness  of  the  shell  being  small  there  is  a  maximum 
mount  of  working  space  in  the  air  chamber,  as  well  as  a 
laximum  amount  of  space  to  be  filled  with  concrete;  second, 
ir  the  cylindrical  form  it  compares  favorably  in  case  of  con- 
truction  with  wood  and  concrete;  and  third,  it  is  easily  made 
/ater-tight'. 
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The  first  pneumatic  caissons  used  for  a  building,  those    of 
the  Manhattan  Life  Building,  were  made  of  steel,  and  were  both 
circular  and  rectangular  in  section.    Figs.  115(1  and  b  show  the 
details  of  both  fonns  of  caissons  used  in  the  foundations  of  the 
Mutual  Life  Building.     The  caissons  were  sunk  to  solid  rock. 
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from  70  to  90  feet  below  the  curb  and  from  50  to  70  feet  beloir 
ground-water  level.  The  roof  of  the  cylindrical  caisson  was 
made  of  iV-inch  steel  plates  riveted  to  the  lower  flanges  of  15- 
inch  I-beams,  as  well  as  to  the  shell  of  the  caisson.  The  latter 
consisted  of  |-inch  steel  plates  braced  at  intervals  with  circular 
4X4X2-inch  steel  angles.  The  lower  part  of  the  shell,  rein- 
forced with  an  iSXj-inch  plate,  fonned  the  cutting  edge.    In 
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the  rectangular  caisson  the  roof  construction  was  very  similar  to 
that  described  above;  but  the  sides  were  braced  with  brackets, 
extending  from  near  the  cutting  edge  to  the  roof  as  shown  in 
the  illustrations. 

The  3§X3iXf-inch  angle  riveted  around  the  upper  edge  of 
the  rectangular  caisson,  formed  a  flange  for  the  connection  to 
the  crib,  which  was  built  in  sections  s  feet  high,  of  f -inch  plate, 
with  3iX3i-inch  angles  for  both  top  and  bottom  flange  connec- 
tions. Vertical  6  X  6-inch  connection  angles  were  used  at  the 
comers,  and  vertical  3|X3l-inch  angles  in  the  middle  acted  as 
stifleners.*  For  the  circular  caissons,  butt  instead  of  flange 
joints  were  used;  here  also  f-inch  plates  in  6i-foot  courses  were 
employed  for  the  crib.  Both  vertical  and  horizontal  splices  were 
butt  jointed  with  single  splice  plates  on  the  outside. 

Fig.  114  b,  type  A,  shows  the  form  of  caisson  used  in  the  foun- 
dations of  the  Municipal  Building,  for  all  circular  caissons  hav- 
ing diameters  between  6|  and  8^  feet.  They  were  used  in  order 
to  secure  the  maximum  economy  of  space  and  material  in  the 
limited  area  of  the  working  chamber.  The  height  of  the  working 
chamber  was  6|  feet,  the  walls  being  of  xV-  and  ^-inch  plates, 
shod  with  a  6X|-  or  4X^-inch  Z-bar  cutting  edge  filled  with 
concrete.  The  deck  was  formed  of  f-inch  steel  plates  slightly 
domed,  was  flange-bolted  to  the  walls  and  air-shaft,  and 
removed  after  the  concrete  above  it — which  was  placed  before 
sinking  commenced— had  hardened,  this  being  the  same  method 
as  that  already  described  for  wooden  caissons.  The  section  of 
the  air-shaft  shown,  remained  a  permanent  part  of  the  structure. 
The  removable  forms  for  the  pier  above  the  caisson  were  made  of 
circular  steel  plate,  held  in  place  and  reinforced  with  angle-iron 
rings,  all  of  which  is  clearly  shown  in  Fig.  115c. 

Art.  116.    Caissons  OF  Wood  AND  Steel 

The  caisson  of  wood  and  steel  combined  possesses  something 
of  the  advantages  of  both  steel  and  wood,  but  its  origin  is  due 
largely  to  the  fact  that  it  was  necessary  to  make  a  rush  job  in 
the  pier  sinking  of  a  certain  building,  and  for  this  reason  only 
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those  shapes  of  structural  steel  were 
that  could  ]%adily  be  obtained  in  the 
market;  the  rest  of  the  structure  was : 
of  wood,  and  the  two  materials  com) 
in  the  amplest  possible  manner. 

For  drcular  piers  the  caisson  has  a  c 
eter  varying  from  6  to  1 3  feet ;  for  dian 
less  than  6  feet  it  is  a  difficult  inatl 
excavate  the  material  in  the  working  c 
ber,  and  on  the  other  hand,  few  ! 
column  loads  are  large  enough  tb  re 
a  caisson  with  a  diameter  of  over  is 
The  circular  caisson  is  made  of  s 
about  4X6  inches  in  secUon,  usually  di 
down  to  somewhat  smaller  dimension 
outer  and  inner  surfaces  being  cylinc 
The  staves  are  fastened,  at  every  infc 
tion,  to  inside  3X3'inch  horizontal  i 
iron  rings,  spaced  from  3  to  5  feet  e 
bolts  of  about  f  inch  in  diameter  and 
tersunk  into  the  wood  being  used  ft 
purpose.  The  staves  are  usually  f 
but  in  some  cases  they  are  only  c 
This  type  is  illustrated  in  Fig.  ii6a 

In  the  circular  caissons  of  the 
Mutual  Building,  which  had  an 
diameter  of  about  7  feet,  the  cutt 
were  made  with  a  z8X|-inch  s' 
To  give  bearing  surface  to  the  cu 
in  order  to  better  control  the  sinl" 
protect  the  feet  of  the  staves, 
inch  angle  was  riveted  to  the  i' 
plate,  parallel  to  its  bottom 
inch  above  it.  the  horizontal  1 
shelf  to  receive  the  lower  ends 
The  roof  of  the  working  chamV 
by  a  removable  steel   dome 
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made  in  two  sections  and  stiffened  with  radial  steel  angles.  It 
was  caulked  with  a  hemp  gasket  and  bolted  to  a  3  X  3-inch  in- 
side steel  angle  ring  about  6|  feet  above  the  cutting  edge. 

The  crib  was  of  the  same  form  of  construction  as  the  caisson, 
and  was  built  as  a  continuation  of  the  same  to  a  height  of  32 
feet  above  the  cutting  edge.     Where  the  32   feet  was  not 
sufl&cient  in  height  short  lengths  were  added  on  top.     These 
^ere  made  in  two  semi-cylindrical  sections  and  were  butt- 
jointed  to  the  top  of  the  crib  already  in  place,  and  were  caulked 
and  bolted  through  the  horizontal  flanges  of  tlie  angle-iron  rings. 
For  the  wall  piers  of  the  New  York  Stock  Exchange  Building 
the  caissons  were  made  rectangular  in  form,  8  feet  wide,  from 
24  to  30  feet  long,  and  8  feet  high.     They  were  sheathed  with 
4X  12-inch  vertical  wooden  staves  with  square  caulked  edges 
and  without  splines.     These  staves  were  fastened  to  successive 
courses  of  inside  horizontal  steel  angles,  the  latter  extending 
wholly  around  the  caisson.     The  longitudinal  walls  were  braced 
with  horizontal  transverse  timbers  resting  on  and  bolted  to  the 
angle  frames,  as  well  as  with  tie  rods,  parallel  and  adjacent  to 
the  timber  braces.     The  roof  was  formed  with  a  removable 
steel  plate  dome,  reinforced  with  transverse  angles  and  fastened 
to  frame  angles  about  6  feet  above  the  cutting  edge. 

The  crib  was  exactly  like  the  caisson,  except  that  it  was  with- 
out roof  or  cutting  edge.  It  was  built  in  sections  15  feet  high. 
The  angle  frames  at  the  top  of  each  section  were  set  3  inches 
below  the  top  of  the  staves  with  the  horizontal  flange  up.  The 
angle  at  the  bottom  of  the  next  upper  section  had  its  horizontal 
flange  down  and  i  inch  below  the  lower  end  of  the  staves.  This 
engaged  the  lower  section  and  formed  a  tenon,  thus  binding  the 
two  sections  together.  A  row  of  eye  bolts,  i  foot  apart,  con- 
nected the  horizontal  flanges  of  the  angle  frames. 

Art.  117.     Caissons  of  Reinforced  Concrete 

Pneumatic  caissons  of  reinforced  concrete  are  now  being 
widely  used.  The  chief  advantage  of  this  type  of  caisson  is 
that  it  gives  a  monolithic  pier.  A  second  advantage  is  that  the 
caisson  may  be  made  at  the  site,  thus  avoiding  the  expense  of 
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teaming  the  same.  One  disadvantage  is  that  the  required  thick- 
ness of  walls  so  reduces  the  working  space  that  this  type  cannot 
be  used  for  very  small  caissons.  Another  disadvantage  is  the 
time  element  involved  in  waiting  for  the  concrete  shell  to  harden. 

The  foundation  caissons  of  the  Municipal  Building  were 
sunk  in  1910  and  were  the  first  in  which  reinforced  concrete 
was  used  throughout.  Here  both  the  circular  and  rectangular 
forms  were  employed;  all  circular  caissons  having  diameters  9 
feet  or  over  and  all  rectangular  ones  having  a  width  of  8  feet  or 
over,  were  made  of  reinforced  concrete.  Types  C  and  D,  Fig. 
1 14  by  show  the  outlines  of  the  caissons;  it  will  be  noticed  that  the 
walls  thicken  from  the  cutting  edge  to  the  roof  by  stepping  the 
concrete.  As  noted  in  Art.  94,  this  is  a  better  arrangement 
than  the  tapered  form  because  it  gives  a  positive  bearing 
between  the  chamber  shell  and  the  concrete  filling,  thus  making 
the  whole  area  of  the  bottom  available  for  carrying  the  load, 
without  relying  on  any  bond  stress.  The  thickness  of  the  bot- 
tom of  the  wall  was  about  10  inches  and  the  real  cutting  edge 
consisted  of  a  steel  channel  and  a  4  X  4-inch  steel  angle,  the 
former  laid  horizontally  with  flanges  up  and  the  latter  with  its 
vertical  leg  down,  thus  giving  the  sharp  cutting  edge  and  broad 
bearing  surface.  The  walls  were  well  reinforced  with  both 
vertical  and  horizontal  rods. 

No  cribs  were  used,  simple  forms  being  employed  in  which 
to  build  a  concrete  shell,  which  was  constructed  before  sinking 
was  started.  The  caisson  and  the  shell  above  the  same  were 
built  directly  on  the  spot  where  they  were  to  be  sunk.  The 
forms  for  the  interior  of  both  circular  and  rectangular  caissons 
were  made  of  wood,  while  for  the  exterior  faces  and  for  the  shell 
above  the  roof  they  were  made  of  steel  for  the  circular  ones,  and 
of  wood  for  the  rectangular  ones.  In  the  reinforced-concrete 
foundations  for  the  Woolworth  Building,  New  York,  the  inner 
forms  were  also  of  steel  for  the  circular  caissons. 

Art.  1x8.     Crib  and  Cofferdam 

The  frame  which  is  built  on  top  of  the  caisson  and  which, 
together  with  the  roof  of  the  caisson,  virtually  forms  an  open 


AXT.  ii8  CRIB  AND  COFFERDAM  35 1 

box  caisson,  is  generally  called  a  cofferdam  when  applied  to  cais- 
son construction  for  buildings.  In  the  preceding  articles,  it 
was  designated  as  a  crib,  since  it  corresponds  to  the  crib  of  the 
bridge  substructure.  This  frame  is  usually  built  in  sections,  as 
noted  in  the  preceding  pages,  and  the  top  section  sometimes 
forms  a  true  cofferdam.  As  water  seldom  covers  the  ground  for 
such  caissons  the  cofferdam  is  not  often  employed,  about  the 
only  time  when  it  is  used,  is  when  the  caisson  is  sunk  before 
the  general  excavation  for  the  cellar  or  sub-surface  floors  is 
made.  In  the  latter  case  the  cofferdam  serves  as  a  form  just 
as  the  crib  proper  does,  but  after  the  general  excavation  is 
completed  the  cofferdam  is  removed. 

In  the  early  deep  foimdations,  such  as  those  of  the  Manhattan 
Life  Building,  brick  masonry  was  used  for  the  pier  material  above 
the  caisson,  in  which  case  the  use  of  cribs  was  ordinarily  dis- 
pensed with,  the  masonry  being  built  up  as  the  caisson  sank. 
But  this  arrangement  was  not  entirely  satisfactory  for  it  was 
found  that  in  omitting  the  crib  the  friction  on  the  sides  was  much 
increased,  which  was  a  disadvantage  in  itself,  and  especially 
dangerous  in  that  it  tended  to  tear  apart  the  brick  masonry. 
Another  desirable  feature  of  the  crib  is  that  it  enables  sinking  to 
be  carried  on  without  regard  to  the  progress  of  the  masonry 
construction. 

When  brick  masonry  was  superseded  by  concrete,  the  latter 
being  deposited  on  the  deck  of  the  caisson  simultaneously  with 
the  sinking  of  the  latter  or  after  it  had  reached  rock,  the  crib 
became  a  necessity.  At  the  present  time  the  tendency  is  toward 
the  elimination  of  the  crib.  As  noted  in  the  preceding  articles 
this  is  done  by  building  a  concrete  shell — virtually  the  pier, 
except  for  the  hole  left  for  the  shafts— before  sinking  op- 
erations are  commenced. 

If  the  caisson  is  not  to  be  sunk  over  30  feet  the  entire  length 
of  shell  is  cast  previous  to  any  sinking,  beyond  that  of  pitching 
the  caisson,  that  is,  sinking  the  cutting  edge  a  foot  or  two  to 
give  stability;  while  if  the  depth  is  greater  than  (30  feet,  the 
building  and  sinking  are  each  done  in  two  operations.  This 
means  that  the  pier  is  first  built  up  part  way,  sunk  till  the  top 
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reaches  the  surface  of  the  ground,  then  the  remainder  built  and 
the  rest  of  the  sinking  done. 


Art.  119.     Shafts  and  Air-locks 

Steel  shafts  are  always  used  in  caissons  for  buildings,  and 
owing  to  the  limited  space  a  single  shaft  usually  serves  for  both 
men  and  materials.  For  this  reason,  and  for  the  added  one  that 
it  is  usually  made  removable,  it  differs  somewhat  from  the  shafts 
commonly  used  in  bridge  caissons  (Art.  103).  As  noted  in  Art. 
113,  in  the  development  of  pneumaUc  caisson  work  for  buildings 
the  tendency  has  been  toward  the  elimination  of  such  parts  as 


-Collajisible 


might  weaken  the  finished  pier.     In  eliminating  the  permanent 

steel  shaft  a  considerable  saving  of  money  was  effected  in  that  it 
enabled  using  the  same  shafts  many  times.  The  first  attempts 
were  toward  eliminating  the  steel  shafts  entirely,  not  even  using 
the  same  during  sinking  operations,  the  idea  being  to  employ  a 
shaft  lining  of  molded  concrete,  the  latter  to  be  made  air-tight 
by  painting.  At  present  this  is  done  to  a  considerable  extent 
for  the  lower  lengths. 

One  form  of  collapsible  or  removable  shaft  is  shown  in  Figs. 
iiga-d,  where  a  shows  a  sectional  elevation  of  the  caisson  with 
the  shaft  lining  in  place;  b  shows  a  plan  of  the  caisson,  whUe  c 
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and  d  show  details  of  one  section  of  the  lining.  ^  **  Each  section 
was  composed  of  two  approximately  semi-circular  plates 
internally  flanged  for  bolting  to  each  other  along  one  vertical 
edge,  and  a  key  interposed  between  the  opposite  edges  of  the 
plates.  Internal  flanges  at  the  ends  serve  for  bolting  successive 
sections  to  each  other.  Ladder  rungs  were  arranged  conven- 
iently  between  the  flanges  of  the  key,  and  vertical  guides  were 
arranged  just,  inside  the  line  of  the  end  flanges  to  guide  the 
bucket  past  them." 

The  shafts  should  be  oiled  or  otherwise  protected  from  adher- 
ing to  the  concrete.  The  bottom  section  of  the  shaft  is  usually 
not  made  removable,  but  is  thoroughly  bonded  to  the  concrete 
in  the  crib  (see  Fig.  11 46).  This  is  done  to  prevent  the  air  in 
the  working  chamber  from  leaking  between  the  crib  and  the  air 
shaft.  It  also  adds  resistance  against  the  tendency  of  the  air 
to  blow  out  the  shaft  and  air-lock.  A  somewhat  better  form  of 
air-shaft  than  the  one  just  described  has  an  elliptical  section  in 
which  there  is  sufficient  clearance  between  the  bucket  and  the 
ladder  for  a  man  to  pass.  This  eliminates  danger  to  the  men 
in  the  working  chamber  from  the  lodging  of  the  bucket  in  the 
shaft.  Such  a  form  of  shaft  is  shown  in  the  lower  part  of 
Fig.  119/. 

The  air-locks  are  always  placed  on  the  top  of  the  shaft,  and  are 
made  of  steel.  Two  forms,  called  respectively,  the  Moran  and 
the  O'Rourke  air-lock,  have  been  used  almost  exclusively  for 
work  on  building  caissons.  The  feature  most  desired  in  air- 
locks for  materials  is  high  speed  of  operation. 

Figs,  iige  and/^  illustrate  the  Moran  air-lock  for  the  caissons 
of  the  Singer  Building,  New  York.  The  upper  and  lower  doors 
are  not  placed  with  their  vertical  axes  in  the  same  line.  To  begin 
operations  the  upper  door  is  open  and  the  lower  one  closed.  The 
bucket  is  then  let  down  into  the  air-lock,  moved  to  one  side,  the 
upper  door  closed,  the  rope  passing  through  a  hole  in  the  door 

^Recent  Developments  in  Pneumatic  Foundations  for  Buildings,  by  D.  A. 
UsiNA,  Trans.  Am.  Soc.  C.  E.,  vol.  61,  page  219,  Dec,  1908. 

*From  Foundations  for  the  New  Singer  Building,  by  T.  K.  Thomson,  Trans. 
Am.  Soc.  C.  E.,  vol.  63,  page  11,  June,  1909. 
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ing  is  closed  by  the  pair  of  oppositely  arranged  convex  swingLii^n.^ 
gates,  £,  the  meeting  edges  of  which  are  packed  so  as  to  ma^Tce 
an  air-tight  closure.    The  opposite  edges  are  provided  wS.  tl 
flanges  F,  adapted  to  close  against  the  ring  Z>,  these  flanp^^s 
having  flap  gaskets,  which  protrude  into  the  air-lock  so  that  tlie 
air  pressure  striking  them  will  make  an  air-tight  seal  by  pressua^ 
them  against  the  ring  Z>.   .    .    . 

**The  gates  £,  are  cut  away  at  the  center  of  the  meetizi.^ 
edges,  as  shown  at  H,  to  receive  and  fix  snugly  upon  the  stuffin.^^ 
box  7,  banded  with  rubber,  and  having  a  hole  through  the  cen 
ter   for    the    passage    of  the   hoisting   rope.    The  gates  ar^^^ 
hung  by  the  arms  Kj  to  the  common  shafts  G,  one  (Af)  bein 
fixed  to  the  shaft,  and  the  other  {N)  running  loose.    This 
arrangement  by  means  of  the  bevel  gears  and  idler  m,  «,  and 
Oj  allows  the  two  doors  to  be  moved  in  unison  and  in  opposite 
directions    ....    It  will  be  noticed  that  the  levers  have 
counterweights  which  balance  the  doors  and  thus  enable  one 
man  to  operate  the  lock. 

*'The  air-lock  has  its  lower  end  closed  by  similar  oppositely 
arranged  swinging  gates,  P,  which  near  their  outer  edges  have 
seats  Q,  which  fit  against  the  ring  2?,  with  gaskets  to  secure  a 
tight  fit  ...  .  Unlike  the  upper  gates  £,  the  lower  gates  P 
are  swung  by  the  arms  T  from  separate  centers  or  shafts,  U 
and  F.  The  gate  arms  are  rigidly  fixed  to  the  shafts  and  turn 
with  them.  To  secure  opposite  motion  to  the  shafts,  one  i&- 
operated  by  a  spur  wheel  from  the  other,  as  shown  at  /  and  v^ 
the  actuating  force  being  obtained  through  the  lever  O.  Th& 
admission  and  discharge  of  air  to  and  from  the  locks  is  controlled 
by  the  three-way  cock  X,  operated  by  a  lever  and  bevel  gear 
and  connected  with  suitable  piping  to  the  air-shaft,  there  being 
no  independent  connections  with  the  compressor."  .  .  . 

Art.  1 20.     Sinking  the  Caisson 

Steel  caissons  are  fabricated  at  the  bridge  shops,  assembled 
there  or  at  the  contractors'  yards,  brought  to  the  site  by  teams, 
placed  in  position  by  derricks,  and  sunk.    This  refers  to  the 
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F>ractice  in  New  York  City.  The  same  general  scheme  is  usually 
^rnployed  with  caissons  of  wood,  the  main  difference  being  that 
"the  material  is  fabricated  in  a  wood-working  mill.  The  reason 
for  the  assembly  work  being  done  away  from  the  site  is  the  lim- 
ited space  usually  available  at  the  site,  and  to  the  lack  of 
"vacant  lots  in  the  near  vicinity.  Some  idea  of  the  conditions 
obtaining  at  the  site  in  most  of  the  New  York  City  foundation 
iwork  may  be  obtained  from  Fig.  115c.  As  the  average  caisson 
^with  one  section  of  crib  seldom  weighs  over  10  tons  it  is  not  a 
difficult  matter  to  team  them. 

Before  sinking  the  interior  caissons  the  site  is  usually  exca- 
vated down  to  ground-water  level;  at  least  this  is  true  when  the 
cellar  floor  is  to  be  at  or  below  that  elevation.     The  caisson  is 
then  placed  and  one  or  more  sections  of  the  crib  erected  on  the 
same,  or  a  section  of  concrete  shell  cast  if  no  crib  is  to  be  used. 
The  first  few  feet  of  sinking  is  accomplished  without  the  use  of 
air  pressure.     The  material  is  usually  dug  by  hand  and  removed 
^w^ith  buckets  although  the  blow-out  process  is  occasionally 
.  employed.     The  disadvantage  of  the  latter  process  is  due  to  the 
small  volume  of  the  working  chamber  making  it  difficult  to 
maintain  a  constant  pressure  in  the  caisson. 

One  of  the  gravest  problems  connected  with  sinking  caissons 
for  buildings  is  that  of  safeguarding  adjacent  buildings  from 
undermining.  When  a  caisson  is  sunk  through  quicksand 
within  a  few  inches  of  a  building,  which  perhaps  is  founded  on  a 
steel  grillage,  it  is  evident  that  great  care  must  be  taken  not  to 
disturb  this  quicksand  under  the  grillage.  This  fact  usually 
precludes  the  possibility  of  doing  much  *  blowing';  that  is, 
suddenly  reducing  the  air  pressure  in  the  working  chamber  to 
let  the  caisson  sink  a  few  feet,  or  of  using  the  water-jet  on  the 
outside  to  reduce  friction. 

On  account  of  the  large  friction  developed  in  sinking  building 
caissons — much  greater  than  with  bridge  caissons,  where  much 
of  the  crib  is  in  water,  and  therefore  not  subjected  to  friction — 
in  addition  to  excavating  the  material  from  the  caisson  and 
filling  the  crib  with  concrete,  special  devices  must  be  used  to 
promote  sinking.     Greasing  the  sides  of  the  caisson  and  crib 
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reduces  the  friction  somewhat  and  it  is  usually  advisable  to  do 
this.  In  some  cases  the  caisson  may  be  pulled  down  by  attach- 
ing lines  to  caissons  already  simk,  or  to  driven  piles,  as  well  as  to 
timbers  across  the  top  of  the  caisson  to  be  pulled  down.  By  far 
the  most  effective  and  customary  way  is  to  weight  the  caisson 
temporarily  with  pig  iron.  At  present  either  heavy  blocks, 
weighing  as  much  as  4000  pounds  each,  or  ballast  boxes  filled 
with  pig  iron,  are  employed.  A  good  example  of  the  use  of  large 
blocks  maybe  seen  in  Fig.  use.  Some  of  the  ballast  boxes  hold 
as  much  as  12  000  pounds  of  pig  iron.  The  advantage  of  the 
blocks  or  boxes  lies  in  the  fact  that  they  require  no  special  plat- 
form or  yokes  on  the  crib,  and  are  very  quickly  and  easily 
placed  and  removed  by  the  use  of  hoisting  engines. 

Some  of  the  largest  caissons  sunk  to  considerable  depths  have 
each  required  as  much  as  1000  tons  of  this  weighting  material, 
although  the  average  caisson  requires  about  350  tons.  From 
this  it  may  be  seen  that  for  satisfactory  cost  a  means  of  econom- 
ically handling  this  weighting  iron  had  to  be  developed. 

In  many  of  the  earlier  caissons,  such  as  those  of  the  Atiantic 
Mutual  Building,  described  in  Art.  116,  an  excessively  large 
amount  of  temporary  weighting  was  necessary,  on  account  of  the 
concrete  not  being  placed  until  the  caisson  had  reached  its  final 
position.  This  scjieme  was  adopted  in  order  that  the  roof  of  the 
caisson  might  be  removed  after  sinking  operations  were  over  and 
the  whole  pier  made  a  single  monolith  of  concrete.  But  later 
caissons  have  preserved  the  latter  feature  without  the  expense  of 
so  much  temporary  weighting.  As  explained  in  Art.  114  this 
was  brought  about  by  using  a  thin  temporary  roof,  only  strong 
enough  to  hold  a  foot  or  two  of  concrete  on  top. 

At  about  the  same  time  that  concrete  roofs  came  into  use  cribs 
were  largely  dispensed  with.  In  their  place  forms  were  used, 
and  as  these  forms  were  of  light  construction,  the  concrete  was 
usually  deposited  in  layers  a  few  feet  high,  and  allowed  to  harden 
before  more  was  added.  As  soon  as  the  concrete  was  sufficiently 
strong  the  forms  were  moved  up  and  another  layer  of  concrete 
placed.  Where  there  are  a  considerable  number  of  caissons  to 
be  sunk,  it  has  become  standard  practice  to  build  the  concrete 
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as  high  as  possible  before  starting  to  sink.  The  reasons  for  this 
are  as  follows:  First,  sinking  can  be  done  at  a  much  more  rapid 
rate  than  can  the  building  of  the  concrete;  second,  it  saves  on 
the  number  of  times  that  pig  iron  must  be  loaded  and  unloaded; 
and  third,  it  makes  less  temporary  weighting  necessary. 

In  the  caissons  for  the  City  Investing  Building  the  concreting 
was  entirely  finished  before  excavating  in  the  working  chamber 
was  commenced,  although  in  some  cases  caissons  were  sunk  a  few 
feet  to  give  lateral  stability  to  the  tall  shafts  and  to  relieve  the 
excessive  weight  on  the  walls  of  the  working  chamber.  In  the 
Singer  Building,  where  bedrock  was  70  feet  below  the  surface, 
the  concrete  was  built  on  the  caissons  to  one-half  the  estimated 
total  height  before  sinking  was  started,  after  which  the  cais- 
sons were  simk  until  the  top  of  the  concrete  was  down  to  the 
surface  of  the  ground,  after  which  sinking  operations  were 
stopped,  the  remainder  of  the  concrete  built  and  sinking  re- 
sumed. In  some  of  the  piers  of  the  Municipal  Building 
three  build-ups  were  necessary,  the  maximum  height  of  any 
one  build  being  60  feet. 

•  With  these  high  piers  great  care  is  necessary  in  guiding  them 
while  sinking.  For  the  caissons  of  the  United  States  Express 
Building  heavy  horizontal  frames,  braced  with  inclined  struts, 
enclosed  them.  These  frames  took  bearing  on  greased  vertical 
guide  strips  attached  to  the  faces  of  the  concrete  after  the  forms 
were  removed. 

Art.  121.    Rate  of  Sinking 

Although  showing  large  variations  the  average  rate  of  sinking 
caissons  in  New  York  City  is  high.  This  is  largely  on  account 
of  the  fact  that  rush  jobs  are  customary  there,  and  on  account  of 
the  high  value  of  real  estate,  owners  are  willing  to  pay  well  for 
keeping  the  time  required  for  placing  the  foundations  down  to  a 
minimum.  For  this  reason  many  of  the  records  in  sinking  were 
not  made  under  natural  conditions,  the  cost  being  considerably 
higher  than  if  more  time  had  been  taken. 

The  caissons  of  the  Manhattan  Life  Building,  which  were  both 
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circular  and  rectangular  in  plan,  the  former  shape  averaging 
about  12  feet  in  diameter  and  the  rectangular  shape  about 
320  square  feet  in  ground  plan,  were  sunk  a  distance  of  34 
feet,  mostly  through  fine  sand.  This  sinking  was  done,  the 
cribs  filled  with  masonry  and  the  working  chamber  and  shafts 
filled  with  concrete,  on  an  average  of  one  caisson  in  eight  days. 
This  corresponds  to  a  sinking  rate  of  4^  feet  per  day. 

The  caissons  for  the  Atlantic  Mutual  Building  (Art.  116)  did 
not  have  their  cribs  filled  with  concrete  until  sinking  was  com- 
pleted. The  material  penetrated  was  largely  quicksand.  One 
caisson  was  sunk  24  feet  in  seven  hours.  Forty-two  caissons 
were  sunk  and  concreted  in  36  days. 

In  the  caissons  of  the  Trinity  Building,  the  average  rate  of 
sinking  through  soft  material  such  as  quicksand  was  about  i 
foot  an  hour,  while  through  hard-pan  it  was  only  about  one-third 
as  much.  These  caissons  were  very  similar  to  those  of  the 
U.  S.  Express  Building  (Art.  114),  and  were  built  up  previously 
to  sinking.  The  rate  as  here  given  refers  only  to  the  actual 
sinking  and  not  to  the  time  spent  in  biulding  up  the  caisson 
filling  the  working  chamber,  etc. 

What  is  probably  the  best  record  ever  made  in  caisson  sinking 
was  the  placing  of  87  caissons,  all  over  75  feet  in  depth,  in  60 
days.  These  were  placed  for  the  foundations  of  the  Trinity 
Annex  and  U.  S.  Realty  Buildings  by  the  Foundation  Co.  of 
New  York  City. 

Art.  122.      Filling  the  Air  Chamber 

Where  the  caisson  is  to  rest  on  rock  the  surface  should  be 
thoroughly  cleaned  of  loose  and  friable  material  before  placing 
the  concrete  filling.  If  hard-pan,  without  any  pockets  of  loose 
material  in  it,  overlies  the  bedrock  it  is  rarely  advisable  to 
carry  the  cutting  edge  of  the  caisson  more  than  a  few  feet  into 
the  hard-pan.  The  best  method  is  to  stop  sinking  the  caisson 
at  hard-pan  level  and  to  carry  the  excavation  below  the  cutting 
edge  through  the  hard  material  down  to  rock.  In  this  case, 
when  the  concrete  is  placed  it  will  bond  to  the  hard-pan  and  so 
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reduce  the  load  on  the  base,  whereas  if  the  caisson  is  sunk 
through  the  hard-pan  to  solid  rock  this  bonding  effect  is  lost. 
Another  advantage  of  stopping  the  caisson  at  hard-pan  lies  in 
Ae  ease  with  which  the  bottom  section  may  be  belled  out  to 
distribute  the  load  over  an  area  larger  than  the  horizontal 
section  of  the  caisson. 

For  caissons  in  which  the  roofs  are  to  be  removed  on  the  com- 
pletion of  the  sinking,   the  working  chamber  is  filled  with 
concrete,  which. is  allowed  to  harden  for  about  two  days,  after 
^hich  the  roof  and  shafts  are  removed,  and  the  remaining  space 
fiUe<i  with  concrete. 


Art.  123.    Water-Tight  Dam  of  Wall  Piers 

^M^any  of  the  large  buildings  of  New  York  City,  built  on  piers 

*^^Vinded  by  the  pneumatic  process,  have  their  cellar  floors  a 

^^^xisiderable  distance  below  curb  and  ground- water  levels  which 

^^cessitates  heavy   dam   construction  around  the  sides.     As 

^^^plained  in  Art.  113  this  dam  construction  is  obtained  by  mak- 

^^^g  the  wall  caissons  rectangular  in  plan  and  sinking  them  with 

^    small  clearance  between  the  ends  of  adjacent  piers,  and  af ter- 

^^^rd  filling  the  space  between  the  piers  with  concrete  or  clay 

^^^  form  a  continuous  and  water-tight  dam.     Some  clearance 

^^ust  be  left  in  order  to  allow  for  slight  deviations  in  sinking, 

^iie  usual  amoimt  allowed  being  from  4  to  18  inches.     The  space 

between  the  piers  may  be  made  water-tight  down  to  bedrock, 

^^  which  case  the  use  of  the  pneumatic-caisson  process  may 

Sometimes  be  avoided  for  the  interior  column  piers,  or  the  space 

^^ay  be  made  water-tight  to  a  level  a  little  below  the  level  of  the 

Cellar  floor. 

The  first  building  using  this  form  of  dam  construction  was 
the  Commercial  Cable  Building.  The  clearance  between  the 
Caissons  varied  from  4  to  10  inches.  As  soon  as  the  cais- 
sons were  sunk  3-inch  pipes  were  jetted  down  in  the  space  be- 
tween the  end  walls,  and  clay  pellets  were  forced  through 
these  pipes  into  the  sand  by  means  of  a  plunger  operated  by  a 
pile-driver.     As  clay  filled  the  space  the  pipes  were  gradually 


362  PNEUMATIC  CAISSONS  FOR  BUILDINGS  Cbap.  X 

raised  until  the  surface  was  reached,  thus  forming  a  water- 
tight dam  of  day.  As  soon  as  this  was  completed,  a  section  of 
the  metal  shell  in  the  middle  of  the  ends  was  removed  and  the 
open  space  filled  with  concrete. 

The  caissons  for  the  wall  piers  of  the  New  York  Stock  Ex- 
change Building  were  sunk  with  a  clearance  of  less  than  2  inches, 
the  average  being  i  inch.    That  this  is  too  small  a  clearance 


was  demonstrated  in  this  work.  Water-tightness  was  obtained 
in  the  following  manner:  As  the  crib  and  working  chamber 
were  filled  with  concrete  semi-circular  welis  were  left  in  the 
ends.  On  the  completion  of  sinking  the  adjoining  wooden 
walls  were  drawn  together  and  bolted  as  shown  in  Fig.  123^.' 
The  central  part  of  the  walls  was  then  removed,  thus  combining 
the  two  wells  into  one,  which  was  filled  with  concrete  to  bond 
the  two  piers  together. 
The  spaces  between  the  caissons  of  the  Bank  of  the  State  of 

'From  Recent    Developments    in    Pneumatic    Fouodations  for   Buildings, 
by  D.  A.  UsiNA,  Trans.  Am.  Soc.  C.  E,,  vol.  61,  Dec,  1908. 
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T^ew  York  Building  were  sealed  by  using  two  2-incli  vertical 
strips  of  timber  on  alternate  caissons.  These  str'ps  were  re- 
cressed  into  the  wall  as  shown  in  Fig.  i23a.^  On  completion  of 
sinking  the  strips  were  forced  out  against  the  adjacent  caisson 
fcy  the  simple  arrangement  shown  in  the  illustration. 

The  method  used  for  connecting  the  caissons  for  No.  42 
IBroadway  is  illustrated  in  Fig.  1236.^  On  completing  the  sink- 
ing the  sand  between  the  guide  timbers  was  removed  by  jetting 
the  same  and  the  space  was  then  filled  with  grout. 

The  method  used  in  the  piers  of  the  Trust  Company  of  Amer- 
ica Building,  where  a  12-inch  clearance  was  used,  is  illustrated  in 
Fig.  1 2^d.  ^  As  shown  in  section  XX ,  semi-octagonal  spaces  in 
the  center  of  the  ends  of  the  piers  were  left  as  wells  when  the 
concrete  shells  above  the  caissons  were  built,  this  building  being 
done  previously  to  the  sinking.  After  sinking  the  caissons  the 
earth  in  the  12-inch  space  between  the  cores  was  excavated  to 
a  depth  of  i  foot  and  the  upper  boards  A  A  were  removed,  cut 
and  placed  in  the  position  A\  This  alternate  excavating  and 
sheeting  was  carried  down  a  few  feet,  after  which  the  core  planks 
were  removed  and  a  short  section  of  a  steel  air-shaft  cylinder  set 
into  it  and  concreted,  after  which  the  air-lock  was  placed  on  top. 
The  slots  S  were  filled  with  the  shaft  concrete  and  acted  as  keys 
to  prevent  the  blowing  out  of  the  shafts.  Air  pressure  was  then 
put  on  and  the  remainder  of  the  material  excavated  and  boards 
placed  down  to  the  top  of  the  caisson,  after  which  the  whole 
chamber  was  filled  with  concrete. 

A  very  neat  arrangement  was  used  in  the  caissons  for  the 
U.  S.  Express  Building,  where  there  were  clearances  of  from  6  to 
12  inches.  *"  Vertical  grooves  about  2  feet  wide  and  8  inches 
deep  were  made  in  ths  ends  of  the  wall  piers  and  formed,  with 
the  clearances  already  noted  for  the  caissons,  wells,  from  22 
to  28  inches  wide  above  the  tops  of  the  working  chambers. 
Compound  sheet  piles  were  made  with  3-inch  planks  wide 
enough  to  overlap  the  corners  of  adjacent  piers  at  each  joint 

*From  Recent  Developments  in  Pneumatic  Foundations  for  Buildings,  by 
D.  A.  UsiNA,  Trans.  Am.  Soc.  C.  E.,  vol.  61,  Dec,  1908. 
'Engineering  Record,  vol.  53,  page  316,  March  3,  1906. 
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id  were  driven  close  to  the  inner  and  outer  faces  of  the  piers 
)  as  to  cover  the  joints  between  them .... 
"After  the  sheet  piles  were  driven,  4-inch  pipes  were  jetted 
down  in  the  corners  between  their  edges  and  the  outer  faces  of 


SECTrON    A  A 
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CAISSONS  IN 
TRUST  COMPANY  OP  AMERI' 
BUILDING. 


the  piiTs,  and  as  Ihey  were  withdrawn  grout  was  forced  through 
tluni  wliiih  effiicliially  si.'aled  the  spaces  Ijctwcen  the  piles  and 
the  iiiers.     Men  were  then  able  to  enter  the  well  between  the 
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ends  of  the  piers  and  excavate  the  quicksand  and  hard-pan  down 
to  the  tops  of  the  caisson,  caulking  as  they  went  any  slight  leaks 
between  the  sheet  piles  and  the  piers.  Jet  pipes  from  a  to  6 
inches  in  diameter  were  sunk  in  the  narrow  space  between  the 
caissons  and  removed  ,  ^ 


.^^^Slrr  fha 


or  loosened  the  ma- 
terial down  to  the  cut- 
ting edges.  Grout 
was  then  introduced 
through  them  and 
with  the  sand  and 
broken  stone  already 
there  formed  concrete 
thoroughly  sealing 
the  space  between 
the  working  cham- 
bers. Afterward  the 
well  above  the  work- 
ing chamber  was 
rammed  full  of  ordi- 
nary concrete,  thus 
making  a  solid  key 
which  united  the  wall 
piers  and  prevented 
leakage." 

Fig,  123*  shows  a 
line  of  wall  column 
piers  and  the  form  of 
bracing  usually  em- 
ployed. The  whole 
area  of  the  building  is  first  excavated  to  ground-water  level 
and  sheeted,  after  which  the  wall  piers  are  sunk  and  keyed. 
The  interior  is  then  excavated  to  ceUar  floor  level,  the  wall  piers 
being  temporarily  braced  as  the  excavation  proceeds.  The 
final  bracing  of  these  piers  is  done  by  means  of  the  floor  beams 
of  the  building. 


CHAPTER  XI 


PIER  FOUNDATIONS  IN  OPEN  WELLS 


Art,  124.    Open  Wells  with  Sheet-Piling 


A  method  much  used  for  building  foundations  and  occasioi:^^  ,, 
ally  for  bridge  substructures  is  that  employing  the  open  welft-       _. 
This  method  gives  a  type  of  foundation  similar  to  the  caissoc^ 
but  it  is  a  simpler  and  more  economical  process  under  many-^' 


^3^1 


conditions.     Wells  are  sunk  either  by  driving  sheet-piling  andfc^ 


id. 


then  excavating,  or  by  excavating  first  and  sheeting  afterward. 
The  first  method  is  used  for  quicksand  or  other  material  that  - 
will  not  stand  up,  while  the  second  method  is  employed  in  clay. 
and  forms  the  type  known  as  the  Chicago  method  because  of  its  > 
extensive  use  in  that  city.  In  either  case  as  soon  as  the  well  b  - 
excavated  to  rock  or  hard-pan  it  is  filled  with  concrete  to  form  . 
the  pier.  The  application  of  the  open-well  method  is  limited  to  * 
those  cases  in  which  a  moderate  amount  of  disturbance  to  the  s^  ^ 
surrounding  material  will  not  damage  adjacent  foundations.  — -^»-< 
The  sheet-piling  method  has  been  used  to  depths  of  at  least  60- 
feet  and  the  Chicago  method  has  been  used  for  depths  up  to  iJO« 
feet  or  more. 

The  open-well  process  with  sheet-piling,  which  is  used  with. 
marked  success  where  rock  may  be  found  at  moderate  depth; 
from  40  to  60  feet — and  where  adjacent  buildings  are  not  ii 
danger  of  being  undermined,  is  virtually  the  cofferdam  process^e-^^ 
applied  to  building  foundations.     This  process  differs  from  thaU  -" 
used  for  bridge  piers  in  that  the  sheet-piling  usually  acts  a 
form  for  the  lower  part  of  the  pier  concrete  and  oftentimes  ii 
left  in  to  become  more  or  less  a  permanent  part  of  the  pier. 

The  wells  are  either  circular,  square  or  rectangular  i    , 

common  sizes  are  about  6  feet  in  diameter  or  on  a  side,  while  for  "**! 

rectangular  wells  the  greater  dimension  is  rarely  over  16  feet    --^j 

, = _j6fi_ I 
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"Wood,  Steel,  or  a  com- 
tiaation  of  both  may 
"be  used  for  the  piling. 
Hf  the  well  is  not  over 
ao  to  25  feet  deep  the 
sheet-piling  is  usually 
driven  in  a  single  sec- 
tion, but  for  greater 
depths  two  or  more 
sections  are  used,  the 
■upper  sections  being 
large  enough  to  per- 
mit offsetting  and 
placing  the  lower  sec- 
tions inside. 

The  uppCT  section 
of  piling  is  driven 
first;  tJiis  may  be 
done  by  hand  or  ma- 
chine. If  the  drivitig 
is  not  difficult  this  is 
done  before  excavat- 
ing is  commenced, 
since  there  is  less  like- 
lihood for  the  sur- 
rounding material  to 
be  disturbed  through 
flowing  into  the  well 
from  imderneath  the 
piling.  Great  care 
should  be  taken  to 
start  the  sheet'^iling 
in  its  correct  position 
as  this  will  save  much 
trouble  later.  On 
excavating  the  wells, 
which   is   commonly 


Fio.  1140- — Open  Well  for  Railway  Exchange  Building,  St  -Louii.'^ 
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iiine  '"iV  aiea  wiuL  picks  and  shovels*  tlirowiiig  the  spiA  into 
'"^ucketa  aiwer*d  zlt.:  die  wrils.  bracing  sfaoold  immediately  be 
piacefi 

A^  ^Xia  12  the  ir^t  scctioii  is  diiveii  and  the  material  exca- 
vired  the  iecoiui  sectfija  is  started.  On  completion  of  the  work 
Zx'j  hari-can.  'jv  Tick,  the  b«3Ctom  is  carefizlly  cleaned  and  leveled 
iiLti  the  lijwer  sectfijc  lilled  with  concrete,  a  1—2—4  or  ^~3~5  ^' 
mre  being  osed.  uni  the  sheet-piling  saving  as  a  fonn.  The 
lattdT  niav  be  withiirawn  after  the  concrete  has  set  or  it  may  be 
Left  pennanently  in  place.  If  the  sheet-piling  is  to  be  withdrawn 
the  ccocrete  sbjuld  be  protected  in  some  manner  from  bonding 
to  LC.  .\b»3ve  the  lower  section  special  forms  are  usually  made 
for  the  pier  and  the  whole,  including  the  sheet-piling,  with- 
drawn after  the  concrete  has  set- 
Fig.  I Z41Z  iUustrates  the  c>'tindrical  well  simk  to  rock  for  the 
twent\--two  story  Railway  Excliange  Building,  St.  Louis,  Mo. 
The  illustration  indicates  the  character  of  the  material  sunk 
through  as  well  as  the  distance  sunk.  For  the  upper  section, 
S  feet  in  diameter,  2  X  6-inch  tcngue-and-grooved  wooden  sheet- 
piUng  was  used.  It  was  driven  by  hand  and  braced  by  3X4- 
inch  two-piece  rings.  The  lower  section  had  a  smaller  diameter 
and  was  compcsed  of  9-inch  Lackawanna  steel  sheet-piling, 
braced  with  four-piece  wooden  drums  made  of  12  X  14-inch 
material  with  cast-iron  ball-and-socket  joints  at  the  ends.  After 
the  piling  was  driven  the  material,  loosened  and  kept  in  sus- 
pension by  a  li-inch  jet  under  100  pounds  pressure,  was  removed 
with  pumps.  On  completion  of  the  excavation  a  3-foot  layer 
of  I  i.\-  2  concrete  was  deposited  to  seal  the  bottom,  no  pump- 
ing being  done  in  the  meantime.  After  allowing  the  concrete 
to  set  for  five  or  six  hours  the  water  was  pumped  out  and  the 
lower  cylinder  tilled  with  concrete,  the  braces  being  removed 
at  the  same  time.     The  sheet-piling  was  left  in  place. 

The  square  piers  of  the  Bamberger  Building,  Newark,  N.  Jv 
were  built  in  two  sections,  with  timber  sheet-piling  above  and 
steel  sheet-piling  below.  They  present  a  good  example  of 
very  careful  guiding  of  the  piling.  Each  coflerdam  was  12  feet 
square  on  top  and  the  upper  section  was  lined  with  3-inch 
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tongue-and-grooved  planks  20  feet  long.  The  piling  was  assem- 
bled on  horizontal  skids  to  make  panels  12  feet  wide  with  trans- 
v^erse  cleats  on  top  and  bottom. 

A  pit  was  hrst  excavated  and  in  it  was  placed  the  bradng 
frajne  shown  in  the  right-hand  drawing  of  Fig.  1246.  The 
tlxiee  sets  o(  horizontal  loX  10-inch  frames  were  braced  together 
wi  th  di^onal  planks  and  the  two  upper  frames  rested  on  loX  10- 
inch  posts  4  feet  long.  The  ends  of  the  rangers  were  halved  and 
'Were  connected  by  short  loX-inch  planks. 


a 


'"The  side  panels  of  vertical  sheeting  planks  are  lifted  by  a 
<ierrick,  the  tackle  being  attached  to  a  bridle  connected  to  the 
^nds  of  a  pair,  of  horizontal  planks  tightly  clamped  to  the  upper 
^nd  of  the  assembled  panel  (see  left-hand  illustration,  Fig. 
1246).  After  the  four  panels  are  set  in  place  against  the 
faces  of  the  rangers  forming  the  interior  framework  they  are 
secured  by  light  yokes  of  horizontal  timbers  and  tension  rods 
screwed  up  tight,  after  which  the  temporary  cleats  are  removed 
and  the  sheeting  is  driven  by  light  steam-hammers  as  the 
excavation  progresses  inside,  the  rangers  being  forced  down  as 
necessary." 

Fig.  1 24c  shows  the  sinking  of  cylindrical  wells  for  the  foun- 
dations of  the  Kinney  Building,  Newark,  N.  J.  After  being 
assembled  by  stiff-leg  derricks  the  steel-piling  units  were 
clamped  together  by  outside  wire  cables  holding  them  against 
inside  ranger  frames  spaced  from  2j  to  5  feet  apart  and  made 
from  two  thicknesses  of  3  X  5-inch  scarfed  planks  with  five  to 
'Engineering  Record,  vol.  64,  page  457,  Oct.  14,  1911. 
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seven  pieces  in  each  course.  The  piling  was  driven  to  bottom 
before  any  excavating  was  done  and  was  removed  after  the  well 
was  filled  with  concrete. 

Art.  125.     Open  Wells  with  Sheeting:  The  Chicago 

Method 

The  soil  conditions  in  the  downtown  or  business  district  of 
Chicago,  where  most  of  the  heavy  buildings  are  located,  are 
peculiar  and  have  led  to  a  special  type  of  foimdation  being  used 
for  many  of  the  heavy  structures.  For  a  distance  of  about 
14  feet  below  the  street  curb  the  soil  consists  of  loam  and  made 
ground;  below  this  there  is  a  layer  of  clay  having  a  t>>irtiiP«i 
of  from  70  to  80  feet,  which  overlies  hard-pan  or  coarse  giavd 
and  solid  rock.  The  upper  6  to  12  feet  of  this  clay  is  hard  and 
stiff  and  forms  the  bed  on  which  rest  many  steel  grillage  fouxida- 
tions  (Arts.  151,  152,  156)  which,  dating  from  1878,  were  90 
extensively  used  in  that  city.  Below  this,  the  clay  becomes 
softer  and  remains  so  down  to  the  hard-pan,  which  has  a 
thickness  of  from  10  to  20  feet.  In  general  this  softer  day 
differs  from  that  above  only  in  the  larger  amount  of  water 
contained  in  it.  In  places  pockets  of  quicksand  are  present 
in  the  soft  clay. 

The  clay  is  sufficiently  stiff  to  permit  sinking  wells  by 
excavating  the  clay  in  sections  about  4  feet  deep,  each  section 
being  sheeted  with  2  X  6-inch  or  3  X  6-inch  planks  in  4-foot 
lengths  as  soon  as  the  section  is  excavated.  In  some  cases 
the  sheeting  has  been  made  of  sheet  metal.  The  wells  vary 
from  about  3  to  12  feet  in  diameter.  Thus  this  method  differs 
from  the  sheet-piling  method  essentially  in  that  the  excava- 
tion is  made  before  the  lining  is  placed,  while  in  the  sheet- 
piling  method  the  lining  is  always  placed  in  advance  of  the 
excavation. 

Digging  the  Well. — The  wells  are  excavated  by  hand  to 
the  required  diameter,  from  one  to  four  men  working  in  a  single 
well.  As  soon  as  a  section  is  excavated  tongue-and-grooved 
lagging,  2  or  3  inches  thick  and  not  over  6  inches  wide  and 
beveled  to  form  a  true  circle,  is  placed.     Two  or  perhaps  three 
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iron  hoops,  f  by  3  inches  in  section,  or  angle-iron  hoops,  are 
used  to  brace  the  sheeting  of  each  section.  These  hoops  are 
made  in  semi-drcular  form  with  their  ends  bent  mward  to  form 
flanges  which  are  bolted  together  as  shown  in  Fig.  124a.  As 
soon  as  the  bracing  for  one  section  is  placed  the  next  section  is 
excavated  and  the  lagging  for  that  section,  abutting  against  the 
lagging  for  the  section  above,  is  placed,  and  this  cycle  is  repeated 
until  the  hard  material  is  reached. 

Care  must  be  exercised  to  have  the  lagging  fit  tightly  against 
the  day  in  order  to  prevent  any  flow  of  the  same.  As  this  is 
somewhat  diflScult  to  accomplish  with  the  above  described  type 
of  hoops,  another  form  has  been  invented  by  J.  W.  Jackson. 
Each  brace  consists  of  four  sections  of  steel  tee  bars  bent  to 
form  a  drcular  sectional  rib  bearing  against  the  lagging,  and  of 
a  hollow  central  hub  to  which  are  attached  jack  screws  radiating 
from  the  hub  like  the  spokes  of  a  wheel.  The  heads  of  these 
jack  screws  are  fitted  to  shoes  on  the  horizontal  web  of  the 
circular  rib  or  rim.  As  many  jacks  as  necessary  may  be  used  but 
not  less  than  four,  one  for  each  section  of  the  rib.  The  jacks 
may  be  set  up  to  compress  the  surrounding  material  as  much 
as  desired. 

The  spoil  is  removed  from  the  wells  by  buckets  operated  by  a 
windlass  or  other  arrangement.  For  small  jobs  the  windlass 
may  be  worked  by  hand  but  where  a  large  number  of  piers  are 
being  sunk  power  is  used.  The  Thomas  Elevator  Co.  of 
Chicago  build  a  multiple  spool  hoist  which  will  operate  a  num- 
ber of  wells  by  one  motor,  each  one  independently  of  all  others 
(see  Eng.  News,  vol.  65,  page  133,  Feb.  2,  1911). 

The  lagging  and  bracing  are  sometimes  removed  as  the  con- 
crete is  placed,  but  if  the  surrounding  material  is  at  all  soft 
they  are  usually  left  in.  A  1-3-5  mixture  of  concrete  is  com- 
monly used  for  the  filling. 

Where  the  pier  rests  on  hard-pan  the  lower  part  is  ordinarily 
belled  out  to  about  twice  the  diameter  of  the  pier,  the  belling 
being  done  at  an  angle  of  approximately  45  degrees.  The  unit 
bearing  pressure  allowed  is  about  7  tons  per  square  foot  for  hard- 
pan  and  about  30  tons  for  rock. 
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Applications. — The  first  building  in  Chicago  and  the  first 
in  the  United  States,  with  the  exception  of  the  City  Hall  of 
Kansas  City,  to  have  this  type  of  foundation  was  the  Chicago 
Stock  Exchange,  built  in  1892.  This  structure'was  founded  on 
piles  and  on  piers  sunk  by  the  Chicago  method,  the  latter 
being  used  since  it  was  feared  that  the  jarring  of  pile  driving 
would  disturb  the  foundations  of  adjacent  buildings. 

For  the  wells  of  the  City  Hall  foundations  in  Kansas  City  a 
metal  shell  lining  was  used  instead  of  wooden  lagging  and  the 
piers  were  constructed  of  brick- work  instead  of  concrete. 

The  foundations  for  the  new  City  Hall  of  Chicago  were  com- 
posed of  circular  concrete  piers  from  4  to  10  feet  in  diameter  and 
seated  on  bedrock  96  to  120  feet  below  street  grade.  Three- 
inch  tongue-and-grooved  lagging  in  4-foot  lengths  was  used. 
The  clay  spoil  was  dug  by  hand,  one  to  four  men  working  in  a 
well  at  one  time.  The  buckets  held  3  or  4  cubic  feet  and  were 
raised  and  lowered  by  means  of  timber  tripods  set  up  over  the 
wells.  A  drive  wheel  was  placed  on  one  side  of  each  tripod  and 
was  connected  to  a  shaft  that  carried  a  winding  spool.  A  single 
endless  cable  on  a  hoisting  engine  connected  with  a  number  of 
the  driving  wheels — the  tripods  being  set  up  in  straight  rows— 
and  thus  readily  served  seven  or  eight  wells. 

In  applying  the  Chicago  method  modifications  may  be  made 
to  suit  local  conditions;  for  instance,  the  sheet-piling  and  the 
sheeting  method  may  be  combined  in  the  same  well.  This  was 
done  in  the  foundation  work  for  the  Hotel  Brevoort,  Chicago, 
where  the  presence  of  a  high  building  nearby  made  necessary  the 
use  of  steel  sheet-piling  for  a  depth  of  30  feet,  while  below  this  the 
ordinary  lagging  was  used. 

Fig.  125  a  shows  the  details  of  the  65-foot  wells  used  for  the 
foundations  of  a  double-track  bascule  bridge  of  the  Baltimore 
&  Ohio  Railroad  in  South  Chicago.  The  surface  of  the  ground 
was  at  about  water-level  and  for  the  upper  18  feet  the  material 
was  quicksand,  there  being  below  this  an  impervious  stratum  of 
soft  blue  clay  which  extends  to  rock. 

A  cofTerdam  made  of  3  X  12-inch  tongue-and-grooved  sheet- 
piling  in  21-foot  lengths  was  driven  through  the  sand  to  the 
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Stiff  clay  and  braced  with  three  tiers  of  1 2  X 1 2-inch  rangers,  with 
45-degree  knee  braces  at  the  corners.  The  bracing  was  placed 
as  the  well  was  excavated.  At  the  bottom  a  12-foot  diameter 
well  was  sunk  and  lined  with  lagging  composed  of  courses  of  No. 
20  corrugated  iron  in  2-foot  widths  and  of  lengths  equal  to  the 
drcumference  of  the  well.  Vertical  2  X  2-inch  flange  angles 
about  23  inches  long  were  riveted  to  the  rims  of  both  ends  of 
each  section  and  through  open  holes  in  the  outstanding  legs 
were  bolted  together  when  placed  in  position  to  make  complete 
rings. 

After  placing  the  first  section  12  inches  of  concrete  was  depos- 
ited between  the  same  and  the  lower  part  of  the  cofferdam  to 
seal  the  space  between  the  cofferdam  and  well.  As  the  material 
was  excavated  additional  rings  of  lagging  were  placed,  each  one 
overlapping  the  one  above  it  by  a  single  corrugation.  No  bolt- 
ing of  horizontal  joints  was  done  and  no  bracing  was  used. 

A  10-  to  12-foot  layer  of  quicksand  with  its  surface  100  feet 
below  the  street  curb  was  struck  in  sinking  the  wells  of  the  Chi- 
cago Edisqn_CQ!s._Jtmilding.  Below  this  there  was  a  layer  of 
boulders  overlying  the  bedrock  and  these  boulders  varied  from 
cobble-stone  size  to  5  feet  in  diameter.  On  reaching  quicksand 
the  usual  method  was  abandoned  and  steel  cylinders  in  three 
sections,  with  vertical  joints  flanged  with  angle-iron  connections, 
were  sunk.  As  the  quicksand  was  removed  from  the  interior 
these  cylinders  sank  by  their  own  weight  until  the  boulders 
were  reached.  These  had  to  be  drilled  and  split  open  to  permit 
the  caissons,  aided  by  jacks,  to  pass  through. 

In  the  wells  for  the  foundations  of  the  Northwestern  Railroad 
Terminal  (see  Eng.  News,  vol.  62,  page  554,  Nov.  18,  1909) 
the  pneumatic  caisson  process  was  used  when  a  heavy  water- 
bearing stratum  just  above  rock  was  struck. 

Art.  126.    The  Grouting  Process 

The  general  idea  of  the  grouting  process  is  to  inject  fluid  cement 
between  and  among  materials  already  in  place  and  thus  cement 
the  mass  into  a  solid  concrete.    The  process  may  be  used  for 
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forming  new  foundations  or  for  repairing  old  ones.  For  foun- 
dations on  land  two  general  methods  may  be  used:  The  whole 
foundation  bed,  down  to  rock  or  other  firm  material,  may  be 
turned  into  concrete  in  situ  and  the  piers  built  directly  upon  it; 
or  a  ring  of  concrete  may  be  formed  around  the  site,  forming  a 
sort  of  cofferdam,  after  which  the  interior  may  be  excavated 
down  to  solid  material  and  the  substructure  built  within  it. 
The  latter  method  will  give  a  more  reliable  foundation  but  a 
more  expensive  one.  In  using  the  former  method  it  is  a  difficult 
matter  to  prevent  pockets  of  uncemented  material  from  being 
present.  It  seems  that  this  process  may  be  used  satisfactorily 
for  any  material  varying  from  the  size  of  broken  stone  down  to 
fine  sand.     Clayey  material  cannot  be  grouted. 

Two  methods  have  been  developed  for  the  application  of  the 
grouting  process;  the  first  uses  the  cement  in  the  form  of  a  fluid, 
and  the  second  in  its  dry  state.  The  first  may  be  subdivided 
into  two  methods,  one  being  used  where  fine  material  is  encount- 
ered and  the  other  for  coarse  material. 

Where  cement  grout  is  used  in  fine  material  two  pipes,  a 
short  distance  apart,  are  first  driven.  Water  is  then  pumped 
down  one  pipe  and  in  taking  a  course  of  least  resistance  will 
come  up  the  other  pipe,  thus  cutting  out  a  channel  between  the 
two  pipes.  By  using  a  number  of  pipes  as  many  channels  as 
desired  may  be  made.  As  soon  as  a  well-developed  channel  is 
formed  cement  grout  is  pumped  through  the  pipe  instead  of  the 
water.  When  the  grout  appears  in  the  outiet  pipe  the  latter  is 
closed  by  a  valve  and  the  pumping  continued,  thus  forcing  the 
grout  to  permeate  the  sand  around  the  channel.  In  this  way  a 
stratum  of  solid  mortar  or  concrete  is  formed;  by  employing  the 
same  scheme  at  various  depths  the  whole  mass  becomes 
solidified. 

Where  medium-sized  material  is  encountered  it  is  often  only 
necessary  to  drive  a  row  of  pipes  and  pour  the  grout  into  them, 
the  head  being  sufficient  to  force  the  grout  throughout  the 
material. 

In  coarse  material  the  difficulty  lies  in  keeping  the  grout 
within  bounds  and  preventing  it  from  spreading  out  in  thin 
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layers  and  ninning  into  adjacent  territory,  or  below  the  level 
at  which  it  is  desired  to  form  the  concrete.  This  difficulty  may 
be  overcome  by  using  the  principle  of  successive  accretions. 
In  using  this  method  only  a  small  amount  of  grout  is  poured 
into  any  one  pipe  at  a  time.  After  this  has  had  time  to  set, 
more  grout  is  poured  in  and  the  operation  repeated  until  a 
solid  floor  of  concrete  is  made.  Walls  may  be  made  in 
the  same  manner,  after  which  the  interior  ,may  be  filled 
with  grout  or  excavated. 

The  method  which  employs  dry  cement  is  as  follows:  The 
cement  is  blown  through  a  i^-inch  pipe,  drawn  to  a  point  at  the 
lower  end,  in  which  there  are  three  or  more  holes  of  about  f  inch 
diameter.  The  pipe  is  free  to  be  raised  or  lowered,  and  is  con- 
Dected  at  its  upper  end  with  an  air-pressure  supply  pipe.  To 
this  air-pressiu"e  pipe,  suitable  connections  are  made  of  suit- 
able branches,  stop  cocks,  etc.,  and  by  means  of  an  injector 
cement  powder  is  fed  into  the  air  current.  The  cement  powder, 
by  means  of  an  air  current  is  forced  through  the  small  opem'ngs 
in  the  lower  end  of  the  pipe  and  is  driven  into  the  sand.  In 
consequence  of  the  boiling  action  caused  by  the  air  bubbles 
running  through  the  water  in  the  sand  the  cement  is  thoroughly 
mixed  with  the  latter,  and  as  soon  as  injecting  is  stopped  the 
sand  with  the  particles  of  cement  clinging  to  it  settles  into  place 
and  forms  concrete  or  mortar.  The  volume  of  cement  used 
should  be  about  one-fifth  the  volume  of  the  sand.  In  fine 
material  each  sinking  of  the  pipe  will  cover  about  i  square 
:oot  of  ground  and  the  cement  must  be  forced  out  at  different 
elevations,  the  pipe  being  slowly  drawn  up  as  the  cement  is 
^lown  into  the  sand.  The  dry  method  is  seldom  used  at 
present.  For  further  details  concerning  this  method  the  reader 
is  referred  to  an  article  by  Fr.  Neukirch  in  Transactions  Amer- 
ican Society  of  Civil  Engineers,  vol.  29,  page  639,  Sept.,  1893, 
entitled  Improved  Method  of  Constructing  Foundations  under 
SVater  by  Forcing  Cement  into  Loose  Sand  or  Gravel  by  Means 
of  Air  Pressure. 
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Art.  127.     Applications  and  Tests 

The  exclusion  of  water  from  the  site  is  one  of  the  most  expen- 
sive items  connected  with  foundation  work.  The  economy  of 
the  grouting  process  lies  in  the  fact  that  the  necessity  for  doing 
this  may  be  avoided  or  else  it  may  be  done  cheaply. 

Grouting  has  been  used  quite  extensively  for  repairing  dams, 
quay  walls,  etc.,  where  the  water  has  washed  out  the  filling.  In 
such  cases  it  is  customary  to  sink  pipes  and  pour  cement  grout 
into  them,  the  pressure  head  on  the  grout  being  suflSdent  to 
force  it  into  place.  It  has  been  found  that  the  pressure  head 
of  a  column  of  grout  is  about  double  that  of  water.  For  an 
example  of  the  use  of  the  grouting  process  for  the  foundation 
of  a  cylinder  caisson  see  Art.  102. 

The  left  abutment  (on  land)  of  a  concrete  arch  bridge  at 
Ebingen,  Germany,  was  founded  on  a  bed  of  concrete  formed 
in  place  by  the  injection  of  grout.  The  material  was  water- 
bearing gravel.  ^"Twelve-foot  lengths  of  i^-inch  pipe,  with 
an  iron  driving  point  loosely  inserted  in  the  lower  end,  were 
driven  down  to  rock,  and  then,  by  raising  a  few  inches,  lifted 
clear  of  the  driving  point.  Cement  grout  was  then  pumped  in 
until  a  rapid  rise  in  pressure  indicated  saturation;  the  pipe  was 
then  drawn  up  a  small  distance,  grout  pumped  in  again  to 
saturation,  and  so  on.''  Pipes  were  driven  at  intervals  of  18 
and  20  inches  and  test  excavations  made  afterward  showed  a 
very  good  quality  of  concrete. 

^  **To  found  the  two  river  piers,  cofferdams  of  sheet-piling 
were  driven  to  rock  and  made  water-tight  by  injection  of  cement 
through  pipes  driven  around  them.  In  the  case  of  one  of  the 
piers,  pipes  were  driven  inside  as  well  as  outside,  with  the  result 
that  nearly  the  whole  mass  in  the  interior  of  the  cofferdam  was 
cemented  into  a  block  of  concrete.  On  account  of  some  layers 
of  sand,  however,  about  one-half  of  this  mass  was  broken  out 
again  and  the  pier  regularly  built  up  of  concrete  above  the  re- 
maining conglomerate.  At  the  other  pier,  the  cementing  was 
carried  out  only  around  the  outside  of  the  cofferdam,  making 

^  Engineering  Xcws,  vol.  47,  page  35,  Jan.  9,  1902. 
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fectly  tight.  The  interior  was  then  excavated  and  the 
2te  of  the  pier  built  up  directly  on  the  rock." 
:ood  example  of  the  successive  accretion  method  of  grout- 
that  of  rebuilding  one  of  the  piers  of  a  bridge  on  the  New 
Northern  Railroad,  across  Croton  Lake,  N.  Y.  The  pier 
.bout  22  by  32  feet  in  plan  and  about  7  feet  high.  It 
on  a  crib  35  by  47  feet  in  plan,  made  of  4-inch  planks  laid 
ishion,  and  divided  into  nine  compartments,  filled  with 
The  top  of  the  crib  was  about  5  feet  below  water.  The 
im  was  to  make  a  solid  pier  out  of  the  one  which,  as 
ally  built,  was  not  filled  with  masonry  but  with  rocks, 
,  dirt  and  all  sorts  of  rubbish,  there  being  merely  a  shell 
isonry  around  the  outside.  As  stated  by  the  engineer, 
Harris:  ^"  We  wanted  a  tight  bottom  at  any  level  below 
)p  of  the  crib  and  tight  sides  thence  to  the  water  surface, 
lea  was  to  use  the  materials  that  were  in  place,  and  make  a 
•n  therein  without  disturbance,  by  cementing,  for  the 
of  the  caisson,  a  portion  of  the  loose  mass  of  irregular 
filling  in  the  crib  at  any  level  below  the  top  of  the  crib; 
)r  walls,  to  cement  from  thence  to  the  water  surface,  or  as 
as  necessary  to  make  a  good  connection  with  the  shell; 
ould  then  be  pumped  out,  the  interior  carefully  excavated 
I  crib,  and  the  space  filled  with  concrete  rammed  in  layers 
J  top  of  the  old  shell." 

ne  of  the  interior  masonry  was  removed  from  the  top  and 
[loles  were  worked  among  the  stones  extending  a  few  feet 
the  top  of  the  crib.  **  A  long  nozzle  of  i  j-inch  iron  pipe, 
cted  to  the  discharge  pipe  of  a  No.  2  Douglas  hand  force 
',  was  inserted  in  one  of  these  holes  to  its  bottom,  water  was 
ly  pumped  through  for  a  few  minutes,  then  the  suction 
vas  suddenly  transferred  to  a  reservoir  of  grout,  composed 
rtland  cement  and  fine  sharp  sand,  in  equal  parts,  mixed 
diately  before  use;  a  small  quantity  only  of  the  grout  was 
/  forced  through,  and  the  nozzle  was  then  withdrawn  but 
3le  maintained,  and  the  same  operation  was  continued  at 

rofferdam   without   Timber  or   Iron,  by  R.  L.  Harris,  Trans.  Am.  Soc. 
vol.  24,  page  234,  March,  1891. 
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other  holes,  seldom  returning  to  any  hole  the  same  day;  t-xme 
belief  being,  that  in  quiet  water  the  cement  woxild  accrete  on  time 
surface  of  irregular  stones  at  and  below  the  level  of  the  injecti^^xi, 
and  that  by  consecutive  slight  accretions  at  proper  intenrsL-ls 
of  time  the  voids  between  them  would  be  filled."  The  resuL^ 
were  successful. 

Testing  the  Grouting  Process. — ^Although  many 
pies  exist  of  the  successful  application  of  this  method,  yet  th^x"e 
is  always  some  uncertainty  regarding  the  degree  of  success  in  sfc^x^y 
particular  case.  To  test  its  reliability  the  Loidsville  &  Nashvrille 
Railroad  had  some  interesting  experiments  made,  a  complete 
description  of  which  may  be  found  in  Engineering  News,  voJ. 
69,  page  979,  May  8, 1913. 

The  most  interesting  experiment  made  was  in  gravel,  where 
bedrock  was  23  feet  below  the  surface  and  the  water-level  8  feet 
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Fig.   127a. — Well  Point  on  End  of  Grouting  Pipe. 

below.  An  analysis  of  the  gravel  gave  the  following  percentage 
in  its  mechanical  composition:  Coarse  gravel,  12,  very  fine 
gravel,  34,  sand,  44,  and  silt,  10.  Two-inch  pipe  in  5-foot  sec- 
tions and  with  a  well  point,  illustrated  in  Fig.  127a,  were  driven 
to  rock  on  the  circumference  of  a  circle  15  feet  in  diameter  and 
with  a  spacing  of  about  3  feet.  An  average  unit  pressure  of  20 
pounds  was  sufficient  to  force  the  grout  into  the  gravel,  although 
at  times  60  pounds  would  not  clear  the  pipe.  The  pipe  was  slowly 
withdrawn  as  the  grout  was  forced  in,  the  one  operation  follow- 
ing the  other,  enough  grout  being  forced  in  to  fill  all  voids  for  a 
distance  of  2  feet  out  from  the  center  of  the  pipe.  On  allowing 
the  material  to  harden  and  then  excavating  the  core,  it  was  found 
that  the  wall  was  sufficiently  good  to  allow  the  water  to  be 
pumped  down  within  2  feet  of  the  rock. 


^ 
^ 
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Fig.  12-jb  shows  the  appearance  of  the  concrete  after  removing 
the  core.  The  grout  followed  the  path  of  least  resistance  which 
was  essentially  upward.  In  coming  up  much  of  the  silt  in  the 
gravel  floated  on  the  grout.  In  addition  to  the  latter  eSect 
the  grouting  below  tended  to  disturb  the  material  at  the  top, 
causing  the  fine  material  there  to  separate  from  the  coarse,  thus 
leaving  a  very  porous  layer  just  above  water  level  with  a  layer 

2  0  , 


silt  at  water-level.    As  a  consequence,  for  4  feet  above  the 

^-ter  surface  the  best  concrete  formed  and  this  extended  across 

7^^  cylinder  and  had  to  be  dug  out  with  picks  on  excavating 

**-e  core.    On  the  other  hand  at  the  mud  seam  no  concrete 

^*^ned  even  at  the  pipe.    Below  the  water-level  the  concrete 

*s  irregular  and  not  especially  good. 

Art.  128.    The  Freezing  Process 

The  idea  of  freezing  the  soil,  as  an  aid  to  excavation,  has  ex- 
*^sted  for  many  years,  and  although  it  has  attained  a  considerable 
<iegree  of  success  in  the  sinking  of  mine  shafts,  particularly  in 
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Germany  and  other  foreign  countries,  it  has  seldom  been  appli^<l 
to  foundations.  However,  owing  to  the  inherent  possibilities 
of  this  process  for  foundations  at  great  depths  the  princij^X^s 
are  worthy  of  careful  study. 

The  presence  of  water  causes  the  principal  difficulties      ix 
foundation  work,  especially  when  water  is  present  in  very  &x:^€ 
sand,  forming  what  is  known  as  quicksand.     If  the  water  can   "t>e 
frozen  the  work  becomes  easy.     In  the  method  invented  in  1SS4 
by  F.  H.  PoETSCH  M.  D.,  a  Prussian,  tubes  are  driven  around  the 
outside  of,  or  into  the  soil,  all  over  the  site  to  be  excavated,  a^xid 
a  freezing  mixture  is  made  to  circulate  through  these  pij>c?s, 
which  gradually  transforms  the  soil  into  a  non-water-carrying 
solid  mass,  after  which  the  excavation  can  easily  be  made.       If 
the  pipes  are  driven  to  a  non- water-bearing  stratum  it  is  onl>' 
necessary  to  freeze  a  wall  around  the  site  but  if  an  impervioia  s 
stratum  is  not  reached  the  whole  site,  or  a  ring  around  the  sit^ 
and  a  layer  of  soil  near  the  bottom  must  be  frozen. 

Long  water-tight  tubes  closed  at  the  bottom,  from  4  to 
inches  in  diameter  and  spaced  about  3  feet  apart,  are  first 
driven  through  the  mass  to  be  frozen.      Inside  of  these  tubes  are 
placed  small  pipes,  from  i  to  i^  inches  in  diameter,  which  are 
open  at  the  bottom  or  have  openings  in  their  sides  near  the  bot- 
tom.    A  considerable  number  of  the  small  circulating  tubes  are 
joined  together  by  a  larger  pipe,  and  the  larger  or  freezing  tubes 
are  capped  and  joined  together  by  another  pipe.     A  circuit  is 
then  formed  and  cold  brine  is  drawn  from  a  tank,  pumped  down 
the  circulating  tubes,  up  through  the  freezing  tubes,  and  back  to 
the  freezing  machine.     For  shaft  sinking  the  pipes  are  usually 
placed  around  the  circumference  of  a  ring  with  perhaps  a  few 
inside  which  are  so  insulated  that  they  freeze  only  the  bottom 
of  the  shaft. 

What  is  said  to  be  the  first  application  of  this  process  to 
building  foundations  is  that  for  the  substructure  of  a  depart- 
ment store  in  Berlin.  Fig.  128a  illustrates  the  conditions 
obtaining  at  the  site  as  well  as  the  general  plan  of  the  process. 
The  subsoil  was  a  quicksand  with  ground  water-level  about  13 
feet  below  the  curb.     The  foundations  of  adjoining  buildings 


Akt.  ilS  THE   FREEZING   PROCESS  jSl 

wrere  ro  feet  below  the  curb,  while  the  excavation  for  the  new 
strijcture  had  to  be  carried  to  a  depth  of  36  feet  below  the  curb. 
Sheet-piling  was  first  used  but  as  soon  as  the  excavation 
reached  below  water-level  the  sand  from  under  the  adjoining 
bTj.ildings  on  one  ade  of  the  lot  commenced  boiling  up  in  the 


Fic.  laSa. — Building  Foundation  Constructed  under  the  Freezing  Process. 


excavation,  causing  several  structures  to  settle  and  crack. 
The  freezing  process  was  then  adopted.  Freezing  pipes  5  inches 
in  diameter  and  about  iV  inch  thick  were  sunk  on  3-foot  cen- 
ters as  shown  in  the  illustration  and  extended  59  feet  below  curb 
level.  The  circulating  pipes  were  i  inch  in  diameter  and  were 
connected  to  a  supply  header  at  the  top,  while  the  5-inch  pipes 
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were  connected  to  a  drain  header.  The  liquor  passed  thiou] 
the  circulating  pipes  with  a  velocity  of  11 J  feet  per  minu 
About  four  weeks  after  the  brine  was  started  the  ground 
frozen  a  sufficient  distance  to  begin  excavating,  after  the  co: 
pletion  of  which,  the  foundation  was  placed.  The  cost 
said  to  have  been  lower  than  if  the  pneumatic  caisson  proc^^ 
had  been  employed. 

Only  under  special  circumstances,  or  where  no  other  proc^ 
can  be  adopted,  or  where  a  refrigerating  plant  is  located  neart> 
will  the  freezing  process  prove  commercially  practicable.        Ht 
is  an  expensive,  slow  and  uncertain  process. 

Art.  129.    Hydraulic  Caissons 

This  type  of  caisson  has  been  used  in  a  few  cases  for  de^P 
building  foundations  but  it  is  ill-adapted  to  most  soils.     Wh^x"e 
sand  predominates  and  no  boulders  are  present  it  may  be  us^<J 
with  success.    The  caisson  consists  of  a  riveted  steel  cyLi: 
drical  shell,  say  from  5  to  14  feet  in  diameter  and  as  high  as  n^ 
essary.     The  lower  edge  is  shod  with  a  hollow  cast-iron  cuttix^g 
edge  of  a  triangular  cross-section,  which  is  perforated  with  msLTxy. 
holes  forming  special  nozzles.     This  cutting  edge  is  compos^^ 
of  a  number  of  sections,  each  section  having  an  inside  chamfc>er 
independent  of  all  other  sections.     By  means  of  pipes  and  &^y^- 
ible  tubing  these  chambers  are  connected  with  a  force  pump-. 
The  material  is  first  excavated  to  ground-water  level,  after 
which  the  caisson  is  placed  in  this  excavation;  the  caisson    is 
then  heavily  weighted  and  water  is  forced  into  the  cutting-edg'^ 
chambers  and  thence  out  through  the  small  nozzles  to  scour  th»-  e 
material  from  under  and  around  the  cutting  edge,  thus  caiisii^  -8 
the  caisson  to  sink.     When  the  stratum  on  which  the  caisso 
is  to  rest  is  reached  the  hydraulic  pressure  is  discontinued  an« 
the  spoil  is  excavated  from  the  interior  in  the  dry,  after  which  th^^  ^ 
pier  is  built  by  filling  with  concrete.     If  the  caisson  is  beddec:^^ 
in  clay  the  excavating  and  pier-building  are  easily  done  in  th^^^ 
dry,  but  if  it  rests  on  rock  it  is  often  a  difficult  matter  to  keepC^^ 
out  the  water.     This  feature  and  the  risk  of  meeting  boulder^^ 
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in  sinking  makes  this  method  of  founding  piers  a  very  uncertain 
one.  This  type  of  caisson  was  used  in  placing  the  foundations 
of  the  Johnson  and  the  Meyer- Jonassen  Buildings,  both  located 
in  l^ew  York  City.  Descriptions  are  given  in  Engineering 
Record,  vol.  32,  page  116;  and  vol.  33,  page  315.  It  appears 
that  the  use  of  this  method  has  been  abandoned. 


\ 


CHAPTER  XII 
ORDINARY  BRIDGE  PIERS 

Art.  130.     General  Requirements 

In  selecting  the  site  of  a  bridge  and  arranging  the  pi^=^  rs, 
careful  attention  must  be  given  to  such  matters  as  location       of 
crossing,  position  and  spacing  of  piers  and  abutments,  heip^ht 
of  bridge,  required  waterway,  etc.     Where  the  constructi-on 
is  in  new  country  the  location  of  the  bridge  can  usually  be  ma^de 
to   suit .  the   engineering   requirements.     These   will  be  l>    <st 
satisfied  where  the  width  of  the  river  is  not  great;  however      -,  it 
should  not  be  located  in  the  narrowest  part  for  there  the  curr^^ent 
is  apt  to  be  swift  and  the  water  deep  at  times  of  heavy  raE— ns, 
thus  making  the  construction  of  the  substructure  both  diflBiL     -ult 
and  expensive.     On  the  other  hand,  where  the  bridge  is  loca  ^ed 
in  a  built-up  community  it  will  have  to  be  placed  where  it  ^^^^ill 
best  serve  the  needs  of  the  people.     If  it  is  a  highway  struct""«Jre 
it  will  connect  main  thoroughfares  on  the  two  sides  of  the  ri^^er, 
while  a  railroad  structure  has  to  connect  the  nghts-oi-yr^y. 
Building  new  streets  or  buying  rights-of-way  is  very  expensive 
in  built-up  vicinities  and  will  usually  be  in  excess  of  any  pos- 
sible saving  in  the  cost  of  the  bridge  by  placing  the  latter  in  a 
more  advantageous  position  from  an  engineering  standpoint. 

In  determining  the  number  of  piers  and  their  spacing,  due 
regard  should  be  given  to  the  financial  considerations,  the  na\i- 
gation  interests,  waterway  requirements,  and  the  Government 
rules  and  regulations. 

The  financial  requirements  are  best  served  by  an  arrangement 
which  makes  the  total  cost  of  the  bridge,  superstructure  plus 
substructure,  a  minimum.  As  the  cost  of  the  superstructure 
varies  approximately  as  the  square  of  the  length  of  a  span  and 
the  cost  of  a  pier  with  its  foundation  is  approximately  a  constant 

384 
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for    fairly  wide  ranges  of  span  length,  there  is  some  length  of 

spa.11  which,  with  its  corresponding  number  of  piers,  will  make 

the  total  cost  of  the  bridge  a  minimum.     For  the  deduction  of 

suoli  a  formula  see  Art.  9  of  Merriman  &  Jacoby's  Roofs  and 

Bridges,   Part   III.     This  formula  shows  that  for  minimum 

cost;  the  cost  of  one  river  pier  should  equal  the  cost  of  the 

m.a.in  and   lateral  trusses  of  one  span.     In  deriving  the  for- 

mxxla    it    was   assumed   that   the   lengths   of   all   spans    are 

a-j>p>roximately  equal. 

T^avigation  interests  require  that  the  piers  shall  be  placed  so 
^0  cause  as  little  danger  and  obstruction  as  possible  to  river 
ic.     Thus  they  should  be  kept  out  of  the  channel  and  should 
l>o    spaced  at  considerable  distances  apart. 

T?he  pier  should  rest  on  a  stable,  unyielding  foundation,  the 
bsi.se  of  which  is  well  below  the  frost  line  and  below  the  elevation 
of  any  possible  scouring  action.  Where  rock  or  other  satis- 
tory  bearing  material  lies  at  a  depth  not  greater  than  from 
to  30  feet  below  water  level,  the  pier  footing  will  usually  be 
Plo^ced  directly  on  the  rock  surface,  a  cofferdam  being  used  if 
J^^cressary.  The  material  overlying  the  rock  is  first  removed, 
^f  t:  er  which  the  latter  should  be  leveled  or  stepped  off  and  cleared 
^f  sU  loose  material  before  placing  the  footing  for  the  pier, 
^or  depths  varying  from  20  to  40  feet  or  more  a  pile  founda- 
will  usually  prove  the  cheapest.  The  correct  principles  of 
►ign  for  this  type  of  foundation  are  discussed  in  preceding 
^^^pters.  For  depths  greater  than  about  40  feet  some  type  of 
^^-issson  foundation  is  generally  used. 

Shallow  foundations,  corresponding  to  the  spread  footings  so 

*^Vi.ch  used  for  buildings,  are  seldom  used  for  bridges.     Up  to 

^■^cmt  twnety  years  ago,  a  spread  footing  consisting  of  a  timber 

S^'tllage  was  a  common  type  of  foundation  for  bridges.     The 

Spillage  consisted  of  a  more  or  less  open  mass  of  timbers  laid 

^i^ectly  on  the  gravel  bottom  after  dredging  out  a  few  feet,  and 

^^ tending  to  nearly  low-water  level.     The  grillage  was  built, 

^^th  courses  alternating  in  direction,  to  a  height  of  a  few  feet 

^U  shore,  after  which  it  was  launched,  completed,  towed  to  the 

^Ue  and  sunk  by  filling  the  open  spaces  between  the  timbers 

25 


ORDINARY  BRIDGE   PIERS 


Chap.XJI 


with  stones,  etc.     The  disadvantage  of  this  tj-pe  of  foundation 
lies  in  the  fact  that  it  is  practicaUy  impossible  to  land  the 
grillage  perfectly  level  owing  to  the  great  difficulty  of  preparing 
a  level  foundation  bed.     Another  disadvantage  lies  in  the  danger 
from  scour.     Further  details  relating  to  this  type  of  foundation 
may    be    found    in    an 
article  by  E.  K.  Morse, 
in  Proceedings  Engineer's 
Society  of  Western  Penn- 
sylvania, Feb.,  igri,  and 
in   Fowler's    Sub-aque- 
ous Foundations. 

Fig.  130a  illustrates  .an 
interesting  type  of  shallow 
foundation  which  suijp- 
ports  the  piers  of  tJie 
Kingshighway  Viaduct, 
St.  Louis,  Mo.  It  con- 
sists of  a  reinforced-con- 
Crete  box  open  at  the 
bottom  and  closed  at  the 
top.  The  top  ha.s  a 
thickness  of  4  feet,  while 
the  thickness  0/  the  sides 
and  cross  walls  vary  from 
2I  to  3  feet.  It  was  originally  intended  to  found  the  piers  01 
concrete  piles  (shown  in  the  diagram),  but  in  testing  some  of  the 
piles  ah-eady  driven  the  soil  was  found  to  be  an  incompressit*'^ 
but  perfectly  plastic  clay,  which  would  not  take  the  arch  thru*' 
with  a  pile  foundation.  By  using  the  concrete  box  the  day  w^ 
confined  to  prevent  flowing  action,  while  the  large  area  of  I 
sides  took  care  of  the  horizontal  thrust. 


Art. 


Definitions 


A  bridge  pier  is  a  structure,  usually  composed  of  masonry, 
which  is  used  to  transmit  the  loads  from  the  bridge  superstruc- 
ture to  the  foundation. 
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Some  of  the  common  parts  of  a  bridge  pier  are  the  following: 
Bridge  Seat. — A  block  of  stone  or  concrete  resting  on  the  top 
of  a  pier  to  support  the  pedestal  or  base  plate.     Coping. — The 
top  course  of  the  pier,  usually  projecting  beyond  the  other 
courses.    Belting  Course. — The  course  immediately  below 
the  coping  course.    Footing  Courses. — Those  courses  at  or 
near  the  bottom  of  the  pier,  which  are  wider  than  those  in  the 
main  part  of  the  pier.    Body. — The  main  part  of  the  pier. 
Starling. — That  part  of  the  pier  below  high  water,  the  hori- 
zontal section  of  which  lies  outside  of  the  largest  rectangle  that 
can  be  formed  on  the  two  sides  of  the  pier.    Starling  Coping. 
— The  offset  course  at  about  high  water  which  forms  the  top 
course  of  the  starling.    Batter. — The  slope  of  the  sides  and 
ends  of  the  pier. 

The  coping  course  serves  to  protect  the  pier  from  the  weather. 
If  made  of  stone  masonry  the  stone  is  of  the  best  quality  and 
cut  to  make  small  joints;  if  of  concrete  a  rich  mixture  is  em- 
ployed. The  top  is  usually  made  with  a  surface  sloping  from 
the  middle  downward  to  the  sides  and  is  often  waterproofed 
with  some  waterproofing  compound,  especially  when  of  con- 
crete. It  is  customary  to  give  the  coping  course  an  offset  of 
from  6  to  12  inches  in  order  to  prevent  rain-water  from  dripping 
down  the  sides  and  ends  of  the  pier,  and  also  to  improve  the 
appearance  of  the  pier. 

The  chief  function  of  the  belting  course  is  to  strengthen  the 
coping  offset,  but  it  also  improves  the  appearance  of  the  pier. 
In  special  cases  two  or  three  belting  courses  are  used,  while  at 
other  times  none  are  employed. 

The  function  of  the  footing  course  is  to  distribute  the  load 
over  a  larger  area  than  the  base  of  the  body  of  the  pier.  Unless 
reinforced  the  slope  of  the  footing  should  not  be  over  30  degrees 
with  the  vertical;  where  reinforced  the  slope  may  be  anything 
consistent  with  safe  stresses  in  the  steel  and  concrete  as  deter- 
mined when  considering  the  projecting  footing  courses  to  act  as 
a  cantilever  beam. 

As  explained  in  Art.  132  the  function  of  the  starling  is  to  pass 
the  water  with  the  least  possible  disturbance,  for  then  there  will 


388  ORDINARY  BRIDGE  PIERS  Chap.  XII 

be  the  least  pressure  against  the  pier  due  to  current,  ice,  and 
drift,  less  danger  to  navigation  from  eddies,  and  less  danger 
from  under-scouring. 


Art.  132.    Form  and  Dimensions 

The  two  primary  requirements  of  bridge  piers  are:  First,  to 
transmit  the  load  from  the  superstructure  to  the  foundation; 
and  second,  to  disturb  the  natural  movement  of  the  water  as 
little  as  possible.  Naturally  a  minimum  capitalized  cost  should 
also  be  sought.  As  the  load  from  the  superstructure  is  applied 
on  the  pier  at  two  points,  at  a  distance  apart  equal  to  the  width 
of  the  trusses  or  girders  center  to  center,  the  most  economical 
way  of  satisfying  the  first  requirement  is  the  employment  of 
two  cyUnders,  one  under  each  load,  as  described  in  Art.  138. 
On  the  other  hand,  the  second  requirement  is  best  served  with  a 
form  resembling  a  ship,  modified  to  increase  the  stability  of  the 
pier  against  floating  ice,  debris,  etc.,  and  to  make  the  con- 
struction cheaper.  The  shape  generally  used  is  that  of  a  rec- 
tangle with  triangles  or  segments  of  circles  at  both  upstream  and 
downstream  ends,  or  at  only  the  upstream  end.  The  advan- 
tage of  having  starlings  at  both  ends  is  that  the  foundation 
becomes  symmetrical  with  the  loads,  thus  avoiding  an  uneven 
distribution  of  pressure  on  the  foundation  bed;  eddying  on  the 
downstream  end  of  the  pier  is  also  reduced.  Starlings  are 
necessary  only  below  high  water. 

The  triangular  nose,  usually  made  with  a  90-degree  angle  at 
the  vertex,  has  the  advantage  over  the  curved  nose  in  cheapness 
of  construction,  but  experiments  show  that  it  offers  more  resist- 
ance to  the  passage  of  water.  Experiments  made  by  Cresy 
indicate  the  value  of  different  shapes  of  piers  in  passing  the  water 
to  be  in  the  following  order:  First,  elliptical  horizontal  sections; 
second,  rectangular  body  with  starlings  formed  by  two  circular 
arcs,  tangent  to  the  sides  and  described  on  the  sides  of  an 
equilateral  triangle;  third,  rectangular  body  with  triangular 
starlings,  the  angle  at  the  nose  being  60  degrees;  fourth,  rec- 
tangular  body   with  semicircular  starlings;  fifth,  rectangular 
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l)ody  with  triangular  starlings,  the  angle  at  the  nose  being  90 
degrees;  and  sixth,  rectangular  body  without  starlings.  Those 
forms  which  pass  the  current  best  lack  strength  and  massiveness 
in  their  starlings.  Where  used  in  swift  streams  filled  with  ice 
in  winter  the  starlings  are  heavily  reinforced  with  old  rails  or 
structural  shapes.  For  an  example  of  such  reinforcment  the 
reader  is  referred  to  Art.  134. 

Where  segments  of  circles  are  used  the  curves  are  tangent  to 
the  sides  of  the  pier  and  have  radii  somewhat  greater  than  half 
the  thickness  of  the  pier  to  give  a  pointed  end.  A  value  used  on 
many  piers  and  recommended  by  G.  S.  Morison  is  three-quar- 
ters the  width  of  the  pier.  Above  high  water  the  ends  of  the 
pier  may  be  made  square  but  a  much  better  appearance  is 
secured  when  a  semicircular  form  is  used.  A  combination  of 
the  straight  and  circular  nose  is  sometimes  adopted  and  is  illus- 
trated in  Art.  135.  Where  the  pier  extends  a  considerable  dis- 
tance above  high  water  it  is  customary  to  reduce  the  section 
somewhat  above  that  elevation.  More  complete  details  of  this 
are  given  in  Art.  134. 

Dimensions  of  Bridge  Piers. — The  dimensions  of  ordi- 
nary bridge  piers  depend  upon  the  load  to  be  supported,  class  of 
superstructure,  height  of  pier,  type  of  foundation,  an^  magni- 
tude of  lateral  forces  to  be  resisted. 

The  dimensions  of  the  top  of  the  pier  depend  on  the  distance 
between  trusses  or  girders,  plus  a  certain  amount  necessary  to 
prevent  the  load  from  the  pedestals  approaching  too  closely  the 
edges  of  the  pier,  under  the  coping.  Greiner  specifies^  that 
the  width  shall  not  be  less  than  4  feet,  nor  less  than  that 
required  for  the  bearings  of  the  superstructure  plus  i  foot,  nor 
less  than  that  required  to  give  the  required  stability.  The  ques- 
tion of  stability  is  discussed  in  Art.  136.  He  also  specifies 
that  the  length  under  the  coping  shall  not  be  less  than  the  dis- 
tance out  to  out  of  superstructure  bearings  plus  one  and,  one- 
quarter  times  the  width  of  the  pier. 

For  electric  railway  bridges  C.  C.  Schneider,  in  an  article  in 
the  Street  Railway  Journal,  Sept.  15,  1906,  specifies  that  the 

*  General  Specifications  for  Bridges,  Part  III,  by  J.  E.  Greiner. 
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thickness  of  the  pier  under  the  coping  should  not  be  less  thai:—-!  4 
feet.     "The  usual  practice  is  to  have  the  masonry  im  I 
(under  coping)  project  3  inches  in  the  direction  of  the  thicknw 


^&^ 


Fio.  ijia. — Outline  of  Standard  Concrete  Pier. 

of  the  pier  and  at  least  6  inches  in  the  direction  of  the  length  of 
the  pier  beyond  the  edges  of  the  baseplate,"  For  piers  support- 
ing two  ^ans  of  approximately  the  same  length,  Table  No.  1311*^ 
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k  FzG.   ijit. — Diagram  for  Cubature  of  Concrete  Piers. 

taken  from  the  article  just  noted,  gives  the  approximate  mini- 
mum dimensions  for  electric  railway  bridge  piers. 
Fig.  132a  shows  the  standard  form  of  pier  for  the  Harriman 
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nes,  while  Tables  Nos.  1326  and  c  respectively  give  the  lengths 
a-cid  widths  under  copings  for  various  types  of  superstructures. 
X^ig.  1326  gives  the  volume  of  masonry  in  this  type  of  pier  for 
Various  heights,  lengths  and  widths. 

The  coping  course  usually  has  a  thickness  varying  from  i 

t:o  25  feet,  and  an  oflFset  depending  on  the  thickness.     When 

<^ concrete  is  used  Greiner  specifies  that  *' copings  shall  not  have 

less  depth  than  i  foot  nor  less  than  one-sixth  of  the  thickness 

the  stem  measured  under  coping.     They  shall  project  over 

e  faces  of  the  stem  to  an  extent  equal  to  about  one- third 

air   depth.     This  projection   shall   be   neatly   moulded   on 

e  bottom  and  champfered  on  the  top  and  have  all  corners 

^^ounded."     Cooper  specifies  that  ^"the  coping  shall  extend  at 

l^ast  3  inches  all  around,  but  not  more  than  one- third  of  its 

tliickness."    This  specification  is  for  highway   and  electric 

^^^'Silway  bridges.    The  specifications  for  the  Harriman  Lines  call 

^or  a  4-inch  projection  of  coping  for  concrete  piers  and  for  ma-" 

^^Dnry  piers  10  feet  and  under  in  height,  and  a  6-inch  projection 

^^Dr    masonry  piers  over  10  feet  high.    In  the  Thebes  bridge 

iers.  Fig.  134^,  the  thickness  of  the  stone  masonry  coping  is 

7  inches  and  the  projection  24  inches.    The  belting  course  not 

<::^nly  improves  the  appearance  of  the  pier  but  helps  to  secure 

greater  projection  of  the  coping  course.     Its  dimensions  and 

orm  vary. 

As  noted  in  a  previous  article  a  single  or  double  belting  may 

e  employed  or  the  same  may  be  dispensed  with  altogether. 

"^VTien  used  it  is  usually  made  of  about  the  same  or  somewhat 

X^ss  thickness  as  the  coping  course  and  its  projection  beyond  the 

^tem  of  the  pier  is  closely  equal  to  the  projection  of  the  coping 

^:rourse  beyond  the  belting  course.    As  to  whether  a  double 

VDelting  course  is  preferable  to  a  single  one  in  any  given  case  will 

depend  on  the  desired  total  oflF-set  of  the  coping  course  with 

xreference  to  the  stem  of  the  pier.     In  the  following  articles  a 

xiumber  of  examples  of  piers  are  illustrated  which  show  clearly 

tiieir  belting  courses. 

^  General  Specifications  for  Foundations  and  Substructures  of  Highway  and 
Electric  Railway  Bridges,  by  Theodore  Cooper. 
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TABLE  NO.  132a 
Approximate  Minimum  Dimensions  of  Electric  Railway  Bridge    Piers 


Span 
25 

^ Thickness  of  pier  under  coping 

Clai 
S.  T. 

ss  A                 1 

Class  B 

CUasC               1 

D.  T.        i 

S.  T        !       D.  T. 

S.  T.      1 

D.  T. 

4-0                 4-0 

4-0 

4-0 

4-  0 

4-0 

50 

4-0 

5-3 

4-0       1       4-0 

4-  0 

4-0 

75 

4-6                 6-0 

4-0              4-6 

4-  0 

4-0 

100 

5-0 

6-6 

4-0 

5-0 

4-  0 

4-0 

125 

5-4 

7-0 

4-0 

5-4 

4-  0 

4-4 

150 

S-8 

7-6 

4-3 

S-8 

4-  0 

4-8 

175 

6-0 

8-0 

4-6 

6-0 

4-  0 

5-0 

200  . 

6-4 

8-6 

4-9       '       6-4 

4-  0 

5-4 

250 

7-0 

9-6 

5-3       !       7-0 

4-6 

6-b 

300 

7-8 

10-6 

5-9 

7-8 

4-10 

6-6 

350 

8-4 

11-4 

6-2 

M 

5-  2 

7-0 

400 

9-0 

12-0 

6-6 

9-0 

5-6 

7-6 

Length  of  pier  under  coping  ■■  distance  center  to  center  of 

Span 

trusses  +  figures  below 

Class  A 

Class  B 

Class  C 

S.  T. 

1       D.  T. 

S.  T.        1       D.  T. 

S.  T. 

1    D.  T. 

•      50 

3-6 

4-0 

3-6 

3-6 

3-6 

3-6 

100 

4-0 

5-0 

3-6 

4-0 

3-6 

3-6 

ISO 

4-6 

5-6 

4-0 

4-6 

3-6 

4-0 

200 

5-0 

6-0 

4-0 

5-0 

3-  6       1       4-6 

250 

5-0 

6-6 

4-6 

5-0 

4-0       ;       4-6 

300 

5-6 

7-0 

4-6 

5-6 

4-  0              s-o 

350 

6-0 

7-6 

4-6 

6-0 

4-6              5-0 

400 

6-0 

7-6 

S-o 

6-0 

4-65-6 

1 

Note:  All  values  are  expressed  in  feet  and  inches.  S.  T.  =  single  track; 
D.  T.  =  double  track.  Class  A,  heavy  traffic;  Class  B,  medium  traffic;  Class  C, 
light  traffic. 


TABLE  NO.  1326 

Length   under    Coping   of   Concrete   Bridge    Piers 
Harriman  Lines'    Standard,  1906 


Deck  plate  girders                                           Through  riveted  trusses      1 

Span . . . 

20 

30 

40 

50 

60 

70 

80        90        TOO      TOO     IIO     125       140     150 

Length . 

8-4 

9-2 

9-0 

9-2 

lo-o  ii-o 

II-O  I  2-2  12-2  20-020-020-0     20-820-8 

Through  pin  trusses 

Through  plate  girders 

Span...  150    160    180   200     30      40 

50      60       70       80      90       100 

Length.  21-2  21-2  21-4  21-4  16-8  17-10 18-2  19-0 19-10 19-6 19-8  19-10 

Note:  Length  of  pier  to  correspond  to  length  given  in  table  for  the  longer  span 
All  dimensions  arc  expressed  in  feet  and  inches. 
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The  sides  of  the  body  or  stem  of  the  pier  are  invariably  gi^hi^yen 
a  batter  of  either  i  in  24  or  i  in  12.  Above  high  wato*  ^e 
ends  are  also  given  this  batter.  The  former  vahie  is  more  cdzam^ 
monly  used  for  high  piers  and  the  latter  for  low  piers.  Eitn^Tief 
gives  a  pier  of  good  appearance  and  will  usually  furnish  sm^de- 
quate  stability  and  a  base  of  sufficient  size. 

The  footing  coiurses  serve  to  transfer  the  load  from  the  b  <Ddy 
of  the   pier  to  the  foundation  and  for  this  reason  they     are 
given  a  larger  horizontal  section  than  the  base  of  the  body  of 
the  pier. 

Greiner  specifies  the  following  in  regard  to  their  dimen- 
sions: "  The  upper  surface  of  the  upper  footing  course  shall  not 
project  more  than  i  foot  beyond  any  face  of  the  stem.  .  .  . 
The  depth  of  any  footing  coiurse  shall  not  be  less  than  2  feet 
and  the  courses  may  be  stepped  oflf  at  an  angle  of  about  30 
degrees  with  the  vertical  or  have  a  uniform  batter  of  the  same 
amount.  When  constructed  on  pile  foundations  the  footings 
shall  encase  the  piles  to  a  depth  of  at  least  6  inches,  and  the 
distance  from  the  center  of  any  pile  to  the  outside  face  of 
the  footing  shall  not  be  less  than  i|  feet." 

Art.  133.    Materials  and  Constructign 

Previous  to  about  1880  it  was  the  universal  rule  to  build  piers 
entirely  of  stone  masonry,  while  at  the  present  time  most  piers 
are  built  either  entirely  of  concrete  or  of  a  concrete  hearting  and 
stone  facing.  Three  conditions  have  brought  about  this  change: 
First,  the  decrease  in  the  cost  of  cement;  second,  the  increase 
in  the  strength  and  the  greater  reliability  of  cement  and  con- 
crete; and  third,  the  increased  cost  of  cut  stone,  due  to  the 
labor  factor. 

Among  the  earliest  of  the  all-concrete  piers  in  this  countr)' 
were  those  used  for  a  bridge  across  the  Medina  River,  i8j  miles 
west  of  San  Antonio,  Tiexas,  built  in  1881.  In  Nova  Scotia 
they  were  first  used  in  1883.  I^  both  of  these  instances  concrete 
was  used  because  of  the  absence  of  good  stone  in  the  vicinity 
and  the  high  cost  of  transportation.     In  Europe  the  all-concrete 
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pier  was  used  somewhat  earlier  than  the  above  dates.     For  some 

years  after  its  introduction  the  development  of  the  all-concrete 

pier  was  slow.      In  an  address  delivered  in  1899,  G.  S.  Morison 

said:     ^"Prejudices   have   been   raised   against  it  (concrete) 

through  inferior  work  done  in  this  country  when  it  was  first 

introduced,  but  it  is  within  the  limits  of  possibilities  that  an 

artificial  stone  can  be  made  in  this  way  which  will  be  as  good 

and  as  diurable  as  the  natiural  stones  which  are  commonly  used; 

"w-hen  this  is  accomplished  the  advantages  of  a  truly  monolithic 

construction  will  make  concrete  the  best  building  material,  and, 

except  for  the  facings  of  monumental  works,  where  nothing 

ca.ri  take  the  place  of  the  finest  stone  from  nature's  laboratory, 

it:  may  be  universally  used." 

Considering  the  stone-masonry  pier  as  exemplified  in  many 
large  bridges  built  by  G.  S.  Morison,  the  facing  courses  are 
^Dciostly  limestone  ashlar,  with  granite  ashlar  for  the  upstream 
^ose  stones  for  all  courses  between  high  and  low  water.  The 
l^acking  is  composed  of  limestone  rubble,  in  some  cases  with, 
aiici  in  other  cases  without,  coiursed  joints.  For  the  Belle- 
^oixtaine  bridge,  built  in  1892,  it  was  specified  that  the  backing 
^t:oiies  should  have  the  same  thickness  as  the  face  stones  and 
^l^^t  the  spaces  between  the  large  stones  of  the  backing  should 
occupy  more  than  one-fifth  of  the  volume  of  the  pier  inside 
face  stones,  and  that  these  spaces  should  be  filled  with  good 
^^iDbie  masonry. 

The  piers  for  the  Merchants  bridge  across  the  Mississippi 

LA^er  at  St.  Louis,  built  in  1889,  were  among  the  early  large 

!rs  to  have  concrete  backing.    Here  the  coping  course,  the 

•ee  coiurses  below  this,  and  the  starling  coping  course  were  all 

^f  stone  masonry,  the  remainder  of  the  backing  being  concrete. 

^€-  i33fl  shows  the  details  of  the  stone  masonry  for  the  starling 

^^^ping  for  piers  I  and  IV. 

For  complete  and  up-to-date  specifications  for  stone  masonry 
^lie  reader  is  referred  to  the  Manual  of  the  American  Railway 
Engineering  Association. 

The  advantage  of  concrete  over  stone  masonry  lies  in  its 

1  Engineering  Record,  vol.  39,  page  497,  April  29,  1899. 
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lesser  cost.  Although  its  compressive  strength  is  somewhat  less 
than  that  of  first-class  stone  masonry,  yet  on  account  of  its 
monoUtbic  character,  most  engineers  agree  that  it  is  the  more 
suitable  material,  except  possibly  for  the  facing  of  the  pier. 
Mixtures  of  1-2J-5  or  1-3-6  proportions  are  usually  adopted  for 
the  hearting,  and  a  richer  mixture  for  the  coping  course. 

There  are  some  advantages,  however,  in  using  a  facing  of 
stone  masonry,  among  these  being  the  saving  in  the  expense  of 


forms,  the  more  rapid  rate  of  construction  possible,  the  more 
attractive  appearance  of  the  pier,  and  the  elimination  of  sur- 
face cracks.  These  surface  cracks,  almost  always  present  in 
plain  concrete  piers,  are  due  to  the  expansion  and  contrac- 
tion, caused  by  temperature  changes,  of  the  outer  layer  of 
concrete. 

Where  a  stone-masonry  facing  and  concrete  backing  aroused 
for  piers  bearing  very  heavy  loads  the  facing  stones  should  be 
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d  in  with  rods,  as  shown  in  Fig.  134^:.  Where  the  all- 
acrete  pier  is  used  it  is  advisable  to  place  reinforcing  rods 
IT  the  surface.  This  reinforcement  will  prevent  the  occur- 
ice  of,  or  at  least  decrease  the  size  of,  the  cracks  noted 
ove,  and  will  also  add  an  element  of  safety  by  taking  any 
isile  stresses  in  the  concrete.  Reinforcement  in  horizontal 
mes  under  the  coping  and  above  the  bottom  of  the  footing 
ves  to  carry  the  loads  more  uniformly  into  the  pier  and 
indation. 

jREIner's  Specifications  state:  "  All  faces  of  the  stems  above 
I  footing  courses,  unless  otherwise  specified,  shall  have 
face  reinforcement  for  bonding  the  concrete  composed  of  a 
work  of  round  or  deformed  bars  with  meshes  of  about  i  foot 
tical  by  2  feet  horizontal,  the  weight  of  metal  being  not  less 
n  2J  pounds  for  railway  and  15  pounds  for  other  bridges  for 
h  square  foot  of  surface  reinforced.  This  network  shall  be 
bedded  in  the  concrete  to  a  depth  of  2  inches,  the  horizontal 
s  being  on  the  outside  of  the  vertical  rods  and  wired  thereto. 
3  vertical  rods  shall  extend  into  the  footings  to  an  extent 
essary  for  proper  bond.  The  faces  of  copings  shall  have 
tinuous  surface  reinforcement,  of  the  same  weight  per  square 
t  of  surface,  as  provided  for  stems.  .  .  . 
The  lower  footing  course  when  on  pile  foundations  shall  have 
izontal  reinforcement  for  bonding  the  concrete  composed  of 
lyer  of  rods  forming  a  network  placed  about  6  inches  above 

bed  or  placed  around  and  between  the  embedded  part  of 
piles,  the  weight  of  metal  per  square  foot  of  network  being 

less  than  3  pounds  for  railway  and  2  pounds  for  other 
Iges.  The  stem  shall  have  similar  layers  of  horizontal 
iforcement  of  the  same  weight  per  square  foot  as  provided 
surface  reinforcement,  embedded  i  foot  below  the  coping, 
)ot  above  the  footing  course  and  at  intermediate  points  at 
irv^als  not  exceeding  20  feet.  A  similar  network  shall  be 
redded  in  the  coping  about  2  inches  below  its  upper  surface. 
}  meshes  in  the  horizontal  layers  of  network  shall  be 
ferably  square." 
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Abt.  134.    Examples  of  Solid  Piers 

Fig-  i34<i  illustrates  a  simple  form  of  the  solid  all-a)Dcrete 
pier  used  by  the  Western  Maryland  Railroad.  The  dimensioits 
are  given  in  the  diagram.     '"The  upstream  end  of  the  pier  is 


Cross- Section, 


Side    Elevation. 


;   liridgc  Pic 


.Maryland  Riiilroad. 

built  with  its  sides  at  a  45-degree  angle  with  its  transverse  aiis 
to  form  a  cutwater  end,  the  nose  of  which  extends  3  fet  3 
inches  beyond  the  corner  of  the  pier  at  the  lower  edge  of  the  cop- 
ing. This  nose  was  molded  to  a  circle  by  inserting  within  the 
forms  a  strip  of  Xo.  16  iron,  9  inches  wide,  bent  to  a  6-inch 
'  Engineering  Record,  vol,  51,  page  304,  March  n,  1905. 
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idius.  It  is  hdd  in  place  by  i-inch  bolts,  9  inches  long,  ex- 
inding  into  the  concrete.  They  have  a  welded  head  on  the 
id  outside  the  plate,  and  a  head  and  a  2-inch  washer  on  the 
id  in  the  concrete." 

A  good  example  of  the  all-concrete  pier  with  reinforcement 
ear  the  outer  surface  is  shown  in  Fig.  1346,  which  illustrates 
Qe  of  the  piers  for  the  Gilbertsville  bridge.  The  bottom  of 
le  footing  and  top  of  the  coping  are  also  reinforced. 
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G.   134b. — General  Dimensions  of  Piers  of  Illinois  Central  Railroad  Bridge  over 

Tennessee   River,   Gilbertsville,    Ky. 


Fig.  134c  shows  the  sectional  elevation  and  plans  of  various 
curses  of^the  part  above  high  water  of  Pier  3  of  the  Beaver 
ridge  of  the  Pittsburgh  &  Lake  Erie  Railroad.     The  facing 

of  ashlar  sandstone  with  1-3-5  concrete  backing.  As  shown 
I  the  illustrations  the  facing  was  securely  tied  to  the  backing 
y  ij-inch  rods  running  both  lengthwise  and  crosswise.  Extra 
)ds  were  used  to  reinforce  the  hearting.  Contrary  to  the  usual 
ractice  in  large  stone-faced  piers  a  stone  coping  course  was  not 
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>pi  and  Missouri  Rivers.  As  shown  in  Fig.  1340,  it  is  a  very 
ph  form  of  pier  and  in  its  ^mplicity  lies  its  beauty.  The 
s  are  parallel  and  the  ends  are  formed  by  two  circular  arcs 
ting.  Above  high  water  the  ends  are  semicircular.  The 
lug  projects  2  feet  beyond  the  pier  and  the  projection  is 
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Pio.  I34g. — General  Di 


6ldt   Eltvotlon. 


of  the  McKinley  Bridge. 


ided  between  the  coping  and  the  belting  course  below.  The 
•ling  coping  covers  the  starling  only.  The  pier  has  a  batter 
:  in  24. 

Lnother  bridge  having  piers  of  about  the  same  form  as  that 
;  described  is  the  McKinley  bridge  at  St.  Louis.    The  most 
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notable  difference  between  the  piers  of  the  McKinley  and  Thebts 
bridges  is  in  the  treatment  of  the  top  of  the  starling.  As  shown 
in  Fig.  134/  and  g,  the  starling  c(q)ii^  in  the  former  bridge 
is  dispensed  with  and  the  top  of  the  starlii^  finished  with  a 
conical  sm'face. 

For  the  McKinley  bridge  piers  the  facing  is  of  limestone, 
with  the  exception  of  the  bridge  seats  and  the  upstream  nose 
stones  above  the  river  bed,  which  are  of  granite.  The  hearting 
is  of  concrete  with  the  excq>tion  of  the  three  courses  below  the 
coping,  which  are  backed  with  limestone  masonry.     '"The 


Sacrron  A* . 


curved  surfaces  of  the  upstream  starlings  are  close  pointed  ^° 
J-inch  projection.  The  exposed  surfaces  of  the  main  copir^P 
and  the  projecting  bottom  beds  of  the  belting  courses  are  plan  ^' 
A  4-inch  draft  line  is  cut  along  the  lower  edges  of  the  beltjSn 
courses  and  on  each  side  of  the  vertical  angles  of  the  do^;^^'' 
stream  starlings.  All  other  stones  are  quarry  faced,  with  f^  ^* 
jections  not  exceeding  3  inches," 

The  piers  of  the  McKinley  bridge  were  designed  by  Raiz^^^ 

'  Engineering  News.  vot.  63,  page  9,  Jan.  6,  igio. 
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MoDJESKi,  and  those  of  the  Thebes  bridge  by  Alfred 
Noble  and  Ralph  Modjeski.  The  piers  for  both  of  these 
bridges  resemble  closely  the  standard  type  designed  by 
George  S.  Morison. 

Fig.  134A  illustrates  the  pier  of  a  bridge  across  Copper  River, 
Alaska,  built  to  withstand  very  heavy  ice  pressure.  The  cut 
water  has  a  heavy  slope  to  lift  as  well  as  to  cut  and  divert  the 
ice,  and  is  heavily  reinforced  with  old  track  rails.  The  sides 
are  also  reinforced  with  rails. 

Fig.  1347  illustrates  the  steel  plate  protection  for  the  nose  of 
a  pier  of  the  Spokane  bri<^e  of  the  Inland  Empire  System. 


The  steel  plates  were  i  inch  thick  and  5  feet  Sj  inches  wide  on 
each  side  of  the  vertex  and  extended  from  the  river  bottom  to 
above  high  water.  They  were  anchored  to  the  pier  by}-inch 
Z-shaped  strjyjs  18  inches  long  and  spaced  i8  inches  apart, 
staggered  on  the  nose.  At  the  vertex  the  plates  were  reinforced 
with  a  4X4X|-inch  angle. 

Art.  135.     Examples  of  Hollow  Piers 

In  the  solid  bridge  pier  a  considerable  part  of  the  hearting 
near  the  top  of  the  pier  and  between  the  pedestal  bearings  takes 
but  little  load.  In  other  words,  the  pier  acts  more  or  less  like  a 
double- cylinder  pier,  the  part  directly  under  the  bearings  acting 
somewhat  as  indqiendent  legs  to  carry  the  load,  the  remainder 
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acting  chiefly  as  a  bracing  system.  For  this  reason  a  consider- 
able amount  of  conaete  may  be  saved  with  but  small  loss  of 
strength  by  making  the  pier  more  or  less  hollow.  However, 
when  this  is  done  the  remaining  concrete  should  be  well  rein- 
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forced.     It  is  not  advisable  in  ali  cases  to  dispense  with  any  of 

the  filling,  for  massiveness  or  weight  tends  to  reduce  vibration. 

The  hollow  pier  is  a  compromise  between  the  solid  and  the 

cylinder  pier;    it   is  less  expensive  than   the    former   but  has 
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somewhat  less  stability  and  rigidity;  it  is  more  expensive 
than  the  letter  but  is  far  more  stable  and  makes  a  more 
attractive  substructure. 

The  river  piers  of  the  Municipal  bridge  across  the  Mississippi 
River  at  St  Louis,  Mo., 
illustrate  the  hollow  type  of 
pier.  As  shown  in  Figs.  135a 
and  b,  the  part  above  high 
water  consists  of  a  tall  bat- 
tered shaft  with  a  large  hol- 
low interior  space,  virtually 
forming  two  independent 
shafts  braced  together  with 
a  well  reinforced  arch  at  the 
top  and  walls  of  masonry  on 
the  sides,  the  latter  also  ser- 
ving to  give  it  the  appear- 
ance of  a  solid  pier.  There 
is  a  hollow  space  of  less  size 
below  high  water.  This  pier 
is  also  of  mterest  on  account 
of  the  sh^e  of  cutwater 
which,  as  shown  in  the  plan 
view,  Fig.  1350,  is  a  combi- 
nation of  the  straight  and 
curved  types  for  the  upstream 
end  and  semicircular  for  the 
downstream  end.  The  con- 
tract price  for  these  piers 
was  $9.50  per  cubic  yard 
from  the  top  of  the  crib  to 
the  raping,  and  $1.90  per 
cubic  foot  for  coping  and 
bridge  seats. 

A  hollow  pier  resting  on  a  pile  foundation  and  supporting 
reinforced-concrete  slabs  is  illustrated  in  Fig.  135^.  The  con- 
rrete  for  the  footings  was  a  1-2-4  mixture  while  that  for  the  pier 
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shaft  was  a  1-2J-5  muture.     In  all,  186  piers  of  this  type  we 
used  on  two  bridges  of  the  Pennsylvania  Railroad. 

The  piers  of  the  Sparkman  Street  bridge,  Nashville,  Tenc 
are  shown  in  Fig.  135  d.  '  "They  consist  of  two  concrete  towe 
extending  from  bridge  seat  to  footing  course,  and  battered  c 
ail  sides  J  inch  to  i  foot,  being  braced  together  by  a  reinforce- 
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Hotel  far  Pcmrt 


U1J   Sector.  a'aU      iJ 
Fig.   i.i.Sf. — Piers  (or  Bush  and  Gunpowder  River  Bridges 

concrete  arch  and  corbeled  coping  course  at  the  top,  and  by 
reinforced  side  curtain  walls  from  the  footing  course  up  to  ih^ 
high-water  line.  The  curtain  walls  are  2  feet  thick  at  the  top, 
carried  down  plumb  on  the  inside,  and  battering  with  ttis 
towers  on  the  outside.  The  walls  are  reinforced  with  a  heavy 
meshed  fabric  placed  near  both  inside  and  outside  faces, 
this  fabric  extending  also  entirely  around  the  towers  up  to  the 
top  of  the  curtain  wails." 

'  Engineering  News,  vol.  i6,  page  s;^,  Nov.  as,  i^og. 
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Probably  the  boldest  example  of  the  hollow  bridge  pier  is  that 
or  a  bridge  across  the  WiUamette  River  near  Portland,  Ore., 
rhJch  is  illustrated  in  Fig.  1356.  The  bottom  10  feet  of  the  pier 
1  of  solid  concrete,  while  above  this  it  consists  of  a  reinforced- 


jncrete  shell  and  reinforced-concrete  columns,  the  latter  carry- 
ig  directly  the  loads  from  the  superstructure.  The  hollow 
art  is  braced  by  horizontal  reinforced-conaete  diaphragms. 
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Plan  of  Diaphragm  No.    i 

'iG-  ijs*. — Upper  Port  of  Tall    Reinforeed-concreto  Pier,   Oregon. Wiitiinirtm 

Rftilroad  &  Navigation  Co.  Bridge  over  Willsmene  Rivur,  Portluid,  Ortgun. 
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From  the  bottom  to  the  top  the  sides  are  battered  i  inch  to 
the  foot. 

The  side  walls  are  i8  inches  thick  and  ^"are  reinforced  as 
vertical  slabs  spanning  horizontally  between  the  columns  and 
vertically  between  the  horizontal  diaphragms.   ... 

"Between  the  outside  walls  of  the  hollow  superstructure  are 
seven  reinforced-concrete  horizontal  diaphragms  each  2  feet 
thick,  which  are  designed  as  flat  plates  that  may  be  loaded  from 
above  or  below.  ...  At  the  center  of  each  diaphragm  is  a 
3-foot  circular  hole  which  permits  the  free  passage  of  water 
between  the  eight  stories.  ...  In  one  side  of  the  lowest 
story  is  an  opening  12  inches  wide  and  the  full  height  of  that 
story  so  water  may  rise  and  fall  inside  the  pier  with  variations 
in  the  stage  of  the  river.  The  reinforced-concrete  walls,  .  .  . 
therefore,  are  not  normally  subject  to  a  head  of  water,  but  the 
design  provides  for  any  emergency  that  may  occur  by  including 
in  them  reinforcement  placed  so  that  a  head  may  be  brought 
against  the  waUs  and  diaphragms  from  any  direction." 

Art.  136.    Stability  of  Piers 

Loads. — The  vertical  forces  to  be  sustained  on  any  horizontal 
plane  of  a  bridge  pier  are  the  live  load,  impact  load,  weight  of 
superstructure,  and  weight  of  pier  above  the  plane  in  question. 
Impact  loads  are  usually  ignored,  but  more  generally  on  high- 
way than  on  railroad  bridge  piers.  For  the  latter  some-  con- 
sideration should  be  given  to  impact  forces  for  low  piers  and 
for  the  upper  part  of  high  piers. 

The  lateral  forces  to  be  resisted  by  a  railroad  pier  are  tractive 
forces,  wind  on  train,  wind  on  trusses,  wind  on  pier,  river  cur- 
rent, and  ice  pressure.  It  is  customary  to  specify  a  tractive 
force  equal  to  0.2  of  the  live  load;  where  the  bridge  is  a  double- 
track  structure  some  authorities  specify  a  full  live  load  on 
both  tracks  and  others  on  one  track,  the  latter  being  more  gen- 
eral. For  highway  bridge  piers  tractive  forces  may  usually 
be  neglected. 

*  Engineering  Record,  vol.  62,  page  160,  Aug.  6,  1910. 
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The  wind  load  on  train  and  trusses  should  be  the  same  as 
those  used  in  designing  the  superstructure,  which  is  customarily 
taken  at  30  pounds  per  square  foot  of  exposed  vertical  surface 
of  both  trusses  and  train,  or  150  pounds  per  linear  foot  of  bridge 
for  each  lateral  system,  applied  at  the  panel  points,  and  300 
pounds  per  linear  foot  of  train  applied  at  a  point  7  feet  above 
the  base  of  rail.  Wind  on  the  end  of  the  pier  may  be  taken  at 
30  pounds  per  square  foot  where  the  ends  are  without  starlings 
and  20  pounds  per  square  foot  of  vertical  projection  where 
starlings  are  present 

The  law  governing  the  pressure  on  bridge  piers  due  to  a  river 
current  is  not  definitely  known.  The  formula  P='{Kwv^)/2g 
is  frequently  used,  in  which  P  is  the  pressure  in  pounds  per 
square  foot  of  vertical  projection,  K  sl  constant,  v  the  velocity 
of  current  in  feet  per  second,  w  the  weight  of  a  cubic  foot  of 
water,  and  g  the  acceleration  due  to  gravity  (approximately 
32.2  feet  per  second  per  second).  Greiner  in  his  General 
Specifications  for  Bridges,  Part  III,  Substructiures  and  Concrete 
Bridges,  gives  a  value  for  (Kw)/2g  of  1.5  for  flat  surfaces  and 
one-half  of  this  for  rounded  surfaces,  with  a  minimum  of  150 
pounds  per  square  foot  for  flat  surfaces  subjected  to  freshets  and 
50  pounds  in  tidal  streams,  with  one-half  of  these  values  for 
rounded  ends. 

Experiments  show  that  the  velocity  varies  with  the  depth 
approximately  as  the  ordinates  of  an  ellipse,  the  maximum  being 
somowhat  below  the  surface.  The  center  of  pressure  is  com- 
monly assumed  at  one-third  the  distance  from  the  water  surface 
to  the  river  bed.     This  assumption  is  on  the  safe  side. 

Ice  exerts  its  greatest  pressure  when  in  the  form  of  a  field  of 
moving  ice  forcing  its  way  past  the  pier.  In  this  condition  the 
ice  is  more  or  less  soft.  In  the  specifications  noted  above  a 
value  of  50  000  pounds  per  foot  of  pier  width  for  a  lo-inch  thick- 
ness of  ice  (417  pounds  per  square  inch)  is  given  for  flat  surfaces, 
and  one-half  of  this  value  for  rounded  surfaces.  Other  thick- 
nesses will  have  proportionate  values.  For  the  North  Side 
Point  Bridge,  Pittsburgh,  Pa.,  the  river  piers,  which  had  rounded 
ends,  were  designed  to  resist  a  horizontal  ice  pressure  of  48  000 
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pounds  per  linear  foot  of  width.  A  value  used  in  the  design  of 
a  number  of  large  dams  in  this  country  is  47  000  pounds  per 
linear  foot  of  width. 

Methods  op  Failure  op  Bridge  Piers. — To  be  stable  a  pier 
must  be  safe  against  sliding  on  any  horizontal  section,  crushing 
at  the  toe  of  any  horizontal  section,  and  free  from  tension  at  the 
heel  of  any  horizontal  section;  this  also  applies  to  the  base  of 
the  pier.  For  a  rectangular  or  nearly  rectangular  sec- 
tion the  last  condition  will  obtain  if  the  resultant  of  all  the 
forces  above  the  plane  in  question  cuts  the  section  within  the 
middle  third. 

The  forces  resisting  sliding  are  friction  of  masonry  on  masonry 
for  stone  masonry  piers,  the  shearing  strength  of  the  concrete  for 
concrete  piers,  and  a  combination  of  both  for  combination  piers. 
For  a  table  giving  friction  values  for  various  kinds  of  stone 
masonry  and  for  the  shearing  strength  of  concrete  see  American 
Civil  Engineers'  Pocket  Book,  page  577.  If  the  pier  dimensions 
at  the  top  accord  with  standard  practice  as  outlined  in  Art. 
132,  and  if  the  pier  has  the  conventional  batter  of  i  in  12  or 
I  in  24,  all  sections  will  be  amply  safe  against  sliding. 

Douglas^  recommends  the  following  allowable  compressive 
unit-stresses  in  pounds  per  square  inch:  Stone  masonry  with 
1-2  Portland  cement  mortar  and  joints  not  over  J  inch  thick, 
granite,  700;  hard  limestone,  650;  medium  limestone  and  mar- 
ble, 600;  soft  limestone  and  sandstone,  500;  where  joints  are 
over  J  inch  thick,  450  pounds  for  all  kinds  of  sound  building 
stones;  -  for  1-2-4  concrete,  450;  1-3-6  concrete,  350;  and 
1-4-8  concrete,  250. 

Art.  137.    Example  of  Pier  Design 

The  following  example  which  analyzes  the  pressures  on  the 
foundation  of  Pier  5  (Fig.  137a)  of  the  Tennessee  River  bridge 
of  the  Illinois  Central  Railroad,  is  taken  for  the  most  part  from 
an  article  by  W.  M.  Torrance  in  Engineering  News,  vol.  53, 
page  548,  May  25,  1905.     Wind  on  pier,  current  and  ice  were 

*  See  American  Civil  Engineers'  Pocket  Book,  page  576. 
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not  considered  in  the  original  article.     The  bed  of  the  river  is 

slightly  exposed  at  low  water. 

"  Yardage  of  concrete: 
Upper  2  ft.  of  coping,  1-2-4  concrete;  area  in  plan,  609 

sq.  ft.;  volume 45  pu.  yciz^    -^s. 

Lower  2  ft.  of  coping,  1-2^-6  concrete;  area  in  plan,  556 

sq.  ft. ;  volume 41  cu.  yc^^  —  -<ls. 

Shaft  of  pier,  1-2^-6  concrete;  top  area,  490.5  sq.  ft.; 

bottom  area,  786.6  sq.  ft.;  medium  area,  631.1  sq.  ft.; 

volume  by  prismoidal  formula  (for  height  56.86  ft.) 1 335  cu.  yc:^ -ds. 

Footing  course,  1-3-6  concrete;  top  area,  926.5  sq.  ft.; 

bottom  area,  i  801.8  sq.  ft.;  medium  area,  1 321.9  sq. 

ft. ;  volume  by  prismoidal  formula  (for  height  of  6  ft) . . .      298  cu.  yea 
Foundation  course,  1-3-6  concrete;  volume,  4X72Xf|.      352  cu.  yea 
Summary: 

1-2-4  concrete  in  coping 45  cu.  yds. 

i-2}-6  concrete  in  coping  and  shaft. . .    i  376  cu.  yds. 
1-3-6  concrete  in  footing  and  founda- 
tion       650  cu.  yds. 


Total 2  071  cu.  y 

Weightof  pier,  at  1 55  lbs.  per  cu.  ft.,  2  071X27X155 8667000  11 

Dead  load,  three  trusses  with  ballast  floor,  9  1 26  X  300. . .    2  738  000  I 
Live  load  from  300  ft.  of  double-track  train  loads, 

5000  X  2X300 3000000  1 

Total  gravity  load  on  foundation 14  405  000 1 

"The  tractive  force  on  the  bridge  is  taken  at  two-tenths  of  the  live  loa 
as  already  stated;  for  each  pier  in  question,  that  is 

Tractive  force  =  3  000000X0.2  =  600  000  lbs. 

"Considering  that  this  force  acts  in  line  of  the  lower  chord  pins  (t 
trusses  and  floor  system  take  care  of  it  down  to  that  level), *  there  resul 
Maximum  tractive  moment  about  foundation  bed,  in  direction  of  tracks 

600000X72.35  =  43410000  ft.-lbs. 

It  will  be  noticed  that  the  tractive  force  is  calculated  on  the  full  doubl 
track  load,  which' provides  for  its  being  called  into  play  from  both  track 
in  the  same  direction  simultaneously." 


e 

IS 
IS 


To  get  the  moments  transverse  to  the  bridge,  there  is  a  win 
load  on  the  upper  lateral  system    of  300X150=45000  Ibs.^, 
wind  load  on  the  lower  system  of  the  same  amount,  and  win 

*  An  assumption  on  the  safe  side  and  involving  an  error  less  than  2  percen 
in  this  case. 
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rain  of  300X300=90000  lbs.  acting  at  a  point  7  feet 
I  base  of  rail.  Multiplying  each  of  these  forces  by  their 
>  distances  from  the  base  of  footing  the  overturniog 
or  wind  on  trusses  is  8  100  000  ft. -lbs.,  and  fOT  wind  on 


I l-5*»l-— 4J >!    *       I  wftiTimBirTiti     [-ipij— ^ 

I  I  '        «Ji  I 7i-4-      i  I 


End 

ot.on 

Fig. 

,37.i.-Ri«^r 

Pier    s 

Illinois 

Central 

Ra 

Iroad 

Bridge 

over  Tennessee 

River 

Uilbertsvtlle,  Ky 

Note. — Top    of    coping  to 
base    of    rail    is    7    feet    5.37$ 
inches  instead  of   lo  feet.      Ele- 
vation of  base  of  rail  is  109. ji 


id  of   I 


)  feet. 


740  000  ft.-Ibs.,  making  a  total  of  15  840  000  ft. -lbs.  for 

iuperstructure. 

ejection,  on  a  vertical  plane  transverse  to  the  pier, 

rt  subject  to  wind  is  675  square  feet.    The  moment 
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about  the  foundation  bed  due  to  wind  on  pier= 20X675X31  -^^ 
is  425  200  ft.-lbs. 

The  moment  about  the  foundation  bed  due  to  river  curren 
assuming  a  maximum  velocity  of  10  feet  per  second,  is  0.75! 
10^X602X22.5  =  1  016  000  ft.-lbs. 

The  moment  about  the  foundation  bed  due  to  the  pressure 
a  lo-inch  thickness  of  ice  at  50  000  lbs.  per  foot  of  width  of  pic 
is  25000X10.35X53.6=13869000  ft. -lbs. 

The  following  computations  of  unit  loads  at  base  are  mad< 
First,  by  considering  the  earth  to  take  all  the  load;  and  seconc 
considering  the  piles  to  take  all  the  load: 

Direct  load  on  base  due  to, 

Weight  of  Superstructure 

Per  sq.  ft 2  738  000/(72X33)=   1 152  lbs.  =  0.58  tons. 

Per  pile 2  738  000/306  =  8  950  lbs.  =  4.47  tons. 

Weight  of  Substructure 

Per  sq.  ft 8  667  000/(72X33)  =  3  650  lbs.  =   1.82  tons. 

Per  pile 8  667  000/306         =  28  330  lbs.  =  14.17  tons. 

Live  Load 

Per  sq.  ft 3  000  000/(72X33)  =  i  264  lbs.  =  0.63  tons. 

Per  pile 3  000  000/306  =  9  800  lbs.  =  4.90  tons. 

Reduction  of  pressure  due  to  uplift  at  high  water: 

Per  sq.  ft 3  260  000/(72  X33)  =   i  372  lbs.  =  0.69  tons. 

Per  pile 3  260  000/306  =  10  660  lbs.  =   5.33  tons- 

Reduction  of  pressure  due  to  uplift  at  low  water: 

Per  sq.  ft i  340  000/(72X33)=      564  lbs.  =  0.29  tons. 

Per  pile i  340  000/306  =  4  380  lbs.  =   2.19  tons. 

The  moment  of  inertia  of  the  base  in  bi-quadratic  feet  about  an  axis 
through  the  center  of  gravity  and  parallel  with  the  long  axis  of  the  pier  is 
(72X33')/i2  =  2i5  6oo. 

The  maximum  and  minimum  pressures  on  the  base  due  t 
tractive  forces  are  (43410000X16.5)7215600=^3320  lb 
per  sq.  ft.  =  =*=  1.66  tons  per  sq.  ft. 

The  moment  of  inertia  of  the  pile  tops  about  an  axis  throv 
the  center  of  gravity  and  parallel  with  the  long  axis  of  the  p 
and  in  units  of  the  area  of  one  pile  top  times  quadratic 
(neglecting  moment  of  inertia  about  the  gravity  axis  of  thr 
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ciividual  pUe  tops)  is  2[24(5*+io^+iS*)+23(2. 5^+7. 5^+12. 5^)] 
=  26  860. 

The  maximum  and  minimum  loads  per  piJe  due  to  tractive 

force  are  (43  410  000X15)726  860=  ±24  250  lbs.  =  ±12.12  tons. 

The  moment  of  inertia  of  the  base  in  bi-quadratic  feet  about 

^n  axis  through  the  center  of  gravity  and  parallel  with  the  short 

s.xis  of  the  pier  is  (33X72*)/i2  =  i  026000. 

The  maximum  and  minimum  pressures  per  square  foot  on  the 
T)ase  due  to  the  following: 
Tor  wind  on  trusses, 

(8  100000X36)7102600=  =4=0284284  lbs.=  =fco.  14  tons. 
Tor  wind  on  train, 

(7  740000X36)71026000=  =4=272  lbs.=  ±0.14  tons. 
For  wind  on  pier, 

(425  200X36)71 026  000=  =*=  14.9  lbs.  =  =*=  0.007  ^o^s. 
For  river  current  and  ice, 

(14  880 oc>oX36)7i  026000=  =^522  lbs.=  ±0.26  tons. 
The  moment  of  inertia  of  the  pile  tops  about  an  axis  through 
the  center  of  gravity  and  parallel  with  the  short  axis  of  the  pier, 
and  in  units  of  the  area  of  one  pile  top  times  quadratic  feet 
(neglecting  moment  of  inertia  about  the  gravity  axis  of  the  indi- 
vidual pile  tops)  is  2[7(i.s*+4.s2+.  .  •34.5^)+6(3*+6*+.  .  . 
33^)]  =  1 27  100. 

The  maximum  and  minimum  loads  per  pile  are  as  follows: 
For  wind  on  trusses, 

(8  100000X34.5)7127  100=  =^2  200  lbs.  =  ±1.10  tons. 
For  wind  on  train, 

(7  740000X34.5)7127  100=  =t  2  100  lbs.  =  =fc  1.05  tons. 
For  wind  on  pier, 

(425  200X345)71 27  100=  =t IIS  Jbs.  =  =t 0.057  tons,  and 
For  river  current  and  ice, 

(14880000X34.5)7127  100=  =t 4 040  lbs  =  =^2.02  tons. 
It  will  be  seen  that  the  maximum  pressure,  assuming  no  up- 
lift, is  5.23  tons  per  square  foot  or  39.83  tons  per  pile,  while 
with  uplift  the  values  are  respectively  4.69  and  35.68.  The 
minimum  values  show  that  compression  always  exists,  although 
at  some  points  it  is  very  slight. 
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Summary  of  unit-loading  on  foundation: 

Tons  per  sq.  ft.  Tons  per 

Weight  of  superstructure o. 58  4.47 

Weight  of  pier i .  82  14  •  17 

Live  load o. 63  4 •  90 

Uplift  at  high  water 0.69  5 .33 

Uplift  at  low  water o.  29  . 2 .  19 

Tractive  force i  .66  12.12 

Wind  on  trusses o.  14  i .  10 

Wind  on  train o.  14  i  .05 

Wind  on  pier o.oi  0.06 

River  current  and  ice o.  26  2 . 02 

.          .               ,...       /Max 5.23  39.83 

Assuming  no  uplift       S  . ..  ^  ^  0^0 

^         ^            I  Min 0.83  7.25 


Assuming  full  uplift     <  ^. 


Max 4.69  35.68 

0.14  1.92 


Regarding  the  effect  of  uplift,  in  a  case  like  this,  where  wa    — ter 
is  more  or  less  free  to  get  under  the  pier  there  is  no  questSSon 

of  its  action.    On  the  other  hand  it  cannot  act  with  full  hyd ro- 

static  pressure  on  account  of  the  presence  of  gravel  and  of  ^^Ihe 
pile  tops  bearing  against  the  pier. 

A  few  words  of  explanation  regarding  the  method  of  gett  — 5ng 
the  maximum  and  minimum  values  in  the  above  table  may  be 
advisable.  In  this  pier,  where  the  top  is  but  a  sUght  distar^Rce 
above  high  water,  wind  on  pier  cannot  act  simultaneously  \r- — ^ith 
ice  and  current,  or  at  least,  that  which  acts  may  be  neglectziii^ed. 
In  computing  the  minimum  pressure  the  live  load  is  inclu^^=J^ 

as  the  negative  values  due  to  tractive  force  and  wind  on  ti ain 

overbalanced  the  positive  value  due  to  direct  pressure.  In 

finding  the  maximum  pressure  by  considering  uplift,  the  cor edi- 
tions obtaining  at  low  water  were  used,  since  these  give  a  gre^^tter 
value  than  for  high  water.     In  getting  the  minimum  vaK   ues 
with  uplift,  high  water  was  used. 

In  studying  the  horizontal  section  of  the  pier  the  same  melTtiod 
is  to  be  followed  as  in  obtaining  the  pressure  on  the  base,    er- 
cept  that  uplift  will  be  omitted. 
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r                   CYLINDER  AND  PI\'OT  PIERS                  | 

Akt-  138.     General  Arrangement 
For  light  bridges  the  massive  piers  and  foundations  describee 
in  the  preceding  articles  may  furnish  strength  and  stability  far 
In  excess  of  the  requirements.     This  is  due  largely  to  the  fac! 
that  the  dimensions  of  the  pier  are  governed  not  alone  by  the 
magnitude  of  the  loads  and  the  required  bearing  area  on  the 
foundations,  but  also  by  the  distance  between  superstructure 
pedestals  or  base  plates,  size  of  pedestals,  and  necessary  edge 
distances.     For  this  reason  in  many  cases  it  may  prove  econom- 

m^^ii^lypniill 

1 

Fic.  1386.— Oxford  Mill  Pund  Bridge.  Chic;ig.,  &.  North v,'csleni  Railway. 

teal  lo  use  cyhnder  piers.     This  type  of  pier  consists  of  a  number 
of  long  slender  cylinders  composed  in  most  cases  of  steel  shells 
6Ued  with  concrete.    ,When  used  to  support  fixed  spans  the  pier 
consists  of  two  or  more  cylinders  in  a  line  perpendicular,  or 
aiearly  so,  to  the  direction  of  the  bridge,  as  illustrated  in  Fig 
338(1;  when  used  to  support  a  trestle  four  cylinders  are  used,  as 
Bhistrated  in  Fig.  138ft;  while  for  a  pivot  pier  one  cylinder  at 
Ifae  center  and  a  number  of  others  on  the  drcumference  of  a 
Brcle  are  frequently  used.     Pivot  piers  are  also  formed  of  om 
Inge  cylinder;  this  type  is  described  in  Art.  142.                  ■ 

i 
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The  cylinders  may  be  com{>osed  of  concrete,  brick,  or  stor — 
masoniy-.  They  usuaUy  have  a  metal  shdl  of  cast  iron,  wrougtr 
iron,  or  steel.     Wrought  iron  is  not  used  at  the  present  time. 

Cylinders  piers  may  be  founded  on  bedrock  or  bard-pan,  o^ 
piles,  open  cylinder  caissons,  or  pneumatic  c>'linder  caisson^s 
When  founded  on  caissons  the  pier  is  simply  a  continuation  m 
the  caisson,  and  as  such  is  described  in  Arts.  85.  loi  and  lo^c 
The  following  articles  deal  chiefly  with  the  cj'linder  pier  found^^ 
on  bedrock  or  on  piles,  taking  up  only  those  features  of  the  oth..«i 
two  t\pes  which  have  not  already  been  described. 

Art.  139.     Metal  Shell  Cvuxder  Piers 

On  Piles. — Where  the  cylinders  are  of  small  diameter,  piles 
are  driven  and  the  cylinder  sheUs  set  over  the  same  and  filJerf 
with  concrete.     With  the  larger  c>"linders  the  shells  are  oftez? 
placed  before  driving  the  piles.     If  the  top  stratum  is  composed 
of  silt  or  other  soft  material  this  should  be  excavated  to  a  fairly 
solid  material  iif  order  that  the  piles  may  have  lateral  support; 
care  should  also  be  taken  to  have  the  excavation  carried  below 
low- water  level  as  well  as  to  a  depth  free  from  any  danger  of 
scour.     After  excavating,  the  piles  are  driven  and  their  tops  cut 
oti  at  some  elevation  above  the  surface  of  the  ground.     The  cyl- 
inder shells  rest  on  the  river  bottom  or  are  sunk  a  few  feet  into 
the  same.     It  clay  is  penetrated  it  is  sometimes  possible  to  pump 
out  the  water  and  place  the  concrete  filling  in  the  dry;  otherwise 
a  few  feet  of  ct»ncrete  are  placed  in  the  bottom,  and  allowed  to 
harden  a  ftw  days:  after  which  the  cylinder  is  pumped  out  and 
the  remainder  of  the  tilling  placed  in  the  dry.     The  concrete 
placed  through  the  water  should  have  about  20  percent  more 
cement  in  it  than  that  placed  in  the  dry  to  allow  for  the  washing- 
iuit  action  of  the  water. 

The  cvlinder  pier  with  pile  foundations  was  first  use<l  in  i8()S 
for  the  substructure  of  a  bridge  in  Rhode  Island  as  stated  in 
Hakkk's  Masonry  C\>nstruction. 

The    Tensas  River  bridge  in  Alabama,  built  in  1870.  was  one 
of   the  early   large  structures  using  this  tj-pe  of  foundation. 
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of  cast  iron  ij  inches  thick,  iiad  exterior  diameters 
nd  6  feet,  and  were  in  sections  10  feet  long,  Llie  sections 
Utiited  by  bolts  through  interior  flanges  1  inches  thick  and 


s  8r.Jg, 


wide.  For  the  fixed  spans  of  the  bridge  each  pier  was 
Bed  of  two  (i-foot  diameter  cylinders  16  feet  apart,  while 
tot  pier  had  a  central  cylinder  6  feet  in  diameter  and  six 
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4-foot  cylinders  arranged  hexagonally  on  the  circumference  ol 
cirde  25  feet  in  diameter. 

Squared  piles  arranged  closely  together,  with  12  in  each  of  t"  ~«-  the 
6-foot  cylinders  and  5  in  the  4-foot  ones,  were  driven  to  a  dep  ••z^lh 
of  not  less  than  20  feet  into  the  sandy  bed  of  the  river.  Th^»  «neir 
tops  were  then  tied  together  with  bolts  and  sawed  off  at  lo^  ^z^av- 
water  level,  15  feet  above  the  bed  of  the  river.  The  cylinder*  .Kers 
were  then  sunk  10  feet  into  the  bed  of  the  river  and  envelopiMii  •mg 
the  pile  clusters,  pumped  out  and  filled  with  concrete. 

_        _     The    shells    for    L-r»     the 

;V   !         piers    of    the    Victors;  «::ii)ria 

*  i    !    bridge  in  Nova  Scotia:*  "tia, 

;    constructed     in     188^*88, 

:     were  made  of  wroug^^^^ght 

;    iron.    The  rim  of   L^9  the 

-*    shells    rested    on    piHl  ImJies 

j    cut  off  at  the  surface      -^  ol 

the  ground;  other  pIKlJ^es     1 

extended    up    into   tl^^^*     ' 

i    cylinder    as    shown 

i    Fig.  139*1.'     The  pie^ 

-i-i    were   protected  again 

scour    and     braced 
;3beth    cribs   filled  with   stor^^^^^^^^ 
and  concrete,  as  well  a^^^^j 
by  outside  rip-rap.  ^1 

Much  larger  cyhnders  than  those  above  described  were  iiseC^^^*^^^^ 
in  the  Norfolk  and  Western  Railroad  bridge  No.  5  across  Eliza- — 
beth  River  at  Norfolk,  Va,     The  lower  part  of  the  cylinder  fo*^ 
Pier  2  consisted  of  a  |-inch  steel  shell  20  feet  in  diameter  and  ij 
feet  9  inches  long,  stiffened  by  3^  Xj^-inch  angles  spaced  5  feet 
apart  vertically.     A  temporary  upper  section  of  the  same  diam- 
eter and  high  enough  to  reach  to  above  water-level  was  attached 
to  act  as  a  cofferdam.     The  shell  was  then  let  down  through 
water,  23  feet  deep  at  low  tide,  and  sunk  about  18  feet  into 

'  Bridge  Foundations  in  Nova  Scotia,  by  Martin  Mum 
C.  E.,  vol.  jg,  page  629,  Sept.,  1853. 
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mud  by  dropping  it  a  few  times  from  a  considerable  height. 
The  material  was  then  excavated  to  the  bottom  edge  of  the  shell 
after  which  80  piles  were  driven,  and  cut  off  by  a  diver  at  an 
elevation  7  feet  above  the  cylinder  bottom.  Concrete  of  a  1—2-4 
mixture  was  then  deposited  through  the  water  to  within  6 
inches  of  the  tops  of  the  piles.  After  allowing  this  to  set  4  or 
5  days  the  cylinder  was  pumped  out  and  a  2-foot  layer  of  con- 
crete, enclosing  a  grillage  of  rails,  was  placed  over  the  tops  of  the 
piles  to  more  unifornJy  distribute  the  load  over  them. 

As  shown  in  Fig.  1396  a  cast-iron  cylinder  10  feet  in  diameter 
was  then  placed  in  the  larger  cylinder.  This  shell  was  made  in 
four  lengths  of  8  feet  9  inches  each  and  each  length  was  composed 
of  four  segments,  the  whole  being  bolted  together  through  inside 
flanges.  The  metal  was  i  inch  thick.  In  the  diagram  the  upper 
horizontal  line  represents  the  base  of  rail. 

Round  iron  bars  i|  inches  in  diameter  and  2§  feet  long  were 
run  through  the  cast-iron  shell  near  the  bottom,  and  the  outside 
cylinder  was  then  filled  with  1-2-4  concrete,  which  was  crowned 
up  on  a  30-degree  slope.  Concrete  was  placed  in  the  lo-foot 
cylinder  to  within  2  feet  of  the  top  and  a  heavy  beam  grillage  was 
set  on  this,  crowned,  and  grouted  with  concrete.  The  outside 
cofferdam  was  then  removed.  Cast  iron  was  used  for  the  upper 
part  of  the  pier  because  of  its  better  lasting  qualities  when  only 
periodically  immersed. 

In  the  foregoing  examples,  in  aU  cases  some  of  the  piles 
were  extended  well  up  into  the  cylinder.  The  advantage  of  this 
is  the  added  stability  against  sliding  and  overturning.  If  the 
cylinders  are  not  subjected  to  horizontal  forces  of  any  consider- 
able magnitude  the  piling  may  be  cut  at  the  base  of  the  cylin- 
der or  lower.  If  this  is  done  the  piles  are  siurmounted  with 
a  concrete  capping  or  timber  grillage  and  the  cylinders 
placed  on  it. 

The  piers  for  the  approach  spans  of  the  Cairo  bridge  of  the 
Illinois  Central  Railroad  were  each  formed  of  two  8-foot  cyl- 
inders. Since  no  water  covered  the  site,  a  circular  pit  8  feet 
deep  was  dug  for  each  cylinder  and  12  oak  piles  driven  in  it. 
The  pits  were  then  filled  with  concrete  to  the  proper  elevation, 
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after  which  the  cylinders  were  placed  and  concrete  filled  in 
around  them  to  a  depth  of  6  inches.  The  cylinders  were  then 
filled  with  concrete. 

On  Rock  or  Hard-pan. — Where  the  bottom  is  rock  or  hard- 
pan  it  is  only  necessary  to  clean  and  level  off  the  site,  place  the 
cylinder,  and  fill  it  with  concrete.  Where  horizontal  forces 
occur  the  piers  must  be  fastened  to  the  foundation  bed  in  some 
manner.  This  may  be  done  by  drilling  holes  in  the  latter  and 
grouting  rails  or  steel  bars  into  the  same,  as  was  done  for  the 
piers  of  the  Avon  River  bridge,  Nova  Scotia,  illustrated  in 
Fig.  139c. 

Art.  140.     Design  and  Construction 

The  size  of  the  cylinder  will  depend  on  the  load  to  be  sup- 
ported and  the  character  of  the  foundation.  The  area  of  the 
base,  with  the  pile  founda- 
tion, is  governed  by  the  I 
number  of  piles  and  their 
spacing,  while  if  the  pier 
rests  on  rock  or  hard-pan 
the  area  is  governed  by  the 
allowable  bearing  pressure 
on  the  .same.  The  area  of 
the  upper  part  of  the  pier 
will  depend  upon  the  size  of 
the  pedestals  or  base  plates 
of  the  bridge.  In  general  it 
is  advantageous  to  have  the 
diameter  of  the  cyUhder  as 
small  as  possible,  to  avoid  re- 
stricting the  water  way  and 
offering  resistance  to  the 
current,  ice,  and  drift  ma- 
terial. Where  much  ice  and  drift  are  present  it  may  be  ad- 
visable to  use  a  pointed  nose,  as  illustrated  in  Fig.  140a. 

Where  the  required  diameters  at  the  top  and  bottom  differ 
materially,  a  shell  having  a  smaUer  diameter  at  the  top  than  at 
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the  bottom  should  be  used.  This  may  be  done  by  using  two 
separate  shells  as  indicated  in  Fig.  1396  or  by  a  connection 
similar  to  Fig.  140a,  or  by  using  a  shell  in  the  form  of  a  frustum 
of  a  cone,  as  illustrated  in  Fig.  loia. 

The  thickness  of  the  shell  is  usually  made  just  sufficient  to 
take  care  of  the  stresses  developed  in  handling  and  placing. 
Experience  has  demonstrated  that  it  is  inadvisable  to  use  less 
then  a  f -inch  thickness,  although  a  A-inch  thickness  is  often 
specified  for  highway  bridge  cylinders.  A  thickness  of  more 
than  I  inch  will  seldom  be  required  even  for  large  cylinders. 
Complete  specifications  and  tables  giving  diameters  and  thick- 
ness of  shells  for  highway  bridge  piers  are  given  in  Cooper's 
General  Specifications  for  Foundations  and  Substructures 
of  Highway  and  Electric  Railway  bridges. 

Stability  of  Piers. — The  four  possible  methods  of  failure 
are  undermining;  settling,  due  to  excessive  pressure  on  the 
foundation;  sliding;  and  overturning.  Undermining  is  placed 
first  because  of  the  many  failures  of  highway  bridge  piers  in 
this  country  due  to  this  cause.  Where  founded  on  caissons 
there  is  no  danger  from  this  source,  but  where  founded  on 
piles  care  should  be  taken  to  have  the  whole  length  of  the  piles 
well  below  any  possible  scouring  action,  otherwise  the  founda- 
tion may  collapse  through  lack  of  lateral  stability.  If  it  is 
impracticable  to  get  the  piles  down  to  such  an  elevation  cribs 
should  be  built  around  the  tops  as  shown  in  Fig.  139a.  The 
same  protection  should  be  given  the  foundation,  where  the 
material  composing  it  is  clay  or  hard-pan  or  even  the  softer 
kinds  of  rock,  if  the  piers  are  located  in  a  scouring  current. 

To  prevent  settlement  the  foundation,  if  composed  of  piles, 
should  be  designed  in  accordance  with  the  rules  given  in 
Chapter  III  with  regard  to  safe  loads  on  piles;  or  if  hard-pan 
or  rock,  in  accordance  with  safe  unit-loads  as  given  in  Art. 
179.  The  vertical  load  may  usually  be  assumed  as  uniformly 
distributed  over  the  base  of  the  cylinder,  for  the  transverse 
loads  arc  resisted  by  a  truss-like  action  of  the  cylinders  and 
bracing.  Thus,  with  a  two-cylinder  pier,  in  addition  to  the 
vertical  loads  due  to  the  live  load,   weight  of  superstructure 
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and  pier,  there  will  be  a  downward  vertical  load  on  one  cylin- 
der equal  to  the  moment  of  the  transverse  loads  about  the 
bottom  of  the  pier  divided  by  the  distance  between  cylinders 
center  to  center. 


Fic.   1406. — Cylinder  Piers  Braced  by  a  Truss  Encased  in  Reinforced  Concrete 


Where  forces  exist  tending  to  slide  the  pier,  if  a  pile  founda- 
tion is  used  some  of  the  piles  should  extend  well  up  into  the 
cylinder;  while  if  the  cylinders  rest  on  bedrock  they  should 
be  anchored  to  the  rock    surface.    A  rockfilled  crib  placed 


\ 


426  CYLINDER   AND  PIVOT  PIERS  Chap.XH^ 

around  the  cylinders,  as  illustrated  in  Figs.  139a  and  c  will  a 
resistance  to  sliding. 

To  resist  overturning,  strong  and  rigid  bracing  should  co 
nect  the  cylinders.     Many  forms  of  bracing  are  illustrated 
the  accompanying  figures;  these  include  simple  ties  and  stru 
ofmetal  and  wood,  as  in  Figs.  139a  and  c;  latticed  girders, 


in  Fig.  138a;  plate  girders,  as  in  Fig.  1016;  double  plate  girde  — rs 
fiUed  with  concrete,  as  in  Fig.  loi  a;  and  deep  trusses  embedd^^d 
in  concrete,  Fig.  1406. 

Art.  141.  Reinforced- Concrete  Cylinder  Piers 

One  of  the  disadvantages  of  the  metal-shell  type  of  pier  is  the 
necessity  of  keeping  it  painted.  Although  with  steel  shells  it 
is  not  customary  to  design  the  shell  to  take  any  of  the  load 
yet  it  is  advisable  to  prevent  the  same  from  rusting  for  two 
reasons:  First,  the  shell  takes  any  tensile  stresses  that  may 
develop  in  the  pier  due  to  eccentric  loading,  ice  pressure,  etc.; 
and  second,  the  appearance  of  the  pier  during  the  rusting  of 
the  shell,  as  well  as  the  stained  appearance  of  the  concrete 
afterward  is  unsightly. 

The  metal  shell  may  be  avoided  by  building  the  pier  in  forms 
in  a  cofferdam  or  by  using  a  pre-molded  shell  of  reinforced 
concrete.  In  either  case  the  pier  should  be  well  reinforced 
with  steel  rods. 

Each  pier  of  a  bridge  at  Buflfalo,  N.  Y.,  on  the  Lake  Shore  & 
Michigan  Southern  Railroad  was  formed  of  two  shafts,  30  feet 
6  inches  apart  on  centers,  braced  together  with  a  steel  girder 
encased  in  reinforced  concrete.  This  girder  served  to  transfer 
the  load  from  the  superstructure  to  the  shafts.  Each  shaft,  13 
feet  6  inches  in  diameter  and  about  51  feet  high,  rested  on  solid 
rock  36  feet  below  water-level.  The  shafts  were  constructed  in 
cofferdams  18  feet  in  diameter,  made  of  Lackawanna  steel 
sheet-piling  in  45-foot  lengths.  To  within  21  feet  of  the  top 
each  shaft  of  the  pier  was  octagonal  in  section  and  above  this 
circular.  The  reinforcement  consisted  of  80  vertical  ij-inch 
corrugated  bars  extending   from  the  top  to  a  point  30  feet 
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nmfercnce  of  a  circle  6  inches  inside 


V  and  lying  o 

e  surface. 

iC  strut,  composed  of  a  reinforced-concrete  girder  4  feet 

hes  de^  and  about  5  feet  wide,  was  reinforced  with  48 

gated  bars  i  J  inches  square  and  30  feet  long,  spaced  about 

hes  center  to  center  all  around  the  strut,  6  inches  from  side 


J^-i^A, 


)ottom  faces  and  12  inches  below  the  top  face.  As  stated 
;  it  was  further  reinforced  with  a  steel  plate  girder. 
;.  14111  illustrates  the reinforced-concretecylinder  piers  of  a 
iray  bridge  over  the  St.  Croix  River  at  Hudson,  Wis. 
pier  consists  of  two  reinforced-concrete  shafts  from  4  to 
.  in  diameter  and  braced  together  with  reinforced-concrete 
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webs.    These    shafts   had    separate   pile   foundations.    The 
shafts  were  cast  in  wooden  forms  in  14-foot  sections. 

In  constructing  the  piers  for  a  bridge  across  the  River  Wan- 
beck,  Stakeford,  England,  the  cylinders  were  formed  of  sections 
of  reinforced-concrete  shells  48  inches  in  diameter  placed  over 
14-inch  pre-molded  concrete  piles  driven  into  the  rivCT.    The 


Fig.   14  i^. — Braced  Bent  of  Reinforcctl-concrete  Cylinder  Piers. 

cylinders  rested  on  the  river  bottom.  After  placing  the  shells, 
reinforcing  rods  were  lowered  into  the  same  and  the  cylinders 
filled  with  concrete.  The  bracing  was  also  of  reinforced  con- 
crete.    The  structure  is  illustrated  in  Fig.  14 16. 


Art.  142.     Large  Cylinder  or  Pivot  Piers 

This  t>T)e  of  pier,  used  almost  exclusively  for  the  center 
support  of  swing  spans,  resembles  the  cylinder  pier  in  shape  and 
the  ordinary  masonry  pier  in  massiveness.  The  same  types  of 
foundations,  kinds  of  material,  and  methods  of  construction  are 
used  as  for  ordinary  piers.  Where  protection  against  ice  and 
drift  is  necessary  it  is  furnished  by  means  of  an  independent  pier, 
often  constructed  of  long  piles. 
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?ig.  142a  illustrates  the  all-concrete  solid  pivot  pier  on  piles 
'Ked  for  the  St  Louis  River  bridge  near  New  Duluth,  Minn. 
The  depth  of  water  beii^  about  28  feet,  the  pier  was  constructed 
in  wooden  forms  inside  of  a  circular  steel  sheet-pile  cofferdam 
Jiifeet  in  diameter.  After  driving  the  piles  and  cutting  them 
off  about  4  feet  above  the  dredged  bottom,  a  6-foot  layer  of 
concrete  was  placed  to  form  the  36-foot 

diameter  footing  course,   the    sheet- 

pi^ng  serving  as  a  form  for 

the  sides.    Above  this  footing 

course  the  form  for  the  pier  f-^'f' 

consisted  of  a  wooden-stave      /  / 


Swrfion  AA 

1 4  JO  .—Concrete  Pivot  Piei 


Etewjibn  of  Canier  Rer 
St.  Louis  River  Bridge.  Duluth,  Minn. 


water  tank  16  feet  high  having  a  side  batter  of  i  inch  to  the 
foot  (Fig,  142  b).  The  second  lift  was  made  by  raising  the  tank 
and  planing  a  few  of  the  staves  to  fit  the  new  dimensions.  For 
the  coping  course  galvanized  iron  of  the  section  shown  in  the 
illustration  was  used.  A  grillage  of  24-inch  I-beams  distributed 
the  load  over  the  pier. 

The  pivot  pier  construction  of  the  Dumbarton  bridge  of  the 
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Central  California  Railroad,  merits  particular  attention  because 
of  its  simple  solution  of  a  difficult  problem.  At  the  sitelbe 
depth  of  water  at  low  tide  was  51  feet  and  at  high  tide  58  feel, 
with  a  maximum  velocity  of  current  of  4^  miles  an  hour.  The 
bottom  consisted  of  soft  mud  overlying  stiffer  material.  On 
account  of  the  great  depth  of  water  and  velocity  of  current  the 


colTcrdam  process  was  not  practicable  and  caisson  foundatiuiij 
would  have  bct'ii  wpensive.  Hence  it  was  decided  to  employ  O- 
metal  shell  with  a  pile  foundation.  The  cylinder  had  a  diameter 
of  40  feet  and  was  72  feet  5  inches  high  in  five  vertical  sections 
After  dredfiiiifj  out  about  lo  feet  of  the  soft  material  on  the 
bottom  tin-  l"irsl  seetron  of  the  cylimicr  was  lowered.  This  wa.- 
elTectcd  by  lirst  lowering  a  guide  frame  of  structural  shapes  anc 
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driving  its  feet  into  the  bottom,  after  which  the  section  of  the 
cylinder  was  placed  around  this  frame  and  lowered.  Inside  this 
section  141  piles  were  driven  to  a  penetration  of  about  30  feet 


Molf    Pile  Plan. 


and  cut  off  below  low-water  level;  some  only  about  3  feet  below 
low  water  and  others  near  the  bottom.  On  completion  of  the 
pile  driving  more  sections  of  the  shell  were  added,  each  section 
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being  filled  with  concrete  placed  through  the  water  to  within 
7  feet  of  the  top  before  another  section  was  added.  This  was 
the  highest  level  at  which  the  top  of  the  concrete  would  not  be 
disturbed  by  the  tidal  current  passing  over  the  top.  Further 
"  details  of  this  interesting  work  may  be  found  in  an  article  by 
K  J.  Schneider  in  Transactions  of  the  American  Society  of 
Civil  Engineers,  vol.  76,  page  1572,  Dec,  1913,  entitled  Con- 
struction Problems,  Dumbarton  bridge,  Central  California 
Railway;  or  in  Engineering  Record,  vol.  62,  page  172, 
Aug.  13,  1910. 

Where  the  lateral  forces  on  the  piers  are  small  it  is  not 
necessary  to  extend  the  piles  into  the  cylinders.  In  the  con- 
struction of  a  pivot  pier  in  the  Willamette  River,  Portland, 
Ore.,  where  the  depth  of  water  was  60  feet,  piles  were  driven 
and  cut  oflF  near  the  bottom.  A  timber  grillage  extending  to 
within  3  feet  of  low-water  mark  was  placed  on  the  piles. 
On  this  grillage  was  placed  a  steel  shell  46  feet  in  diameter 
about  30  feet  high,  which  was  filled  with  concrete  to  form 
the  pivot  pier. 

Fig.  83c  shows  the  pivot  pier  of  the  Chelsea  Bridge  North, 
Boston,  which  was  faced  with  stone  masonry.  The  foundation 
for  this  pier  is  described  in  Art.  83. 

As  in  the  case  of  ordinary  bridge  piers  the  tendency  at  present 
is  to  make  the  pivot  pier  of  hollow  construction,  leaving  out 
masonry  from  that  part  of  the  pier  that  is  but  slightly  stressed. 

Fig.  142c  shows  the  reinforced  concrete  hollow  pivot  pier  of 
the  Tennessee  River  bridge  of  the  Illinois  Central  Railroad. 
The  hollow  space  is  domed  at  the  top  and  bottom.  The  entire 
load  from  the  superstructure  comes  on  the  pier  through  a  cast- 
iron  track  38  feet  in  diameter.  The  circular  center  line  of  the 
8-foot  wail  has  the  same  diameter,  thus  avoiding  eccentric 
stresses  in  the  pier. 


CHAPTER  XIV 
BRIDGE  ABUTMENTS 


Art.  143.     Form  and  Dimensions 

A  bridge  abutment  is  a  masonry  structure  at  one  end  of  a 
bridge  used  for  the  double  purpose  of  transferring  the  loads 
from  the  bridge  superstructure  to  the  foundation  and  to  give 
Such  lateral  support  to  the  adjacent  embankment  as  is  required 
to  maintain  it  in  position. 

The  abutment  serves  both  as  a  pier  and  as  a  retaining  wall. 
Because  of  the  latter  function,  involving  as  it  does  the  question 
of  earth  pressure,  any  possible  mathe- 
matical treatment  on  the  design  of 
abutments  has  not  yet  been  developed 
in  a  satisfactory  manner. 

Fig.  143a  shows  a  t>T)ical  section 
of  an  abutment  through  its  center 
and  parallel  with  the  directon  of  the 
bridge.  A  is  the  bridge  seat,  which 
consists  of  a  horizontal  surface  on 
which  rest  the  end  bearings  of  the 
superstructure;  B  is  the  back  or 
parapet  wall,  which  supports  the 
upper  part  of  the  embankment  and 
prevents  the  same  from  spilling  down 
on  the  bridge  seat;  C  is  the  main  body 
or  stem  of  the  abutment;  and  D  is  the  footing. 

The  forces  acting  upon  the  abutment  are  as  shown  in  the  illus- 
tration: First,  the  loads  on  the  bridge  seat,  which  consist  of  a 
vertical  force  from  the  live  and  dead  loads  from  the  superstruc- 
ture and  a  horizontal  force  due  to  traction  and  in  some  cases  to 
expansion  and  contraction  of  the  bridge  spans;  second,  the 
28  433 


Fig.  143a. — Section  of  Abut- 
ment Indicating  the  External 
F^orces  Acting  upon  It. 
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earth  pressure  from  the  embankment  against  the  back  of"    tVie 
wall,  due  both  to  the  weight  of  embankment  and  weight  oE"    live 
load;  third,  the  weight  of  the  abutment;  and  fourth,  the  r^  eac- 
tions  from  the  foundation. 

Abutments  are  classified  according  to  their  form.     The  L  Hiree 
original  types  are  the  wing-wall  abutment,  the  U-abutnr^ent, 
and  the  T-abutment.     At  present  there  are  many  modificat^  ions 
of  these  fundamental  types.     In  the  wing-wall  abutment      the 
wings,  which  may  be  parallel  with  the  face  of  the  wall  or  at     any 
angle  with  the  same,  serve  merely  to  keep  the  emha.nkmeni 
material  from  slipping  into  the  stream  or  moving  out  into    the 
roadway,  as  shown  in  Figs.  i45fl  and  b.     In  the  U-abutment  the 
wings  are  made  parallel  with  the  roadway.     The  front  wal/  i^ 
usually  located  at  a  point  such  that  the  side  embankment  mat^' 
rial,  having  a  slope  of  i|  on  i  or  i  on  i,  will  not  extend  oii  ^ 
beyond  the  face  of  the  abutment  (Fig.  1436).     The  T-abutmeu^ 
has  the  same  form  of  bridge  seat  as  the  wing- wall  and  U-abut-""^ 
ment,  but  instead  of  wings  it  has  a  solid  stem  which  supporl^^^^ 
the  track  or  roadway  back  to  a  point  at  which  the  embank-       ^ 
ment  is  sufficiently  high  to  support  it.     This  tv^je  is  illustrated 
in  Figs.  146/  and  f^. 

Dimensions  of  Abutments. — Like  the  bridge  pier  the  dimen- 
sions of  the  bridge  abutment  will  vary  with  many  conditions, 
such  as  class  of  superstructure,  height  of  abutment,  type  of 
foundation,  and  kind  of  embankment.  However,  owing  to  the 
uncertainties  involved  in  the  design,  certain  dimensions  are 
being  standardized  to  a  large  extent. 

The  dimensions  of  the  top  of  an  abutment  will  depend  on  the 
same  factors  as  the  top  of  a  bridge  pier,  except  that  where  in  the 
latter  case  bearing  must  be  furnished  for  two  trusses  or  girders, 
in  the  former  case  there  must  be  a  width  sufficient  for  one  truss 
or  girder  bearing  plus  a  distance  e  (Fig.  143(7)  which  is  neces- 
sary to  furnish  the  required  stability  to  the  parapet  wall.  The 
value  of  e  is  usually  taken  as  0.40^  or  0.45^  unless  the  parapet 
wall  is  reinforced. 

'"The  width  of  bridge  seats,  exclusive  of  the  projection  of 

'  (icneral  Specificalions  for  Bridges,  Part  III,  by  J.  K.  Greiner. 
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he  coping,  shall  be  at  least  12  inches  greater  than  required  for 
Jie  bed  plates  of  steel  superstructures,  and  the  length  of  bridge 
;eats  shall  not  be  less  than  the  total  width  of  bridge  out  to 
)ut  of  bearings  plus  4  feet.  The  upper  surfaces  of  the  back 
md  slope  walls  shall  not  have  a  less  width  than  2  feet  for  rail- 
vay  and  i^  feet  for  other  bridges.  The  thickness  of  coping 
;hall  not  be  less  than  18  inches  for  railway,  and  12  inches  for 
)ther  bridges.*' 

Table  143a  gives  the  approximate  minimum  dimensions  of 
:hickness  and  length  under  coping  for  electric  railway  bridges. 


Table  No.  i4sa^ 


S.  T. 
2-  o 
2-  2 
2-  6 

2-  8 
2-10 

3-  o 
3-  2 
3-  4 

3-  8 

4-  o 
4-  4 
4-  S 


3-  9 

4-  o 

4-  3 

4-  6 

5-  o 

5-  6 
5-10 

6-  2 


S.  T. 
2-  o 
2-  o 
2-  o 
2-  o 
2-  2 
2-  4 
2-  6 

2-  8 
2- 1 1 

3-  I 
3-  3 
3-  5 


D.  T. 
2-  o 
2-  2 
2-  6 

2-  8 
2-10 

3-  o 
3-  2 
3-  4 

3-  8 

4-  o 

4-  4 
4-  8 


S.  T. 
2-  O 
2-  O 
2-  O 
2-  O 
2-  O 
2-  O 
2-  O 
2-    2 

2-  5 
2-   7 

2-  9 
2-1 1 


Class  C 

'  D.  t: 


Thickness  of  abutment  under  coping  •■  thickness  of  back  wall -f  figures 

given  below 

~     ~  Class  A    ^ Class  B 

D.  T. 

2-    2 

2-  9 

3-  3 
3-  6 


Span 

25 
SO 

75 
100 

125 

150 

175 
200 

250 
300 

350 
400 

Span 


2-  o 
2-  o 
2-  O 
2-  2 
2-  4 
2-    6 

2-  8 
2-10 

3-  2 

3-  6 
3-10 

4-  o 


Length  of  abutment  under  coping »  distance  center  to  center  of 

ng 


Class  A 
S.  T.  D.  T. 


trusses-}- figures  below 

Class  B 

S.  T.  b.  T 


Cla^  C 
S.  t.  D.  T. 


SO 

3-6 

4-0 

3-6 

3-6 

3-6   J 

3-6 

ICX) 

i   4-0   1 

5-0 

3-6 

4-0 

3-6 

3-6 

150 

;  4-6   1 

5-6 

4-0 

1   '-' 

3-6 

4-0 

200 

5-0 

6-0 

4-0 

5-0 

3-6 

4-6 

250 

5-0 

6-6 

4-6 

5-0 

4-0  ! 

4-6 

300 

5-6 

7-0 

4-6 

'       5-6 

4-0 

5-0 

350 

6-0 

7-6 

4-6 

1   6-0 

4-6   i 

S-o 

400 

'   6-0 

7-6 

5-0 

'   6-0 

4-6   i 

5-6 

Note:  .Ml  dimensions  are  expressed  in  feet  and  inches.  S.  T.  =  single  track; 
).  T.  =  double  track.  Class  /I,  heavy  traffic;  Class  B,  medium  traffic;  Class  C, 
ight  traffic. 

^  From  article  by  C.  C.  Schneider  in  Street  Railway  Journal,  Sept.  15,  1906. 
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The  thickness  of  the  stem  may  be  designed  in  accordance 
with  the  methods  outlined  in  Art.  144.  However,  owing  to 
the  imcertainties  involved  in  estimating  the  earth  pressure,  as 
well  as  to  the  possible  large  forces  resulting  from  the  freezing  of 
water  in  the  embankment,  the  thickness  at  any  point  should  not 
be  made  less  than  0.4  the  height  at  that  point  Some  experi- 
enced engineers  specify  a  coefficient  of  0.5  where  the  abutment 
rests  directly  on  soil.  Greiner  states  that  ^"the  thickness 
of  the  stem  or  back  wall  at  any  elevation  shall  not  be  less  than 
0.45  of  the  height  of  the  masonry  above  that  elevation  for  steam 
railway  bridges,  and  0.4  for  other  bridges." 

Art.  144.    Design  and  Construction 

Abutments  may  be  built  of  stone  masonry,  concrete,  or  rein- 
forced concrete.  For  the  reasons  given  in  Art  133  stone 
masonry  is  but  little  used  at  present.  A  facing  of  stone  is  some- 
times used,  but  not  to  the  extent  that  it  is  used  for  piers,  since 
abutments  are  usually  not  subjected  to  the  action  of  the  current, 
with  its  accompanying  ice  and  drift  material.  Where  built 
of  concrete  it  is  advisable  to  use  a  small  amount  of  surface 
reinforcement  for  the  same  reasons  as  those  given  for  piers  in 
Art.  133.  According  to  Greiner,  '*The  surface  bonding  rein- 
forcement shall  be  the  same  as  provided  for  piers,  but  no  hori- 
zontal layers  of  network  will  be  required." 

Solid  massive  abutments  may  be  made  with  1-2^5  to  1-3-6 
concrete  below  the  coping,  with  a  1-2-4  mixture  for  copings 
and  parts  above  the  same.  For  reinforced-concrete  abutments 
all  concrete  should  be  a  1-2-4  mixture;  or  better,  one  part 
of  cement  to  six  parts  of  aggregate  (before  combining  the  sand 
and  stone),  the  sand  and  stone  being  in  such  proportions  as  will 
give  the  densest  concrete  as  determined  by  trial  mixtures. 

Design  of  Abutments. — The  vertical  loads  to  be  sustained 
on  any  horizontal  plane  are  the  live  load,  impact  load,  weight  of 
superstructure  and  weight  of  abutment  above  the  plane  in 
question.     Impact  may  usually  be  neglected. 

*  General  Specifications  for  Bridges,  Part  III,  by  J.  E.  Greiner. 
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The  lateral  forces  parallel  to  the  axis  of  the  bridge  are  the 
tractive  force  and  the  pressure  from  the  embankment  due  to 

(both  the  weight  of  the  embankment  material  and  the  live  load. 
At  right  angles  to  the  axis  of  the  bridge  are  the  wind  loads  from 
the  superstructure  and  on  the  abutment.  The  latter  two  are 
nsually  neglected,  their  effect  being  slight  compared  with  the 
»ther  forces. 
Of  all  the  forces  coming  on  the  abutment  the  earth  pressure 
from  the  embankment  is  the  most  uncertain  in  its  effect  and 
the  most  difficult  to  analyze.  For  descriptions  of  various 
methods  of  computing  earth  pressure,  the  reader  is  referred  to 
Howe's  Retaining  Walls  for  Earth;  Church's  Mechanics  of 
Engineering;  and  Turneaure  and    Maurer's    Principles  of 

tIteinforced-Concrete  Construction.  The  other  forces,  with  the 
exception  of  the  weight  of  the  pier,  will  be  the  same  as  those  used 
in  designing  the  superstructure. 

For  stability  the  solid  gravity  abutment  must  satisfy  the 
same  conditions  as  those  given  for  piers  in  Art.  136.  For  rein- 
forced-concrete  abutments  the  base  must  satisfy  these  same  con- 
ditions while  the  constituent  parts  of  abutments  are  designed 
as  beams  and  columns. 

Unless  the  abutment  rests  on  rock  or  some  other  unyielding 
material  it  is  not  entirely  satisfactory  to  have  the  resultant 
cut  the  base  just  within  the  middle  third;  it  should  be  close  to 
the  center  in  order  to  give  an  appro.ximately  uniform  pressure 
over  the  whole  base.  This  is  true  for  the  reason  that  a  slight 
unequal  settlement  causes  a  considerable  lateral  movement  at 
the  top,  giving  a  condition  illustrated  in  Fig.  144a.  It  the  back 
face  of  the  abutment  is  vertical  and  at  the  same  time  the  dimen- 
sion e  (Fig.  143a)  is  diminished  by  reinforcing  the  parapet  wall 
with  vertical  rods  near  the  rear  surface,  and  the  footing  is 
extended  and  reinforced  near  the  bottom  as  shown  by  the  dotted 
lines  in  Fig.  14311.  the  pressure  may  be  made  to  strike  the  base 
near  the  center. 

Fig.  144  &  shows  the  design  of  abutment  s  of  the  Beaver  bridge 
of  the  Pittsburgh  and  Lake  Erie  Railroad.  The  unit-pressures 
due  to  the  different  resultants  are  given  in  the  following  table. 
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Table  144a.    Unit-Pressures  (Fig.  1446) 


No.    I  Loading  1  Max.  Min.  Mean 

1  Masonry  unloaded,  no  fills 2.3         0.9  1.6 

2  Masonry  and  fill  at  back 2.3  1     1.5  1.9 

3  Masonry,  dead  load,  and  fill  at  back 2.5  '     2.1  '     2.3 

4  I  Masonry,  dead  load,  live  load,  and  fill  at  back .  2.7  2.5  |     2.6 

5  Masonry,  dead  load,  live   load,  and    fill    at  3.2  1     3.0  |     3.1 

back  and  front.  ,  i 

6  Masonry,  dead  load,  live  load,  fills  back  and  ,  3.6         3.2         3.4 

front,  earth  inside. 


Art.  145.     Wing- Wall  Abutments 

This  type  of  abutment  usually  has  its  wings  parallel  to,  and 
in  the  line  of,  the  face  or  front  wall  of  the  abutment  when  used 
for  street  crossings,  as  shown  in  Fig.  1450 ;  while  for  river  cross- 
ings the  wings  are  usually  at  an  angle  with  the  front  face.  The 
advantage  of  deflecting  the  wings  in  the  latter  case  is  that  the 
abutment  is  thus  better  protected  from  water  getting  in  behind 
the  same,  and  it  also  allows  the  current  to  pass  with  less  dis- 
turbance. It  is  not  customary  to  extend  the  wings  to  the  toe 
of  the  embankment,  they  being  stopped  some  distance  back  of 
this  point  and  the  material  allowed  to  spill  out  in  front  of  the 
ends.  Where  the  stream  is  liable  to  scour  away  this  material 
it  should  be  riprapped  as  shown  in  Fig.  1456. 

According  to  ^ Baker,  the  proper  angle  of  deflection  for  the 
wings,  for  a  minimum  amount  of  masonry,  will  be  between  25 
and  35  degrees  from  a  line  through  the  front  face  of  the  abut- 
ment, if  the  earth  flowing  around  the  toe  is  to  be  kept  3  or  4 
feet  back  of  this  line.  The  wing  walls  are  designed  as  retaining 
walls.  The  thickness  at  any  point  should  not  be  less  than  0.3 
the  height  at  that  point. 

For  low  abutments  a  solid  section  is  employed.  Fig.  145c 
illustrates  this  type.  The  exposed  faces  have  steel  reinforce- 
ment as  a  protection  against  cracking  through  expansion  and 
contraction  of  the  concrete  near  the  outside.  Reinforcement 
is  also  placed  just  above  the  pile  foundation  to  distribute  the 
load  more  uniformly  over  the  same.     The  design  of  this  abut- 

^  Masonry  Construction,  tenth  edition,  page  526. 
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ment  would  have  been  improved  if  the  bridge  seat  had  been 
moved  a  short  distance  to  the  right  by  narrowing  and  re- 
inforcing the  parapet  wall,  and  the  footing  had  been  moved  a 
short  distance  to  the  left.  The  only  added  expense  in  so  do- 
ing would  have  been  in  the  slightly  increased  cost  of  the 
superstructure. 


For  high  abutments  the  rein  forced-concrete  buttressed 
abutment  will  show  some  economy  over  the  solid  type.  The 
first  structure  of  this  type  was  designed  by  A.  O.  Cunnisgham, 
in  1903,  for  a  bridge  on  the  Wabash  Railroad  at  Monticello,  III. 
Figs.  145 i/ and  145  e show  vicwi  of  this  abutment  from  the  front 
and  rear  respectively,  while  Fig.  145/  shows  a  section  of  the 


!«^I 
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same.  As  is  seen  in  these  illustrations  the  abutment  consis 
a  floor,  face  wall,  bridge  seat,  parapet  wall  and  buttresses. 
stability  this  type  requires  a 
-wider  base  than  the  solid  sec- 
tion abutment,  for  here  earth 
:CIling  instead  of  concrete  con- 
tributes to  a  large  part  of  the 
stability. 

The  design  of  the  buttressed 

abutment  is  similar  to  that  of 

iJie  buttressed  retaining  wall, 

the  main  difference  being  that 

in     the   former   the  buttresses 

Untder  the  bridge  seat  serve  to 

carry,  as  columns,  the  weight 

of     the  superstructure,  as  well 

35     acting  as  beams  to  resist 

'^e-    earth  pressure.     For    the 

ou  tline  of,  as  well  as  an  ex- 

^^'^ple  of,   the  design  of  but- 

^^ssed    retaining    walls, 

^-'^-'Vi.oR      and      Thompson's 

f^oiicrete,    Plain    and    Rein- 


R*f.*S*/>*^^ 


;tya^anff^J>«7ifr''rVFfr«T< 


for. 


c^d. 
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Art-  146.    U-.'Ibutments  and  T-Abutments 

-*  he  U-abutment  is  a  special  form  of  the  wing-wall  abuts 

'"  '^^^Kich  the  wings  are  parallel  with  the  roadway  or  track. 

on^  disadvantage  of  this  type  is  that  a  part  of  the  embankn 

^-t-  outside  of  the  wings,  does  not  receive  any  protection.     ' 

^^*i     of  protection  may  preclude  the  possibility  of  using 

yi^e  -where  the  water  rises  to  a  level  above  the  foot  of  the  al 

'"^^it.     On  account  of  the  wings  being  partially  buried  the; 

^    *    receive  as  much  pressure  as  those  of  the  wing-wall  al 

^"^'it,  although  experience  shows  that  the  wedging  action  cai 

oy  the  live  load  'hammering'  the  fill  between  the  wafls  el 
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ry  considerable  pressure.  If  the  side  walk  are  well  tied  to 
face  wall. with  steel  reinforcing  rods,  the  thickness  of  the 
wall  may  be  somewhat  decreased.  Fig.  146a  shows  a 
=al  U-abutment. 

g.  146ft  indicates  a  type  in  which  the  side  walls  are  con- 
ed by  transverse  walls.  In  this  way  the  side  walls  are  made 
:t  as  beams  of  spans  equal  to  the  distances  between  trans- 
;  walls,  thus  reducing  the  necessary  thickness  of  the  same, 
floor  distributes  the  loads  over  a  considerable  area  of  soil 


ell  as  to  br  ng  the  e  ght  of  the  fill  ng  nto  use  to  de  elop  a 
degree  ol  st  b  I  The  f  ont  will  was  t  ed  to  the  side 

;  with  |-  nch  oi  The  rans  erse  walls  were  re  nforced 
twenty-si.Y  J-inch  square  rods  carried  into  the  side  walls  to 
in  1  foot  of  their  outer  surface.  Openings  at  the  bottom  of 
transverse  walls  were  provided  for  the  convenience  of 
A'orkmen.  Drainage  was  provided  for  by  pipes,  as  shown 
e  illustration. 

very  satisfactory  way  to  reduce  the  necessary  amount  of 
inry  in  an  abutment  is  to  do  away  with  as  much  of  the 
1  pressure  as  possible.  Fig.  146c  illustrates  a  modification 
le  U-abutment  in  which  this  was  done  by  making  a  solid 
orced-concrete  floor   on    top,   which  carries   the    ballast 
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directly,  thus  allowing  the  earth  to  take  its  natural  slope, 
bringing  the  toe  to  the  bottom  of  the  front  face.  In  this 
way  all  earth  pressure  except    the    small    amount    on    the 
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Pig.  n6d. — Outliite  of  Standard  Concrete  Abutment. 

back  curtain  wall  and  back  end  of  the  side  walls  is  done 
away  with.  The  curtain  wall  is  used  to  insure  keeping  the 
outside  fill  in  place. 
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Fig.  146*. — Diagram  of  Cubature  of  Concrete  Abutments. 

Fig.  146^  shows  the  standard  type  of  abutment  used  on  the 
Harriman  Lines  for  single-track  railroad  structures.  The 
dimensions  of  W,  D  and  B  for  concrete  abutments  are  given  in 
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Table  146(1  (the  dimensions  on  the  diagram  being  mean  values', 
while  the  volumes  of  masonry  for  different  heights  and  widths 
are  given  in  Fig.  146c.     The  projection  of  coping  is  made  4 

-1 


.■  the  foumliiliun 
Ihf  h[isf  nl'  Mu- 


nches for  stone  masonry  abutments  10  fec_^?"t 
ir  iiniier  in  height,  and  6  inches  for  heigh^fc.? 
.r  10  feet.  All  concrete  abutments  hai —  i' 
oj)ing  projection  of  4  inches. 
l-AniTMKNTS.  -The  T-abulment  w  ill 
usually  show  some  economy  over  the  ^BL- 
abutment  for  small  heights  and  narrc — '"■ 
riimhvays.  Fig.  146/  illustrates  a  sk<"^"' 
T-uliulnieiil  used  on  the  South  Bend  A' 
Southern  Michigan  Railway.  In  t  I"'- 
was  hard-pan  and  so  permitted  stepping —  »;i 
stem,     .\iioiher  T-aliutnient  is  iliustnL  riW 


\r  t.    147 


BURIED  ABUTMENTS 


447 


Table  No.  146a 
I>iB*EivsioNS  OF  Concrete  Abutments. — Harriman  Lines'  Standard,  1906 


Span 

\V 

D 

B 


Span 
W 
D 
B 


20     I     30         40 
16-  8    17-  I    17-  2 

o-  7      3-0  iV;  3-  9f 
1-5      2-  I    i   2-  7 


Deck  plate  girders 
60 


50 
17-  4i  17-  7 


70 
17-10 


80    !    90    I   100 

18-    I      18-2      18-    2j 


S-ioi;  s-iij    7-  9}    9-  si  9-  81    9-ioi 

2-  7   !   2-  8  '   2-  9 


2-  7   I   2-  I   I   2-  3 
Through  plate  girders 


Span  ■     30 

W  16-  8 

D  1-2 

B  2-1 


40 

SO 

60 

70 

17-10 

18-  2 

19-  0 

19-10 

I-  2 

I-  2 

I-  9i 

I-  9i 

2-  3 

2-  3 

2-  3 

2-  3  1 

80 


90' 


19-  6    19-  8 
2-ioi,  2-ioj 
2-72-9 


100 
19-10 

2-ioi 

3-  o 


Through  riveted  trusses 


100  1  no 

125 

140 

ISO 

20-  0  20-  0  20-  0 

20-  8  21-  2  ' 

4-  oi  4-  oi 

4-  oJ 

4-  oJ 

4-oJ 

2-1 1  3-  0 

3-  I 

3-  3 

3-  4 

ISO 


Through  pin  trusses 

160         180 
21-  4 


4-  o}|   4-  of    4-  0} 
3-13-1       3-9 


^'ote:  All  distances  are  expressed  in  feet  and  inches. 


Art.  147.    Buried  Abutments 

Instead  of  placing  the  abutment  at  the  edge  of  the  stream  it  is 

^^^metimes  set  back  in  the  embankment  and  the  latter  allowed  to 

^P^ill  out  in  front  of  the  same  up  to  the  bridge  seat.     In  this  case 

'^^st  of  the  earth  pressure  back  of  the  abutment  will  be  balanced 

■^V  that  in  front,  and  hence  a  much  less  massive  abutment  is 

^^uired.     On  the  other  hand,  a  greater  length  of  superstructure 

^^  required.     In  some  cases  in  addition  to  the  buried  abutment 

^  pier  is  placed  at  the  foot  of  the  embankment,  in  which  case 

the  buried  abutment,  a  pier  and  a  short  span  take  the  place  of 

the  regular  abutment. 

The  buried  abutment  of  the  East  Haddam  bridge  across  the 

Connecticut  River  at  East  Haddam,  Conn.,  which  supports  a 

99-foot  deck  span,  consists  of  two  reinforced-concrete  columns, 

two  footings  and  a  transverse  slab,  as  illustrated  in  Fig.  147a. 

The  footings  are  tied  together  with  four  i-inch  rods  encased  in 

concrete.     The  transverse  reinforced-concrete  slab   15  inches 

thick  and  6  feet  deep  connects  the  tops  of  the  columns  and  keeps 

the  earth  filling  from  the  bridge  seats,  which  rest  on  the  columns. 
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A  stone  slope  pavement  protects  the  bottom  of  the  filling, 
which  is  carried  up  around  the  p olumns  to  within  about  6  indies 
of  the  bridge  seats. 

The  buried  abutment  for  a  bridge  on  the  Louisville  &  Nash- 
ville Raihoad  is  Ulustrated  in  Fig.  1476.  It  consists  of  two 
shafts;  a  curtain  wall   connecting   them;  a  spread  footing; 


Girder  6 


—A  Buried  Abutment. 

bridj,e  seats;  parapet  and  side 
\  ills  The  shafts  are  4  f«t 
thiik  ^  feet  II  inches  wide  at  the 
top  ind  14  feet  wide  at  the  bot- 
tom They  are  5  feet  apart  in 
the  clear  and  are  connected  by  a 
7-inch  curtain  wall.  Wing  buttresses,  varying  from  6  to  ij 
inches  in  thickness  and  from  o  to  4  feet  6  inches  in  width,  stiffen 
the  shafts  and  transfer  some  of  the  load  to  the  footing.  The  toe 
end  of  the  footing  Js  reinforced  near  the  lower  surface,  and  ihf 
heel  end  is  reinforced  near  both  the  lower  and  upper  surfaces. 
The  parapet  and  side  walls  are  both  13  inches  thick.  The  chief 
function  of  the  side  walls  is  to  start  the  embankment  slope  iar 
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Qough  back  to  clear  the  bridge  seats.     An  interesting 
ion  of  various  methods  of  accomplishing  this  is  given  : 
rticle  by  C.  M.  Luther  in  Engineering  News,  vol.  70, 
16,  Oct.  23,  1913. 


S'a'e  i^/evafion.  ""  FronfEhvahan 

— Rcinforced-concrete   Buried  Abutment,  I^uisville  &  Nashville 
Bridge  over  Cumberland  River. 


Art.  148.     Reinforced  Arch  Abutments 

The  reinforced  arch  abutment  may  be  considered  as  a  modifi- 
ation  of  the  U-abutment.  Among  the  first  abutments  of  this 
ype  were  those  for  a  bridge  of  the  Illinois  Central  Railroad  over 
he  Ohio  River  at  Cairo,  lU.,  designed  by  W.  M.  Torrance 
nder  the  direction  of  F.  H.  Bainbridge.     As  shown  "in  Fig, 
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148a  the  abutment  consists  of  face  and  side  walls,  an  arched  slab 
at  the  top,  another  about  halfway  down,  and  still  another  at  the 
bottom.  The  earth  fill  is  distributed  so  as  to  give,  in  conjunc- 
tion with  the  other  forces,  a  nearly  uniform  bearing  over  the  base 
of  the  abutment 


mFt— 


-^4- 
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The  Chicago,  Mflwauiee 
&  St  Paul  Ry.,  has  done 
much  in  developing  the 
reinforced  arch  abutment 
Fig.  i486  illustrates  the 
abutments  of  a  bridge 
near  Lombard,  Montana. 
This  abutment  is  s^d  to 
be  more  representative  of 
a  stage  in  the  development 
of  abutment  design  than  a 
developed  type.  Fig.  148c  represents  a  type  which  is  adopted 
as  a  standard  on  that  Road.  The  shafts  rest  on  independent 
concrete  footings  and  are  braced  by  longitudinal  and  t^an^ 
verse  reinforced- concrete  braces.  The  floor  system  is  composed 
of  slabs  and  beams,  the  latter  running  transversely  and  carr)'- 
ing  their  loads  to  the  opposite  pairs  of  shafts  and  to  the  loi^- 
tudinal  arched  beams  at  a  point  midway  between  the  shafts, 
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thus  making  the  beam  spacing  8  feet  center  to  center,  the  shaft 
spacing  longitudinally  being  i6  feet  center  to  center. 

For  valuable  material  on  the  design  and  costs  of  various  types 
of  abutments  see  a  paper  by  J.  H.  Prior  in  Proceedings  of  Amer- 
ican Railway  Engineering  Association  (1912),  vol.  13,  page 
1085,  as  well  as  an  article  by  W.  M.  Torrance  on  The  Design 
of  High  Abutments,  in  Engineering  News,  vol.  55,  page  36, 
Jan.  II,  1906. 


CHAPTER  XV 

SPREAD  FOUNDATIONS 

Art.  149.     General  Considerations 

Foundations  for  buildings,  where  bedrock  is  some  distance 
below  the  surface,  are  of  three  general  types :  First,  those  carried 
deep  to  rock  or  hard-pan;  second,  those  in  which  piles  are  used; 
and  third,  those  spread  over  a  given  surface.  The  first  type  is 
widely  used  for  heavy  buildings  where  the  material  overlying  the 
rock  is  soft,  and  is  exemplified  in  the  pneumatic -caisson  process 
described  in  Chap.  X,  and  in  the  open-well  process  described 
in  Chap.  XI.  Although  the  most  expensive  type  of  founda- 
tion, it  offers  the  advantage  of  an  absolutely  unyielding  support 
for  the  buildings.  The  subject  of  bearing  piles  is  treated  in 
Chaps.  I  to  V  inclusive. 

The  object  of  the  shallow  type  of  foundation  is  to  spread  the 
load  over  a  considerable  horizontal  area  near  the  surface  of  the 
ground;  that  of  pile  foundations  to  distribute  the  load  over  a 
considerable  vertical  area — the  circumferential   surface  of  the: 


piles — as  well  as  carrying  some  of  it  to  the  horizontal  stratum  a( 
the  feet  of  the  piles;  while  the  deep  foundation  distributes  th< 
load  over  a  relatively  small  area  on  the  rock  or  hard-pan.  When 
rock  is  present  near  the  surface  there  is  no  foundation  problem 
it  being  necessary  only  to  level  off  the  rock  with  a  lay 
of  concrete  and  place  the  columns  or  walls  directly  upon  it, 
although  a  spread  footing  may  be  used  where  the  foundatioii 
loads  are  very  heavy. 

In  many  localities  the  most  common  type  for  light  buildings 
is  the  shallow  foundation,  and  in  modern  development  it  is 
being  used  to  a  considerable  extent  for  heavy  structures.  In 
its  original  and  simplest  form  the  shallow  foundation  consists 
of  a  wide  concrete  or  masonry  footing  with  its  maximum  area  at 
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"the  base  and  stepped  oflF  to  decrease  in  horizontal  area  toward  the 
"top,  the  latter  being  of  sufficient  size  to  form  a  seat  for  the  wall 
or  column  base.  Although  this  makes  a  satisfactory  footing  for 
small  loads  it  is  not  well  adapted  to  heavy  loads  owing  to  the 
depth  required  to  get  the  necessary  spread  of  base.  Other  forms 
of  shallow  foundations  have  been  developed,  such  as  the 
^wooden  grillage,  the  inverted  arch,  the  steel  I-beam 
grillage,  and  the  reinforced-concrete  spread  footing,  all  of 
^vrhich  require  less  depth. 

The  shallow  type  of  foundation  is  relatively  inexpensive, 
and  easily  and  quickly  constructed,  but  it  possesses  the  disad- 
>rantage  of  failing  to  furnish  a  rigid  and  unyielding  support  for 
the  building.  Where  founded  on  compact  sand  the  settlement 
wU  be  slight,  seldom  more  than  ^  inch,  but  where  founded  on 
SL  material  like  the  Chicago  clay  the  settlement  may  in  time 
amount  to  2  feet  or  more.  Hence  heavy  buildings  resting  on 
shallow  foundations  are  built  to  allow  for  a  certain  amount  of 
settlement,  or  else  the  foundations  are  so  constructed  that 
powerful  hydraulic  jacks  can  be  used  to  raise  the  building  to 
permit  shimming  up.  Uniform  settlement  causes  but  little 
trouble  and  can  be  easily  taken  care  of;  but  unequal  settlement 
causes  the  walls  to  crack.  The  most  satisfactory  method  of 
guarding  against  unequal  settlement  was  early  found  to  be  the 
use  of  independent  footings  for  the  columns,  the  area  of  the  base 
of  each  footing  being  so  proportioned  that  the  unit-pressure  is 
the  same  under  all  footings. 

Art.  150.    Early  Types  of  Footings 

Masonry  Footings. — This  type,  which  was  one  of  the 
earliest,  is  still  the  standard  for  light  loads.  It  may  be  built  of 
concrete,  brick  masonry,  or  stone  masonry,  the  first  being  the 
most  widely  used  at  present.  In  designing  the  footing  the  area 
of  base  is  found  by  dividing  the  wall  load  by  the  safe  bearing 
power  of  the  soil  as  given  in  Art.  179.  To  safeguard  the 
masonry  against  crushing  the  compressive  unit-stress  on  any 
horizontal  section  should  not  exceed  the  values  given  in  Table 
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150a.    The  top  of  the  footing  is  made  a  little  larger  than  the 
column  base  or  wall. 

Having  determined  the  top  and  bottom  areas  of  the  footing 
the  next  step  is  to  design  the  offsets,  which  fix  the  depth  of  the 
footing.  As  usually  designed  these  offsets  are  assumed  to  act 
as  free  cantilevers,  and  so  the  allowable  offset  of  any  section 
will  depend  upon :  First,  the  pressure  on  the  under  side;  second, 
the  transverse  strength  of  the  masonry;  and  third,  the  thick- 
ness of  the  course.  The  center  of  gravity  of  the  base  should 
coincide  with  the  axis  of  the  load,  otherwise  additional 
stresses  will  develop. 

Table  150a 

Safe  corn- 
Character  of  masonry  pression,  lbs. 

per  sq.  inch 

Common  brick,  hard  burned  (portland  cement  mortar) ....  200 

Common  brick,  ordinary  (portland  cement  mortar) 175 

Rubble  masonry,  uncoursed  (portland  cement  mortar) 140 

Rubble  masonry,  coursed  (portland  cement  mortar) 200 

Portland  cement  concrete,  1-2-4  mixture 450 

Portland  cement  concrete,  i-aj-s  mixture 350 

Portland  cement  concrete,  1-3-6  mixture 250 


Considering  the  case  of  a  footing  for  the  wall  of  a  buildinj 
let  p  denote  the  unit-pressure  in  pounds  per  square  foot  on  th 
bottom  of  the  course  in  question;  R,  the  modulus  of  rupture  c 
the  masonry;  /,  the  factor  of  safety  used;  /,  the  thickness  of  tl 
course  in  inches;  and  0,  the  allowable  offset  of  the  course  mn 
inches.     The  following  formula  is  then  obtained, 

A  factor  of  safety  of  about  six  will  usually  be  advisable.  In 
designing  masonry  footings  for  columns  the  method  given  in 
Art.  158  is  recommended,  although  the  above  formula  may  give 
sufficient  precision. 

Other  Early  Types  of  Footings. — Owing  to  its  lack  of 
transverse  strength  masonry  is  ill-adapted  to  take  loads  which 
cause  flexural  stresses  of  any  magnitude.     For  this  reason  van- 
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ous  substitutes  have  been  adopted,  the  idea  being  to  use  some 
material  having  considerable  transverse  strength  in  order  to 
reduce  the  necessary  depth. 

Among  the  early  types  was  the  timber  grUlage.  This  con- 
sists of  two  or  more  layers  of  heavy  timbers,  each  layer  being 
placed  at  right  angles  to  the  one  above  and  below,  the  top  and 
bottom  being  often  sheathed  with  a  layer  of  planking.  The 
eroi^una   vaHous  courscs  are  well  tied 

'"''f  together    with    drift    bolts. 

j   Examples  of  such   grillages 
j^i  have  been  dug  up  after  being 
T  buried  from  50  to  100  years 
and    where  below    ground- 
water level  have  been  found 
to  be  in  a  perfect  state  of 


^--f>w-|-->| 


— A  Typical  Masonry  Pooting. 


preservation.  The  high  price  of  timber,  together  with  its  rela- 
tively low  transverse  strength  and  the  uncertainty  of  the  future 
ground-water  level,  makes  timber  an  undesirable  material  for 
use  in  permanent  foundations.  For  temporary  structures,  such 
as  exposition  buildings,  it  is  still  used  to  some  extent.  Fig. 
150ft  and  Fig.  150c  show  the  details  of  such  a  grillage  when 
used  under  columns. 
Another  type,  which  was  employed  in  some  of  the  early 
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heavy  Chicago  buildings,  consisted  of  a  thick  concrete  platform 
continuous  over  the  whole  area  of  the  building  site,  forming  a 


.I'd  M.i^..nry  Arfh,  r>n'Xf1  BuildinK.  rhib.lrlj.hi:!.  Pa. 


deep  monolithic  slab  at  the  cellar-floor  level  and  on  which  the 
columns  and  walls  rested.     The  effect  of  variation  in  the  magni- 
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t  ude  of  the  concentrated  loads  was  to  crack  the  concrete  bed  into 
a.  number  of  independent  footings  and  this  was  naturally  fol- 
lowed by  great  irregularity  in  the  settlement  of  various  parts  of 
the  building.  Hence  this  form  of  footing  was  never  entirely 
satisfactory. 

Another  early  type  of  spread  foundation  was  that  of  the 
inverted  masonry  arch  which  was  first  used  in  the  Drexel 
Building,  Philadelphia,  Pa.,  built  in  1893,  ^^e  details  of  which 
are  shown  in  Fig.  150  d.  Another  notable  example  of  the  use  of 
this  type  was  in  the  World  Building,  New  York  City.  Both 
of  these  structures  were  among  the  early  examples  of  the  modern 
steel  ofiice  building.  In  the  Drexel  Building  the  arches  were 
made  of  brick,  which  distributed  the  column  loads  through  con- 
tinuous lines  of  concrete  bases  in  the  column  rows,  on  the  soil 
below.  Although  the  brick  masonry  arch  is  no  longer  used,  the 
principle  is  still  employed  in  the  reinforced-concrete  arch  footing 
described  in  Art.  159. 

Art.  151.     Modern  Types  of  Spread  Foundations 

The  two  modern  types  of  spread  foundations  are  the  steel 
I-beam  grillage  and  the  reinforced-concrete  spread  footing. 
The  steel  I-beam  grillage  dates  back  to  the  types  described  in 
the  preceding  article;  but  since  it  is  still  a  standard  type  it  is 
here  described.  The  conditions  surrounding  its  development 
are  as  follows:  In  the  business  district  of  Chicago  the  soil  con- 
ditions are  peculiar,  made  ground  extending  to  a  depth  of  about 
14  feet  below  street  grade  while  below  that  occurs  a  stratum  of 
hard  stiff  clay  6  to  12  feet  thick.  Below  this  the  clay,  while 
having  the  same  general  characteristics  as  that  above,  becomes 
softer  and  remains  so  to  a  depth  of  75  feet  or  more.  The  upper 
stiff  clay  makes  a  first-class  foundation  bed,  but  the  softer  clay 
below  offers  little  supporting  power. 

After  the  great  Chicago  fire  most  of  the  new  buildings  were 
founded  on  masonry  footings  which  rested  on  this  hard  clay 
stratum.  Owing  to  the  rapid  increase  in  the  size  and  weight 
of  buildings  it  became  necessary  to  increase  the  area  of  the  base 


458  SPREAD   FOUNDATIONS  Cbap.  X\ 

of  footings  and  this  in  turn  compelled  the  use  of  deeper  footings. 
As  the  bearing  power  of  the  soft  day  below  the  hard  stratum  was 
smaU  the  only  practicable  method  of  obtaining  this  greater 
depth  was  to  extend  the  footing  up  into  the  cellar;  and  thus  the 
cellars  soon  became  filled  with  pyramids  of  masonry,  robbing 
them  of  valuable  space.  This,  together  with  the  fact  that  the 
masonry  footings,  on  account  of  their  large  mass,  formed  too 
large  a  proportion  of  the  total  load  and  were  expensive,  started 
the  search  for  a  better  type  of  footing  for  heavy  loads.  The 
type  thus  developed  consisted  of  crossed  layers  of  old  steeL 
rails,  which  were  soon  superseded  by  steel  I-beams,  bot4x 
shapes  being  thoroughly  embedded  in  concrete  as  a  protecn^. 
tion  against  rust. 

Probably  the  first  building  in  America  to  be  built  on  a  sIe=r-eA 
grillage  foundation  was  the  Montauk  Block,  Chicago,  built  ^xi 
1878,  and  designed  by  Burnham  and  Root,  architects.  T~  Tti.( 
ordinary  masonry  footing  was  used  for  a  part  of  the  building, 
to  obtain  space  for  the  boiler  a  grillage  of  stee!  rails  embeddeiL  iji 
concrete  was  used  in  one  part  of  the  cellar.  Soon  after  tliis 
the  price  of  steel  I-beams  dropped  sufficiently  to  make 
available  for  this  purpose.  On  account  of  their  larger  seci 
modulus  for  any  given  weight  per  foot,  they  are  much  m^ 
economical  than  rails,  and  in  a  short  time  I-beams  were  adop' 
exclusively.  For  very  heavy  loads  built-up  girders  are  of' 
used  in  place  of  I-beams, 
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Art.  152.     Construction  of  I-Beam  Grillages 

In  the  construction  of  I-beam  grillages  two  or  more  tiers 
used,  the  exact  number  depending  on  the  desired  spread  o(  bi 
Each  tier  is  placed  at  right  angles  to  the  one  below  it  and       ^^' 
load  is  carried  to  the  soil  through  beam  action.     The  indivitf  »'■'" 
beams  of  each  tier  should  be  held  in  place  by  cast-iron  or  ff^'^ 
pipe    separators,    preferably    the    former.     These    separator* 
should  be  placed  near  each  end  of  the  beams  and  at  intermedials 
positions  not  over  5  feet  apart.    The  beams  should  be  spaced  so 
as  to  give  a  clearance  of  not  less  than  3  inches,  in  order  that  the 
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concrete  may  readily  be  filled  in  between  the  beams;  and  not 
more  than  one  and  one-half  times  the  width  of  the  flange,  in 
order  to  reduce  the  stresses  in  the  concrete  filling.  The  latter 
requirement  cannot  always  be  met. 

Concrete  should  be  filled  in  between  the  beams  and  also 
placed  around  the  sides,  top,  and  bottom  of  the  grillage.  The 
thickness  of  the  bottom  layer  should  not  be  less  than  12  inches, 
and  the  top  and  sides  should  have  a  protective  coating  of  at 
least  4  inches  net  thickness.  If  portland  cement  concrete  is 
used  the  mixture  should  not  be  leaner  than  1-3-6.  A  layer  of 
cement  grout  of  from  J  to  i  inch  in  thickness  should  be  placed 
between  the  tiers  of  beams. 

Art.  153.    Design  of  I-Beam  Grillages 

In  designing  a  grillage  the  area  of  the  column  base  and  the 

column  load  will  be  known  in  advance.     The  grillage  will  be 

designed  for  the  same  load  that  is  used  for  the  base  of  the  col- 

L,  namely,  the  total  dead  load  plus  a  certain  percentage  of  the 

load,  the  exact  (percentage  depending  on  the  kind  of  building 

the  number  of  stories.    The  weight  of  the  grillage  itself 

usually  be  neglected. 

stated  in  Art.  149,  a  moderate  amount  of  settlement  is 
^I'^^ays  to  be  expected,  but  care  should  be  exercised  to  make  this 
^^^ Element  uniform.  To  accomplish  this,  for  any  particular 
,  the  unit-pressure  on  the  soil  should  be  the  same  for  all 
ings.  This  is  sometimes  difficult  to  obtain  on  account  of  the 
considerable  difference  in  the  proportion  of  live  to  dead  load 
*^^   ciifferent  columns. 

^ingineers  agree  that  it  is  essentially  the  dead  load  that  causes 

tile  settlement:     First,  because  it  always  acts  with  its  maximum 

^^^^nsity;  and  second,  because  it  is  the  first  loading  that  comes 

^U  the  foundation.     Unequal  settlements  during  erection  due  to 

^«ad  load,  are  also  troublesome  in  the  case  of  steel  buildings  on 

^^ount  of  the  difficulties  involved  in  fitting  together  the  various 

members  of  the  superstructure.     For  the  above  reasons  most 

engineers  design  footings  for  equal  unit-pressures  under  dead 

load,  or  under  dead  plus  partial  live  loads. 
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The  weak  element  of  the  McCullougfa  formula  is  that 
although  it  gives  under  dead  load  the  same  unit-pressuie  for 
all  foundations,  yet  for  column  No.  24  it  gives  a  pressure  of 
8580  pounds  per  square  foot  for  dead  plus  one-half  live  load  and 
10  740  pounds  per  square  foot  for  dead  plus  live  load,  bothoi 
which  are  dangerously  high  when  compared  to  a  safe  value  of 
7000  pounds  per  square 
foot.  The  Schneider  for- 
mula, which  also  gives 
under  dead  load  the  same 
unit-pressure  for  all  found- 
ations, and  a  maximum 
dead  plus  live-load  pres- 
sure of  7000  pounds  per 
square  foot,  is  very  con- 
servative. Neither  of 
these  two  formulas  gives 
any  consideration  to  the 
live  load  tn  causing  settle- 
ment. Moran's  formula 
seems  better  in  this  respect 
since  it  recognizes  the  in- 
fluence of  the  probable  live 
load  and  gives  to  it  one- 
half  the  weight  that  is  given  the  dead  load.  In  it  the  unit- 
pressure  for  dead  plus  one-half  probable  live  load  is  so 
chosen  that  the  maximum  pressure  under  dead  plus  live  load 
equals  the  safe  bearing  power  of  the  foundation  bed.  The  dead- 
pluslivc-load  formula  gives  entirely  too  much  weight  to  live 
load,  as  is  seen  from  the  large  variation  in  the  dead-load  stresses. 
For  a  further  discussion  on  this  subject  see  Engineering  News, 
vol.  69,  page  463,  March  6,  1913,  and  page  687,  April  3,  i^iy 
the  maximiiin  probable  live  load.  As  a  further  illustration,  in  many  scnixil- 
houscs  there  is  an  assembly  room  which  is  only  used  when  the  class  rooW  W 
vacant  and  consequently  if  dass-room  loads  are  used  assembly-room  loads  iho"* 
be  omitted  or  rice  virsii;  the  greater  one  of  theae  loadings  to  be  used  for  thepr'*- 
able  load."  A  full  explanation  of  his  method  may  also  be  found  in  the  leviM 
edition  of  Kisdek's  .Architects'  and  Builders'  Pocket  Book. 


AiT.  IS3  DESIGN  OF  I-BEAM  GRILLAGES  463 

In  designing  steel  grillage  foundations  the  following  assump- 
ions  are  made :  First,  the  pressure  from  the  footing  is  uniformly 
iistributed  over  the  bed;  second,  the  pressure  of  one  tier  of 
)eams  on  another  is  uniformly  distributed  over  the  latter;  third, 
jach  tier  acts  independently  of  all  other  tiers;  and  fourth,  the 
:oncrete  filling  and  covering  carries  no  stress,  acting  merely  as 
L  protection  against  corrosion. 

For  the  single-column  grillage  the  square  base  is  the  most 
xronomical  shape.  Where  the  possible  width  is  restricted, 
is  in  the  case  of  wall-column  footings,  the  grillage  should  be 
nade  as  nearly  square  as  possible.  Economy  also  results  in 
ising  a  minimum  number  of  tiers. 

Example  op  Design  op  Single-Column  Footing. — Load =600  000  lbs. 
Allowable  pressure  on  foundation  bed =6000  lbs.  per  sq.  ft.  Size  of 
x>lumn  base  =  3  X4  ft.  Required  area  of  base  =  600  000/6000  =  100  sq.  ft. 
\  base  10  ft.  square  is  adopted.  Assume  two  tiers  of  beams.  For  the 
:op  tier,  the  maximum  bending  moment  Jf  =  (600  000/4)  (5  —  2)12  = 
(406  000  Ib.-in.  Using  16  000  lbs.  per  sq.  in.  as  the  safe  unit-stress  in 
:Ke  outer  fiber,  the  total  section  modulus  required =//c=  5  400  000/16  000 
=337  in*.  Trying  various  combinations  of  beams,  the  following  results 
ire  obtained: 

Number     //ere-     c-       iv.  I/eiur-      Width        Clear- 

No.        rx.  -J     Size  of  beam         ...         -^ 

of  beams     qiured  mshed      of  flange        ance 

1  3  112. 3        20' -65  lb.  117. o       6.25  in.      8.6  in. 

2  4  84.2       i8"-55  lb.  88.4       6.00  in.       4.0  in. 

3  S  ^7-4        I S"-S 5  lb.  68.1        5-75  in.       1.8  in. 

The  choice  lies  between  Nos.  i  and  2,  since  No.  3  does  not  give 
sufficient  clearanceu  The  weight  favors  No.  i,  being  250  pounds 
lighter,  while  No.  2  gives  a  more  satisfactory  clearance  and  has 
less  depth,  thus  saving  on  concrete  filling  and  also  on  excavation 
work. 

Cost  of  250  lbs.  of  steel  at  2i  cents $6.25 

Cost  of  a  2-in.  thickness  of  concrete $1 .65 

Amount  saved  by  using  design  No.  i $4 .  60 

For  the  lower  tier:  Max.  Af=  (600 000/4)  (5— 1.5)12  =  6300000  Ib.- 
in.  Total  required  //««=6  300  000/16  000=394  in*.  The  following 
results  are  obtained  by  trying  various  combinations  of  beams: 
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Number      I/cxt-     „.       ,.  //efur-       Width       Qear- 

No.        ,,  .     ,      Size  of  beam         ...     '    m 

of  beams     quired  mshed      of  flange      auce 

1  10  39.4        i2"-40    lb.  41.0        5.21  in.      Tsin- 

2  la  32.9        i2"-3ii  lb.  36.0        s  ooin.      s.sia 

3  14  28.  J        i2"-ii\  lb.         36.0       5.00  in.     3.8 in. 

4  16  24.6  io"-2s  lb.  24.4  4.66  in.  3.oin. 
The  choice  lies  between  Nos.  1  and  4;  the  latter  has  220  pounds  mort 
steel  but  the  clearance  is  better  and  a  i-inch  depth  of  concrete  is  saved. 

Cost  of  220  lbs.  of  steel  at  li  cents J5.50 

Cost  of  a  2-inch  thickness  of  concrete i^■y 

Amount  saved  by  using  design  No.  2 $1.00 


Art.  154,     Design  of  Double-Column  Footings 

Where  the  two-colur 
should  be  rectangular 


loads  are  equal  the  base  of  the  footing 
shape  and  symmetrical  about  a  line 


Steol   i-llcams. 


midway  Ijetween  the  columns.  The  total  area  of  the  base  hav- 
ing been  determined  and  the  distance  between  columns  &*«'■ 
the  proportion  of  length  to  breath  for  the  base  of  footing  should 
be  such  that  the  moment  in  the  lower  tier  of  beams  under  the 
column  centers  equals  that  at  a  point  midway  between  the  coi- 
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umns.     This  makes  the  three  maximum  moments  approxi- 
mately equal,  and  gives  the  greatest  economy  of  material. 

Example  op  Design  op  Double-Column  Footing,  Equal  Loads. — 
Column  loads  =500  000  lbs.  Column  spadng=i2  ft.  Allowable 
pressure  on  ground =4000  lbs.  per  sq.  ft.  Size  of  column  bases =3^X3 
Et.  Allowable  unit-stress  in  beams  =16  000  lbs.  per  sq.  in.  To  get  the 
value  X  that  will  make  the  three  moments  equal,  500000(6  — «)/?  = 
5ooooacV2(6+x)  — 500  ooo(iV),  whence  0^=4.77  ft.  Required  bearing 
area  of  base  =  i  000  000/4000= 2.50  sq.  ft.  Using  a  value  of  x  of  4.75  ft., 
6  =  250/(1 2-1-2X4.75)  =  1 1. 63  ft.;  say  11.75.  Let  two  tiers  of  beams 
be  assumed.  Computing  for  top  tier:  Max.  Af  =  500  000(11.75—3)12/8 
=  6  560  000  Ib.-in.  Total  required  I/e = 6  560  000/ 16  000 =410  in*. 
After  trying  various  combinations  of  beams,  the  results  are: 


/v 

Number 

I/e  re- 

Size of  beam 

I/e  fur- 

Width 

Clear- 

0. 

of  beams 

quired 

nished 

of  flange 

ance 

I 

3 

136.7 

24"-8o  lb. 

173.9 

7.0    in. 

10.5  in. 

2 

4 

102.5 

2o"-65  lb. 

117. 0 

6.25  in. 

5.3  in. 

3 

5 

82.0 

i8"-55  lb. 

88.4 

6.0    in. 

3 . 0  in. 

No.  2  will  be  adopted. 

For  lower  tier  the  three  positions  of  maximum  bending  moment  are 
at  the  center  and  4.45  ft.  from  each  end.  M  at  center  =  500  000 
(6—5.375)12  =  3    750000     Ib.-in.    Jf  at     4.45     ft.    from    the    end  = 

[500000    4.45*      500000     1.45']  ,,    . 
.        — .    -  —    i2  =  3  75oooolb.-m. 
10.75          2              3.5           2    J         '^'^ 

Total  reqiured  //e=3  750  000/16000=234.  Upon  trying  various 
combinations  of  beams,  the  results  are  found  to  be: 


No. 

Number 

I/e  re- 

Size of  beam 

I/e  fur- 

Width 

Clear- 

of beams 

quired 

nished 

of  flange 

ance 

I 

12 

19.5 

9"-2i  lb. 

18.9 

4.33  in. 

8.1  in. 

2 

14 

16.7 

9"-2I  lb. 

18.9 

4-33  in. 

6.1  in. 

v3 

16 

14.6 

8"-i8  lb. 

14.2 

4.0    in. 

5 . 1  in. 

4 

18 

130 

8"-i8  lb. 

14.2 

4.0    in. 

4.1  in. 

No.  3  will  be  adopted. 

When  the  column  loads  are  not  equal  the  center  of  gravity  of 

the  base  of  the  grillage  is  usually  made  to  coincide  with  the  line 

of  action  of  the  resultant  of  the  two  column  loads  by  making  the 

base  a  trapezoid;  or,  if  the  loads  are  nearly  equal,  it  may  be  done 
30 


f-. 


1? 
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by  using  a  rectangular  shape  and  making  the  cantilevet  end 
at  the  heavy  load  longer  than  the  other  cantilever  end. 
The  trapezoidal  shape  may  be  obtained  either  by  using  a  larger 
number  of  beams  at  the  heavy  load  end,  or  by  using  the  same 
number  of  beams  and  spacing  them  more  closely  at  one  end  tkn 
at  the  other.  A  combination  of  the  two  methods  is  sometimes 
used. 


t54''.- 


If  the  proportions  of  the  base  are  so  fixed  that  the  bending 
moment  under  the  center  of  each  column  equals  that  at  the 
center  of  gravity  of  the  base,  the  three  maximum  moments  in 
the  lower  tier  of  grillage  will  be  closely  equal;  this  condition 
gives  approximately  the  minimum  amount  of  material.  The 
most  satisfactory  method  of  determining  the  dimensions  to 
secure  this  result  is  by  trial. 
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Example  of  Design  of  Double-column  Footing,  Unequal  Loads. — 
Column  loads  and  spacing  as  shown  in  Fig.  154  b.  Allowable  pressure  on 
foundation  bed =4000  lbs.  per  sq.  ft.  Size  of  column  bases  as  shown  in 
Fig.  1546.  Allowable  unit-stress  in  beams=:i6ooo  lbs.  per  sq.  in.  Re- 
quired bearing  area  of  base =900  000/4000=  235  sq.  ft.  Distance  from 
Column  No.  i  to  resultant  of  both  column  loads=4oo  000X10/900000— 
445  ^t. 

After  a  few  trials  it  was  found  that  the  moments  under  the 
centers  of  the  two  columns  and  under  the  center  of  gravity  of 
base — line  of  action  of  resultant  of  two  column  loads — were 
approximately  equal  when  ^=3.625  ft.,  and  ^=4.625  ft. 

To  get  b  and  c:  (b+c)iS,2s/2=^22S  and  (18.25/3)  (J)+2c)/(b+c)=^ 
3.625-1-4.45  =  8.075.  Solving  these  two  equations  simultaneously  we 
find  that  approximately  b==  16.6  ft.  and  c=8.o  ft. 

Using  two  tiers  of  beams,  the  computations  for  the  upper  tier 
under  Column  No.  i  give: 

Max.  If  =  (500 000/8)  (14.88—3)12  =  8  910000 Ib.-in.  Total  required 
//«=557  in*.  After  trying  various  combinations  of  beams,  the  results 
are  as  follows,  and  No.  i  is  adopted: 

^,         Number      //ere-     «•       ru  I/elur-      Width         Clear- 

No.        ..  .    J      Size  of  beam         ...         .- 

of  beams     qmred  mshed      of  flange        ance 

X  3  186.0       24"-9o  lb.         186.5       7.13  in.       73  in. 

2  4  139-5        24^-80  lb.  173 -9        7-0    in.       2.7  in. 

For  the  upper  tier  under  Column  No.  2 : 

Max.  If  =(400000/8)  (10.18—2.75)12=4458000  Ib.-in.  Total  re- 
quired //e=279  in*.  Trying  various  combinations  of  beams  gives  the 
following  results.  No.  i  being  adopted: 

..-        Number     //ere-     o-       ri_  //efur-      Width        Clear- 

No.       . ,  .     ,     Size  of  beams        .  ,    ,         tn 

of  beams     quired  mshed      of  flange        ance 

1  3  93.0         i8"-66lb.  93.5       6.10  in.       73  in. 

2  4  69.7         i8"-55  lb.  88.4       6.00  in.      3.0  in. 

In  designing  the  lower  tier  and  running  all  beams  full  length, 
let  x=the  distance  from  the  left  end  of  grillage  to  section  in 
question,  the  expression  for  bending  moments  under  Column 
No.  I,  between  the  two  columns,  and  under  Column  No.  2, 
are  respectively  as  follows: 


if  A  i?az.o  TOcmunnaKS  CkAP.xv 

\^  ^'x~  2.135)* 


rii  = -ifl.i— 3  +71*  —  5ooooo(x— 3Ui25) 


400000   (x— 12.25)' 

=OC  300^— 2-6'J5'  — 

'        *  i.75  2 

To  z-it  the  vil-es  cc  x  ::r  the  r-ATr^am  value  of  1/  in  each  of 
the  ah-ove  ec^-LicSics  equite  iJf  ir  equal  to  zero,  which  gives 
3.42.  5.5:5  and  rs-ci  ft.,  respectively.  Substituting  these  three 
vahies  of  x  in  the  prec erring  equations,  the  corre^x>n(iing  values 
of  .1/  are.  2^6  00c  Ib.-in-.  231000  lb. -in.,  and  232000  Ib.-in. 
The  maximum  mamnorum  is  therefore  236  000  Ib.-in.  Total 
required  /  «  =  177  in.'  Trying  various  combinations  of  beams, 
there  is  obtained: 


Vo. 

Num- 
ber of 
beams 

/  tf  re- 
quired 

Size   of 

beam 

I  e 

fur- 
nished 

Ulldth 

of 
daDge 

Clearance 

I 

10 

17  7 

i/'-ii    lb. 

iS.g 

4-33  in. 

5.9  to  17.3  in. 

2 

12 

14  7 

S"-2cl  lb. 

15  0 

4.08  in. 

4.3  1013. 6in. 

3 

14 

12   7 

S"-iS   lb. 

14.2 

4.00  in. 

3.1  to  10.9  in. 

U 

16 

II  .0 

7"-i7|lb. 

II. 2 

3.66  in. 

2.5  to  9.310. 

No.  4  will  be  adopted. 

Reinforcing  bars  should  be  placed  in  the  concrete  near  the 
upper  surface  for  the  wider  half  of  the  footing. 

Art.  155.     Distribution  of  Pressure  on  Base 

There  is  some  question  regarding  the  error  involved  in  the 
assumption  that  the  pressure  from  the  footing  is  uniformly 
distril)ut(?(l  on  the  ground.  Taking  the  case  of  the  single- 
column  scjuarc  footing  it  is  evident  that  the  base  of  the  footing 
will  assume  a  saucer-like  shape,  and  as  a  consequence  the  pres- 
sure will  he  a  maximum  at  the  center  and  a  minimum  at  the 
outside.     The   law  governing   the  variation  of  pressure  will 
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iqjend  on  the  relative  deflections  of  different  points  on  the 
Dase  of  the  footing,  as  well  as  on  the  modulus  of  compressibility 
rf  the  soil  and  the  thickness  of  the  compressible  stratum. 
Where  the  modulus  is  low  and  the  thickness  considerable,  the 
slight  difference  in  total  deformation  at  different  points  will 
:ause  but  a  slight  difference  in  pressure.  Where  the  soil  is 
:ompressible  but  inelastic,  or  soft  and  subject  to  lateral  flow, 
1  fairly  uniform  distribution  of  pressure  quickly  obtains. 

Where  the  material  has  a  high  modulus  of  compressibility, 
IS  in  shale  or  rock,  the  footing  should  be  designed  for  stiff- 
less  as  well  as  for  strength  or  else  the  surface  of  the  material 
ihould  be  shaped  to  fit  the  curve  taken  by  the  base  of  the  foot- 
ng  when  fully  loaded,  otherwise  the  pressure  will  be  very  un- 
evenly distributed.  For  example,  by  using  a  stress-strain 
iiagram  of  the  values  obtained  in  the  foundation  tests  of  the 
>t.  Paul  Building,  New  York  City  (see  Engineering  Record, 
^ol.  33,  page  388,  May  2,  1896),  a  theoretical  solution  shows 
hat  for  the  tsrpical  steel-grillage  footing  the  pressure  varies 
rom  a  maximum  at  the  center  to  approximately  zero  at  the 
)utside.  The  material  on  which  the  above  foundation  tests 
v^ere  made  consisted  of  very  compact  sand,  while  the  whole 
irea  of  the  lot  was  covered  with  a  layer  of  concrete  and  steel 
)eams  buried  in  concrete,  the  tests  being  made  through  a  hole. 

Art.  156.    .Steel  Grillage  Foundations 

Most  of  the  grillages  used  in  the  foundations  for  the  Phelan 
Juilding,  San  Francisco,  were  15  feet  square,  and  made  with 
wo  cross  tiers  of  I-beams  from  18  to  p4  inches  in  depth,  or  with 
n  upper  tier  of  built-up  girders  and  a  lower  tier  .of  I-beams, 
s  shown  in  Fig.  156a.  The  complete  grillage  plan  is  shown 
a  Fig.  1566. 

^  "All  footings  are  made  with  a  bed  of  concrete  12  inches 
hick  and  12  inches  wider  and  longer  than  the  dimensions  of 
he  first  tier  of  grillage  beams.  In  the  upper  part  of  the  con- 
rete  there  are  two  full-length  rectangular  grooves  transverse 

^  Engineeriiig  Record,  vol.  57,  page  366,  March  28,  1908. 
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to  the  lower  tier  of  grillage  beams.  In  each  groove  a  3X3X 
('(-inch  angle  was  carefully  leveled  with  the  upper  edge  of  !l& 
vertical  flange  truly  horizontal  and  f  inch  above  the  suriace 


of  the  concrete.  These  serve  as  leveling  bars  to  receive  the 
lower  flanges  of  the  grillage  beams  and  insure  their  exact  hcighL 
The  spaces  between  the  beams  and  the  concrete  footlt^  were 
grouted,  the  second  tier  of  beams  was  ^ 

shimmed  \  inch  above  the  top   flanges  .■'^'^ A 

of  the  lower  tier  and  grouted,  the  cast- 
iron  pedestals  were  set  \  ^'3^^% 
inch  above  the  top  flan-                     '-".^^^r 
ges    of    the  distributing            /\^fc^P^  ^T 
beams  and  grouted,  and      ^"^ ^^^f^^^tft 


l««i«ip«.iiv«i| 


Fto.  1,(66,— Grillage  Plan  of  Phelan  Building,  San  Pranclseo,  Cul. 

filled  in  6  inches  around  the  outer  edges  ot  the  beamA  and 
pedestals  and  up  to  the  cellar  floor,  completely  enclosing  a 

protecting  all  the  substructure  steel  work." 
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Fig.  156  c  illustrates  a  very  heavy  grillage  foundation  for 
four  columns  of  the  Curtis  Building,  Philadelphia.  It  was 
necessary  to  use  a  single  grillage  for  the  four  columns  because 
of  the  short  distances  between  the  latter.  The  distributing 
girders  for  Columns  Nos.  254  and  255  have  48XU-in<:h  webs 


.  1.. 


Pio.  is6e.— SpecuJ  Footing   for   Four  Columns,   Curtis   Building.  Philad^ihia. 


reinforced  by  sXsXi-inch  vertical  stiffener  angles  and  two 
i3Xi-inch  vertical  side  plates,  and  the  top  flanges  of  the 
girders  are  connected  by  transverse  tie  plates.  The  column 
loads  are  transmitted  to  the  triple  distributing  girders  by 
bolsters   made   of    solid  slabs  of  plain  square  steel  billets 
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which  are  bolted  to  the  upper  flanges  of  the  girders.  The 
concrete  footing  is  reinforced  with  rods  for  part  of  the 
base,  due  to  the  fact  that  the  I-beams  are  there  a  con- 
siderable distance  apart,  thus  developing  beam  action  in  the 

concrete. 


^  4  4  •' 


*«• 1 Z(W^- 


jr    ^fc»    — ■» 


Fig.   i56(/.— Plan  of  Piera  and  Grillag<-5  for  the   W-Mlwortli   BuiliUnii- 

The  Woolworth  Building,  New  York  City,  is  founded  on 
solid  rock  115  feet  below  the  curb  level.  The  loads  are  car- 
ried from  the  columns  to  bedrock  through  grillage  footiogs 
resting  on  reinforced-concrcte  piers.  Fig.  156^  shows  the 
general  lay  out  for  the  foundation,  while  156^  shows  some  of 
the  details. 
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Art.  157.  Design  of  Reinforced-Concrete 

Spread  Foundations 

Instead  of  serving  merely  as  a  protection  for  the  steel,  con- 
crete may  be  made  to  take  a  part  of  the  load  by  using  a  rein- 
forced-concrete  footing  in  place  of  the  I-beam  grillage,  thus 
lessening  the  cost  of  the  foundation.  Another  advantage  pos- 
sessed by  a  reinforced-concrete  foundation  is  that  it  can  be 
cast  in  any  shape  or  form  desired.  It  may  be  in  the  form  of  a 
flat  slab  or  of  the  slab-and-beam  type  (Fig.  159a).     The  former 

I  uses  more  concrete,  while  in 

..^^5^j,3y,.^.^^  the  latter  the  form  work  is 

"""*'  more  expensive.    For  some 

interesting  modifications  of 
the  elementary  type  the 
reader  is  referred  to  Art.  159. 
Design  of  a  Reinforced- 
Concrete  Wall  Footing.— 
Assuming  the  load  to  be 
64  000  pounds  per  linear  foot 
of  wall  and  the  allowable 
bearing  on  the  soil  ^ooo 
pounds  per  square  foot,  the 
width  of  footing  will  be  64000/4000=16  feet.  The  thick- 
ness of  the  wall  is  2  feet  (Fig.  1570).  The  footing  will  be 
designed  at  three  sections,  at  a,  5^  feet  from  the  center  of  the 
wall,  at  6,  3  feet  from  the  center,  and  at  c,  i  foot  from  the 
center.  Taking  a  i-foot  length  of  footing  the  vertical  shears 
and  bending  moments  will  be  as  follows: 

40ooX2.5*Xi2 
Va  =4oooX  2\  =  10  000  lb.        Ma  =        —      —    -  =  150  000  Ib.-in. 

2 

^r  Ky  lu  ir         4000X    5'Xl2        .  „     . 

K 6  =4000X5  =20  000  lb.        Af 6  = — = 600  cxx>  Ib.-in. 

2 


*^» — 


lespadts^K) 


Fig.   1570. — Reinforced-concrete  Wall 
Footing. 


T,'  V/  Q  lU  IJ-  4OOOX     7^X12  . 

Ve  =4000X7  =28  000  lb.        M c  = =1  i76ooolb.-in. 
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A  1-2-4  concrete  will  be  used,  with  an  allowable  compressive 
unit-stress*  in  the  concrete  of /c=6oo  lbs.  per  sq.  in.  and  an 
allowable  tensile  unit-stress  in  the  steel  of  /',=  i6  ooo  lbs.  per 
sq.  in.  The  ratio  of  the  modulus  of  elasticity  of  steel  to  that  of 
concrete  will  be  assumed  as  «=is.  The  depth  to  center  of 
steel  rods  necessary  to  give  a  compressive  stress  in  the  concrete 
of  600  lbs.  per  sq.  in.  is  pMen  by  the  formula,  ^_^M/(Rb)f  in 
which  R^fckj/2.    In  the  latter  formula^  *=  ^2pn+{pny—pn 

and  y  =  I — */3 ;  p— \/^\    /  +  i )  •     The  work  involved  in  get- 

jc\njc         I 

ting  the  value  of  R  will  be  greatly  reduced  by  using  the  dia- 
grams found  in  Turneaure  and  Maurer's  Reinforced- Con- 
crete Construction.  For  the  problem  athand  the  value  of 
R  is  95.     Solving  for d,  dg  =  V150 000/(95 X 12)  =  ii.sin.;^^ 

=  V  600000/(95X12)  =23.oin.;and\/c=  V  i  176000/95X12) 
=  32.1  in.  (32^  in.  being  adopted).  As  it  is  inadvisable  to  use 
a  depth  at  any  section  less  than  about  6  inches  the  form  shown 
in  Fig.  157  a  will  be  adopted.  The  steel  in  the  bottom  will  be 
given  a  2-in.  insulation. 

The  area  of  steel  required  at  each  section  is  given  by  the 
formula,  A=^M/{JsJd).  Using  the  values  of  d  obtained  above, 
so  that  the  footing  be  equally  strong  in  tension  and  compression: 

Aa  —    isocxx>/(i6  cxx>Xo.88Xii.5)  =  o.92  square  inch, 
Ah—    600  ocx>/(i6  000X0.88X23    )  =  1 .  8$  square  inches, 
Ac  —I  176 000/(16  000X0.88X32.1)  =  2. 60  square  inches. 

Using  a  rod  spacing  of  3  inches  center  to  center  there  will  be 
4  rods  in  one  foot  of  length  of  the  footing.  The  required  area 
of   each   rod  will  be  2.60/4=0.650  sq.  in.    A  ^i-inch  square 

^  In  a  wedge-shaped  beam  the  greater  principal  stress  at  the  outer  fibers  acts 
parallel  to  the  upper  surface  of  the  beam  and  with  an  intensity  equal  to  the  maxi- 
mum normal  stress  on  a  vertical  plane  divided  by  cos^a,  in  which  a  is  the  angle 
of  inclination  of  the  iq)per  surface  of  the  beam;  hence,  the  allowable  bending  unit 
stress  should  be  taken  equal  to  the  safe  compressive  stress  in  the  concrete  multi- 
plied by  cos' a. 

*  Based  iq>o&  the  assumption  that  the  normal  stress  in  the  concrete  on  any 
vertical  section  vanes  as  a  straight  line  and  that  the  stress  in  the  steel  equals 
n  times  the  stress  in  the  concrete.  For  fbrmulas  based  on  a  different  assumption 
see  Proc.  Am.  Soc.  C.  E.,  vol.  39,  page  2067,  Nov.  19 13. 
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twisted  rod,  giving  an  area  of  0.660  sq.  in.  will  be  adoptfc:^. 
Three  rods  will  furnish  the  required  area  at  ft,  while  two  rods  >^  TJ^ 
furnish  that  required  at  a ;  hence  certain  of  the  rods  may     "^e 
bent  up  or  cut  off  as  shown  in  Fig.  157a. 

Using  an  allowable  bond  unit-stress  of  140  lbs.  per  sq.  E 
of  rod  surface  the  necessary  length  of  rod  to  develop  full  strenj 
is  (i6oooXo.66)/(i4oX3.25)  =  23.2  in.    Computing  the  bo 
stress  in  the  rods  by  the  formula  ^w=(5d— Af  tan  a)/(jd* 
in  which  tan  a  is  the  slope  of  the  upper  surface  of  the  fool 
and  S{?  the  perimeter  of  the  rods  at  the  section  in  question, 
values  are  as  follows: 


««  =  (10000X15.4  — iSooooXo.3i2)/(o.88XiS.4*  X6.5o)  =  79lb./sq_      .in. 


Ub  =(20000X24.75  — 6oooooXo.3i2)/(o.88X24.7S*X9-7S)  =  59 ll>-/sq     .  in. 


Ue  =(28000X32.25—1  i76oooXo.3i2)/(o.88X32.25'Xi3)=45lb./sq,.^B- in- 
All  of  these  values  are  well  below  the  safe  limit  of  140  lbs. 
per  sq.  in. 

Assuming  that  the  concrete  takes  no  longitudinal  tenj 
the  maximum  intensity  of  diagonal  tension  is  given  by 
formula  t={Sd—M  tan  a  )/(jd^).    A  shorter  method  of  cr^om- 
puting  the  maximum  diagonal  tension  is  by  taking  the  l^^ond 
stress  values  and  multiplying  them  by  the  perimeter  of  the  r^    ods. 
Thus, 

ta  =(79X6.50)712  =  43  lbs.  per  sq.  in. 
h  =(59X9. 75)712  =  48  lbs.  per  sq.  in. 
ie  =(45X13.0  )7i2  =  49  lbs.  per  sq.  in. 

Although    conservative    specifications    limit    the   alloyr^hk 
diagonal  tension  to  40  pounds  per  square  inch,  the  above    can 
be  safely  carried  by  the  concrete  without  reinforcement,     but 
to  illustrate  the  method  stirrups  will  be  designed  to  carry  aJl 
of  this  tension.     Placing  the  stirrups  on  a  4S-degree  slope  ^nd 
using  |-inch  square  twisted  rods  with  two  prongs  in  a  12-iiicii 
length,  as  shown  in  Fig.   157a,  the  strength  of  one  line  of 
stirrups  in  a  12-inch  length  will  be  16  oooX(f)^X2=4S  006 
pounds.     Denoting  the  horizontal  distance  between  rows  of 

*  Only  approximately  true  when  p  is  not  constant. 
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ups  by  s  the  formula  is,  s  =  4soo/(i2X(XcoS4S°),  giving 

St  =4500/12X43X0.707  =  11  inches. 
Si,  ■•4500/13X48X0.707=11  inches. 
5.  "4500/12X49X0.707=10  inches. 

lifonn  spacing  of  10  inches  will  be  adopted. 
'  this  type  of  beam  the  maximum  intensity  of  vertical 
r  occurs  at  the  top  and  equals  /<  tan  a,  where  a  is  the  In- 
.tion  of  the  upper  surface  of  the  slab.    The  shearing  stress 
erefore  600X0.312  =  187  pounds  per  square  inch. 


Art.  158.  Design  of  Reinforced-Concrete 
Column  Footings 

le  stresses  in  a  reinforced-concrete  footing  for  a  column  are 
more  to  fiat-slab  action  than  to  beam  action  and  hence  are 
h  less  determinate  than  in  the 

footing.    However,  the  stresses 

be  approximately  analyzed  by 
:r  flat-slab   or  beam   formulas. 

former  method  is  not  entirely 
factory,  due  partly  to  the  neces- 

approximations  of  any  formulas 

d    on    the    theory   of    the   fiat 

;,  and  partly  to  the  tedious  com- 

tions   involved   unless  specially 

ared  tables  or  diagrams  are  used, 

an  example  of  the  design  of  a 

ng  based  on  the  flat-slab  prin- 

;  see  page  644  of  the  second  edition  of  Taylor  and  Thomp- 

s  Concrete,  Plain  and  Reinforced. 

here  beam  formulas  are  used  it  is  generally  assumed  that 

section  of  maximum  bending  moment  and  shear  is  at  the 

r  face  of  the  column.     If  the  footing  has  a  two-way  rein- 

;ment  the  stress  cannot  be  uniformly  distributed  over 

section.     For  instance,  looking  at  Fig.  158  a,  the  load  from 

soil  at  point  c  will  evidently  go  to  the  column  through  dc 
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acting  as  a  cantilever  beam.    On  tiie  other  hand  a  part  of  tht 
load  at  a  will  first  go  to  some  point  as  c  through  ac  acting  ais  a 
beam,  and  the  balance  to  some  point  as  b  through  ab  acting  as 
a  beam.    The  part  which  goes  to  c  will  then  go  to  d  through 
cd  acting  as  a  beam,  while  the  part  which  goes  to  b  will  go  to  e 
through  be  acting  as  a  beam.    Thus  it  is  evident  that  the  stress 
along  the  plane  A-A  will  vary  from  a  maximum  at  the  column 
face  to  a  minimum  near  the  sides  of  the  footing. 

From  experiments  made  in  the  testing  laboratory  at  the 
University  of  Illinois,  A.  N.  Talbot  summarizes  the  proper 
method  of  design  as  follows:  ^" For  footings  having  projec- 
tions of  ordinary  dimensions,  the  critical  section  for  the  bending 
moment  for  one  direction  (which  in  two-way  reinforced  con- 
crete footings  is  to  be  resisted  by  one  set  of  bars)  may  be  taken 
to  be  at  a  vertical  section  passing  through  the  face  of  the  pier. 
In  calculating  this  moment,  all  the  upward  load  on  the  rectangle 
lying  between  a  face  of  the  pier  and  the  edge  of  the  footing 
is  considered  to  act  at  a  center  of  pressure  located  at  a  point 
halfway  out  from  the  pier,  and  half  of  the  upward  load  on  the 
two  corner  squares  is  considered  to  act  at  a  center  of  pressure 
located  at  a  point  six-tenths  of  the  width  of  the  projection  from 
the  given  section.  .  .  . 

*^With  two-way  reinforcement  evenly  spaced  over  the  foot- 
ing, it  seems  that  the  tensile  stress  is  approximately  the  same 
in  bars  lying  within  a  space  somewhat  greater  than  the  width 
of  the  pier  and  that  there  is  also  considerable  stress  in  the  bars 
which  lie  near  the  edges  of  the  footing.  For  intermediate 
bars  stresses  intermediate  in  amount  will  be  developed.  For 
footings  having  two-way  reinforcement  spaced  uniformly  over 
the  footing,  the  method  proposed,  for  determining  the  maxi- 
mum tensile  stress  in  the. reinforcing  bars,  is  to  use  in  the  cal- 
culation of  resisting  moment  at  a  section  at  the  face  of  the 
pier  the  area  of  all  the  bars  which  lie  within  a  width  of  footing 
equal  to  the  width  of  pier  plus  twice  the  thickness  of  footing, 
plus  half  the  remaining  distance  on  each  side  to  the  edge  of  the 
footing.     This  method  gives  results  in  keeping  with  the  results 

'  Bulletin  No.  67,  Engineering  Experiment  Station,  University  of  niinois. 
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of  tests.  When  the  spacing  through  the  middle  of  the  width 
of  the  footing  is  closer,  or  even  when  the  bars  are  concentrated 
in  the  middle  portion,  the  same  method  may  be  appUed  without 
serious  error.  Enough  reinforcement  should  be  placed  in  the 
outer  portion  to  prevent  the  concentration  of  tension  cracks  in 
the  concrete  and  to  provide  for  other  distribution  stresses. 

"The  method  proposed  for  calculating  maximum  bond  stress 
in  column  footings  having  two-way  reinforcement  evenly  spaced, 
or  spaced  as  noted  in  the  pre- 
ceding paragraph,  is  to  use  the 
ordinary  bond-stress  formula, 
and  to  consider  the  circumfer- 
ences of  all  the  bars  which  were 
used  in  the  calculation  of  tensile 
stress,  and  to  take  for  the  exter- 
nal shear  that  amount  of  upward 
pressure  or  load  which  was  used 
in  the  calculation  of  the  bending 
moment  at  the  given  section," 
In  the  preceding  discussion  the 
slab  is  assumed  to  have  a  hori- 
zontal upper  surface. 

Design  of  a  Four- Way  Re- 
inforced Footing. — A  footing 
with  four-way  reinforcement 
(Fig.  158J)  is  more  susceptible 
of  a  rational  analysis  than  the  two-way  reinforced  foot- 
ing. Tests  by  A.  N.  Talbot  (see  previous  reference)  show 
that  this  type  gives  a  somewhat  stronger  footing  than  the 
two-way  type. 

Assuming  the  load  to  be  210000  pounds  and  the  allowable 
bearing  on  the  soil  3000  lbs.  per  sq.  ft.,  the  area  of  the  footing 
will  be  210  000/3000  =  70  sq.  ft.  A  baseS  feet  6  inches 
square  will  be  used.  The  column  base  will  be  assumed  as  20 
inches  square. 

In  this  design  the  part  ABCD  in  Fig.  158  b  will  be  assumed 
to  act  as  a  free  cantilever  about  CD,  as  will  also  ABEF,  ABGH 
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and  ABKL  about  EF,  GH  and  KL  r^pectively;  in  otha 
words,  it  will  be  assumed  that  there  is  no  stress  on  the  planes 
AD  and  BC,  Dividing  the  horizontal  distance  between  AB 
and  DC  into  four  equal  parts  by  the  lines  61, 62  and  6|,  the  lengths 
of  the  lines  60,  61,  62,  63  and  64  are  respectively  8.50,  6.79,  5.08, 
3.37  and  1.67  ft.  Let  -4i,  ^2,  Az  and  Ai,  represent  respectively 
the  areas  of  the  base  of  the  footing  to  the  right  of  the 
b  lines  of  the  corresponding  subscripts,  then  their  values  will 
beili=  6.54,  il2=ii.6,  il8  =  15.2  and  il 4  =  17.35,  all  expressed 
in  square  feet. 

The  upward  pressure  from  the  soil  is  210  000/(8.5)*= 2910 
lbs.  per  sq.  ft.  The  shears  on  the  sections  61,  62,  63  and  J4  are 
respectively  19  000,  33  000,  44  200  and  50  500  pounds.  The 
moment  of  the  upward  pressure  to  the  right  of  and  about  Ji 

2X8.5  +  6.79  0.854    w  ,u     •  TU. 

IS   ig  oooX  — — '- X  — —  Xi2  =  ioiooo    Ib.-m.    The 

8.5+6.79  3 

moments  of  the  forces  to  the  right  of  and  about  62,  hi  and  J4 
are  respectively  376000,  775000,  and  i  267000  Ib.-in.  Using 
an  allowable  unit  stress  for  the  rods  of  16000  lbs.  per  sq.  in. 
and  for  the  concrete  of  650  cos^  a  =  500  (approximately)  lbs. 
per  sq.  in.,  in  which  a  is  the  angle  made  by  the  upper  surface 
with  the  horizontal,  the  values  of  d  as  given  in  the  [formula 
d  =  M/{Rb)  are   ^1  =  4. 2,  ^2  =  9.3,  ^3=16.4  and  ^4=29.8  in. 

Using  the  formula  A=M/{fJd)  to  get  the  required  area  of 
cross-section  of  steel  at  61,  62,  63  and  64,  the  respective  values 
are  1.69,  2.83,  3.30  and  2.97  sq.  in.  Assuming  12  square 
twisted  rods,  the  required  area  of  each  one  is  3.30/12=0.275 
sq.  in.  A  iVinch  rod  furnishes  an  area  of  0.316  sq.  in.  The 
rods  will  be  placed  as  shown  in  Fig.  1586,  each  layer  being 
1 1  in.  above  the  one  below  it. 

The  ordinates  to  the  curved  line  in  Fig.  1586  represent  the 
required  depths,  but,  as  shown  in  the  same  illustration,  the 
depths  adopted  will  be  greater  than  these. 

The  bond  stresses  as  given  by  the  formula  u={Sd—M  tan  a)/ 
(jd^Xo)  are  48,  50,  44  and  36  lbs.  per  sq.  in.  for  the  sections 
bi,  62,  bzj  and  64  respectively. 

The  maximum  unit  shear  is /^  tan  a  =  500X0.586  =  293  lbs. 


•- J 


.Aht.  159         CONCRETE  SPREAD  FOUNDATIONS  48 1 

per  sq.  in.  This  is  a  rather  high  value  but  as  it  occurs  at  the 
point  of  maximum  compression  and  so  does  not  develop  a 
heavy  diagonal  tension,  it  may  be  considered  safe. 

Assuming  that  the  concrete  takes  no  direct  tension  the 
maximum  diagonal  tension  for  each  section,  as  given  by  the 
formula  t={Sd—M  tan  a)/{bjd'^),  is  /i  =  i6,  ^2  =  22,  tz  =  2g  and 
^4  =  48  lbs.  per  sq.  in.  Hence  stirrups  are  required  for 
only  a  short  distance  from  the  face  of  the  column.  The 
method  of  design  of  the  same  is  treated  in  Art.  157  and  will 
not  be  repeated  here.    ^ 

The  design  of  the  slab-and-beam  type  of  footing  follows 
closely  the  method  of  design  of  slabs  and  beams  in  building 
construction.  The  slab  serves  as  a  beam  to  carry  the  load 
from  the  soil  to  the  beam,  the  span  being  taken  as  the  distance 
center  to  center  of  beams;  and  the  latter,  acting  as  cantilevers, 
carry  it  to  the  column.  Where  the  beams  have  constant  cross- 
sections  the  formulas  for  stresses  as  derived  in  any  standard 
treatise  on  reinforced  concrete  are  applicable,  and  where 
tapered,  the  formulas  given  in  Art.  157  may  be  used.' 

Where  one  footing  serves  for  two  columns,  the  method  of 
obtaining  the  shape  of  footing,  as  well  as  the  shears  and  bending 
moments,  is  similar  to  that  for  the  I-beam  grillage  (Art.  154), 
while  the  standard  formulas  are  applicable  in  finding  the  stresses. 
On  page  647  of  the  second  edition  of  Taylor  and  Thompson's 
Concrete,  Plain  and  Reinforced,  an  example  of  this  type  of  foot- 
ing is  worked  out. 

Art.  159.     Concrete  Spread  Foundations 

Two  standard  forms  of  the  reinforced-concrete  spread  foot- 
ings used  for  the  column  foundations  of  a  railway  terminal  sta- 
tion at  Atlanta,  Ga.,  are  shown  in  Fig.  1590.  The  one  illus- 
trated on  the  left  was  used  for  20  X  24-inch  columns  and  was 
in  the  form  of  a  truncated  pyramidal  slab  reinforced  with 
bars  and  stirrups.  The  one  shown  on  the  right  was  of  the 
beam-and-slab  type.  The  details  are  sufficiently  shown  to 
require  no  explanation. 
31 
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The  125-foot  concrete  block  chimney  for  the  S(.  Joseph's 
Home,  Chicago,  was  founded  on  a  blue  clay,  the  base  of  the 
foundation  extending  about  5  feet  below  the  surface  of  the 
ground.  The  footing,  shown  in  Figs.  1596  and  c,  consists 
of  a  circular  slab  24  feet  in  diameter  and  10  inches  thick,  on 
which  is  built  a  box  with  a  square  outer  surface  8  feet  3  inches 
on  a  side,  and  with  an  octagonal  inner  surface  about  6  feet  7 


li'linkalllaai 


inches  between  opposite  faces.  The  box  is  about  4  feet  high. 
'"From  either  corner  of  this  box  extends  a  series  of  eight 
cantilever  ribs  reaching  approximately  to  the  outer  edge  of  the 
slab  as  shown  in  the  accompanying  view.  These  cantilever 
ribs  are  each  14  inches  wide,  4  feet  deep  at  the  box  and  slope 
off  uniformly  to  a  width  of  8  inches  at  the  top  of 

'  EnRinccring  Record,  vol.  65.  page  636,  June  8,  tijii. 
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Their  effective  depth  is  virtually  4  feet  plus  the  effective  d^^tii 
of  the  slab,  as  they  are  built  integral  with  it;  and  their  r«ii- 
forcement,  which  consists  of  i-inch  round  bars  and  i-inch  ^^.'ei- 
tical  stirrups,  extends  up  from  the  lower  surface  of  the  slab:^,  as 
shown  in  the  accompanying  drawing.     The  base  is  thus  11^    iili 

up  of  a  series  of  slabs,  each  supported  by  the  adjacent  ca nti- 

lever  ribs  and  reinfo^r-ced 
with  |-inch  round  fcnars 
spaced  according  to  the 
position  of  the  slab  in  the 
base.  That  portion  of 
the  base  enclosed  at  the 
center  is  reinforced  w^th 
a  double  system  of  }-S.  nch 
round  bars,  spaced.  6f 
inches  on  centers." 

Fig.  i$gd  illustrates^  a 
reinforced-concretefoo  'ting 
%'har/infl  on  a  pile  foundation,  Iffig- 
I5gc  represents  a  n^^^vel 
type  of  foundation  i_jased 
for  a  loft  building  in  '7~^ev 
York  City.  There  v^-m 
three  lines  of  columns,  t*'o 
lines  of  wall  columns  and 
one  line  through  the  ^^en- 
ter.  The  foundation  T>re- 
Fic.  .5Q</.--Cui«mni-ooimKof  Rdnforccd    gentcd    Something     o^  a 

Cuni-Tfti!  Supported  bv  I'rc-moljcd  Concrclc  "  , 

Piles.  problem  because  the        ad- 

juining  structure  re  ^^ted 
on  a  pile  foundation,  which  the  architect  feared  was  in  a  ^:doot 
condition.  On  account  of  the  desire  not  to  be  forced  t»  the 
expense  of  underpinning  this  adjoining  building,  a  deep  foum^da- 
tion  was  out  of  the  question.  The  simple  spread  footing  c*3ul<' 
not  be  used  for  the  wall  columns  because  of  lack  of  space.  -A* 
finally  constructed,  the  foundation  consisted  of  a  solid  froinie- 
work.  of  reinforced-concrete  beams. 
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le  special  feature  of  the  cantilever  construction  is  that 
cross-beam  and  a  portion  of  each  longitudinal  beam 
T-section,  the  center  of  gravity  of  which  is  the  same 
;enter  of  gravity  of  the  column  loads  plus  the  weight  of 
^  wall.  Thus,  looking  at  Fig.  159c,  it  will  be  seen  that 
:he  load  coming  on  the  column  in  the  center  of  the  build- 
thc  whole  load  coming  on  a  wall  column  and  the  wall 


j^z'  Ms^'^    ~v-a' 


jacent  to  that  column  is  carried  on  that  portion  of  the 
icrete  beam  and  the  cross-beam  there  shown,  and  that 
ter  of  gravity  of  these  loads  is  the  same  as  the  center 
ty  of  the  T-bcam  formed  by  the  side  beam  with  the 
rse  beam  going  at  right  angles  from  it.  The  variation 
loads  and,  consequently,  in  the  centers  of  gravity,  re- 
in different  shapes  and  sizes  of  the  supporting  beams." 
neering  News,  vol,  6S,  page  995,  Nov.  iS,  1912. 


4S6 


SPK£AD  FOr>a>ATIONS 


CSAP.XV 


Reinforced-coDciete  ^read  foundations  covering  the  wlibte 
area  of  the  basement  were  used  for  the  factories  of  Herman 
Behr  &  Co.,  and  W.  H.  Sweeney  Mfg.  Co.,  Brooklyn,  N.  "^. 
Fig.  150/*  shows  the  details  for  the  fiist-named  factory.  Tlus 
raft  foundation,  which  was  of  the  beam-and-slab  type,  had  a  &Xa.h 
thickness  of  i  foot  and  a  beam  thickness  of  3  feet  The  bea^xns 
formed  continuous  lines  under  the  outer  wall  and  along  the  cen- 
ter line  of  thecolumns  lengthwise  of  the  building,  the  column S|>ac- 
ing  being  16  feet  10  inches  longitudinally  and  approximatc/y 
rgj  feet  transversely.    These  beams  were  5  feet  wide  under  tie 


159/, — S[ire;id  Foundation, 


;9g, — Spread  Foundat 


walls  and  6  feet  wide  under  the  columns.     The  intervening 
space  between  beams  was  brought  up  nearly  to  surface  level 
by  a  dirt  fill,  and  a  finished  concrete  floor  was  laid  over  the 
whole  area.     As  shown  in  the  illustration  the  reinforcement  for 
the  I  r  inch  slab  consisted  of  transverse  bars  i  inch  square, 
spaced  5  inches  on  centers  and  3  inches  from  the  top  of  the  slab.     - 
The  beams  under  the  columns  were  reinforced  with  eleven  -« 
li-inch  square  bars  near  the  upper  surface,  the  five  center  bars.^ 
being  carried  through  straight  and  the  six  outside  bars  bentc* 
down  under  the  ct>lumn. 

The  foundation   of   the   VV.   H.   Sweeney   Mfg.   Company'^ 
faclor>'  consisted  of  a  slab  o\er  the  whole  area  surmounted  by  '^ 
trumatfd  pyramidal  slabs  under  all  the  columns  and  a  trapt 
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Wh^..  .aS^-'-Ti-JJ^    I  dation    of   Wai 


Reinforced-concrete  Arch  Foun- 
'arehouse    at  41S-416  West  asth 
Street,   Now  York  City. 


\ 
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zoidal-shaped  slab  under  the  wall,  as  shown  in  Fig.  159;.  The 
columns  were  spaced  approximately  16  feet  on  centers  m  both 
directions.  The  column  footings  were  raised  2  feet  6  inches 
above  the  top  of  the  raft  slab  and  the  latter  was  reinforced 
with  six  lines  of  rods  about  i^  feet  on  centers,  and  laid  m  both 
directions  along  the  center  lines  of  the  columns.  Furth»  rein- 
forcement was  used  in  the  bottom  of  the  slab  under  the  columns 
and  walls,  as  shown  in  the  illustration. 

The  inverted  arch  foundation  of  reinforced  concrete  as  used 
for  a  building  in  New  York  City  presents  an  unusual  type  of 
spread  foundation.  Its  adoption  was  due  to  the  necessity  of 
having  a  very  shallow  foundation.    The  limit  of  depth  fixed 


SecT«NV-Y 
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SecTKmA  A 


Fig.   1591. — Cellar  Floor  Sections  Showing  Grillage  Beams  and  Reinforced-Concrete 

Girders,    Pope    Building.    Cleveland,    O. 


by  the  architect  was  not  sufficient  for  isolated  reinforced-con- 
crete  footings,  and  as  steel  I-beam  grillages  would  have 
cost  about  25  percent  more,  the  inverted  arch  form  was 
used.  The  arches  ran  in  both  directions  between  columns  as 
shown  in  Fig.  159/?.  They  were  12  inches  deep  at  the  crown 
and  42  inches  deep  under  the  cast-iron  column  bases,  and  varied 
from  4  to  s  feet  in  width.  The  reinforcement  consisted  of  J- 
inch  round,  straight,  corrugated  bars  in  the  bottom,  spaced 
6  inches  on  centers,  and  i|-inch  bent  bars  in  the  top,  spaced 
the  same  distance.  All  end  spans  were  made  of  rectangular 
or  T-shaped  concrete  beams,  to  provide  for  the  thrust  in  the 
adjoining  arches.  For  further  details  see  Engineering  News, 
vol.  66,  page  763,  Dec.  28,  191 1. 

In  the  foundation  for  the  Pope  Building,  Cleveland,  Ohio,  a 
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combination  of  a  steel  grillage  and  a  reinforced-concrete  raft 
foundation  was  used.     The  material  upon  which  the  founda- 
tion was  placed  consisted  of  a  few  feet  of  quicksand  overlying 
clay.     As  the  sides  of  the  lot  were  enclosed  by  a  permanent 
steel  colBFerdam  extending  well  down  into  the  clay,  the  quick- 
sand was  not  subject  to  outside  disturbance,  and  hence  made  a 
satisfactory  cushion.     A  6-inch  layer   of  concrete  was  first 
spread  over  the  bottom  and  covered  with  tar  and  felt  water- 
proofing, after  which  a  1 6-inch  layer  of  concrete  was  placed 
on  the  waterproofing.     On  this  were  located  the  I-beam  gril- 
lages, as  shown  in  Fig.  159^,  section  A- A  being  taken  at  right 
angles  to  the  street  and  section  Y-Y  parallel  with  the  street. 
The  grillages  were  made  of  two  tiers  of  24-inch  I-beams,  each 
supporting  a  single  column.     In  all  the  intermediate  spaces 
the  concrete  floor  slab  was  reinforced  with  rods,  thus  providing 
for  the  distribution  of  the  column  loads  over  the  entire  bottom. 


CHAPTER  XVI 

UNDERPINNING  BUILDINGS 

Art.  i6o.     Needle-Beam  Underpinning 

The  technical  term  underpinning  is  used  to  denote  the  placiin^ 
of  new  foundations  or  supports  under  existing  structures.     -A.s 
an  engineering  art  and  science  this  work  has  been  developed 
almost  entirely  in  a  few  large  cities,  notably  New  York,  Chicag'c 
and  Boston.     In  New  York  the  subways  and  the  moder-n 
'sky-scraper, '  with  its  foundations  carried  far  below  those  c^f 
surrounding  structures,  have  compelled  the  placing  of  new  an-  ^ 
deeper  foundations  for  many  buildings.     Some  of  these  unde^^" 
pinned  buildings  have  wall  loads  as  high  as  45  tons  per  linear— -^ 
foot  and  column  loads  of  300  tons  or  more.     The  underpinnin  _  8 
of  such  heavy  buildings  requires  great  skill  and  care,  for  it  mu^^^^ 
be  done  in  such  a  manner  that  no  settlement  occurs;  witfc^ 
the  mechanical  equipment  of  the  modern  office  building,  sucB- 
as  elevators,  motors,  engines,  etc.,  a  very  slight  diflFerentia^^^ 
settlement  often  causes  trouble.     Moreover,  the  work  mirs 
often  be  done  hastily  and  in  a  limited  space. 

The  two  general  methods  of  underpinning  are:  First,  the  us* 
of  needle-beams  to  support  the  structure  temporarily,  afte- 
which  the  old  foundations  are  removed  and  new  ones  place 
and  second,  the  use  of  vertical  cylinders  (without  temporarily  ^^y 
supporting  the  structure)  in  the  plane  of  and  under  the  wallr  s, 
carried  down  to  solid  bearing. 

The  needle-beam  method  of  underpinning  may  be  call^^^ 
the  indirect  method  since  the  function  of  the  needle-beams       is 
merely  to  take  the  loads  temporarily  from  the  old  foundati^o/? 
to  permit  removing  the  latter  and  the  building  of  new  founc3a- 
tions.     This  method  is  the  older  and  more  widely  used,  hting 
universally  applied  where  the  new  foundation  is  of  a  simp/e 
type  and  not  carried  to  a  great  depth. 
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irbe  fundamental  principle  of  the  needle-beam  method  con- 
"fe  in  cutting  holes  through  the  walls  of  the  building  at  inter- 
.Is  of  from  3  to  10  feet  or  morcj  depending  somewhat  on  the 
r  eogth  of  the  walls,  and  placing  wooden  or  steel  beams  through 
ese  openings.     The  ends  of  the  beams  are  held  on  temporary 


.—Second  Step. 


ipports  placed  at  a  sufficient  distance  from  the  wall  to  permit 
;caTation  and  reconstruction  work  to  be  carried  on  under  the 
all.  The  needles  are  raised  by  placing  jacks  under  the  ends 
the  beams  until  they  take  bearing  on  the  wall  and  thus  lift 
le  latter  from  its  old  foundation. 


Pio    160C — Third 


Fourth  Step. 


Figs.  i6oa-d  illustrates  the  general  method  used  in  under- 
nning  the  Cross  Building,  New  York  City.  '"The  first  step 
as  to  cut  through  the  old  brick  wall,  which  was  56  inches  thick, 
*  Enginectiog  News,  vol  68,  page  1134,  Dec.  ig,  1913. 
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an  opening  large  enough  to  allow  the  entering  of  the  needle- 
beams,  made  up  of  four  24-inch  I-beams.  .  .  .  The  needles, 
which  were  spaced  about  6  feet  apart  along  the  wall,  were 
supported  on  the  inside  of  the  old  building  by  blocks  placed  on 
the  concrete  cellar  floor,  and  on  the  outside  by  blocks  supported 
on  the  earth  immediately  alongside  the  wall.  Sheathing  was 
then  driven  outside  of  the  blocks,  and  an  excavation  made  to 
solid  rock.  On  this  rock  a  rough  concrete  footing  was  placed 
and  12  X  12-inch  posts  erected  to  carry  the  outside  end  of  the 
needle-beams,  the  needle-beams  then  being  supported  on  the 
inside  by  blocking  on  the  concrete  pavement  and  on  the  out- 
side by  heavy  posts  on  a  solid  concrete  footing.  Shims  were 
driven  in  under  the  brick  wall  for  support  and  sheathing 
driven  on  the  inside  of  the  old  building,  as  shown  in  Fig. 
160c,  Excavation  was  then  made  under  the  brick  walls  to 
rock  bottom,  and  the  entire  old  footing  removed.  A  new  con- 
crete footing  was  placed  on  this  rock  bottom." .  .  . 

Oftentimes  conditions  make  it  impossible  to  occupy  the  space 
on  both  sides  of  the  wall,  the  space  on  the  inside  being  perhaps 
occupied  by  a  store  or  storage  room;  or  the  space  on  the  out- 
side is  taken  up  with  other  construction  work.  In  either  case 
the  method  just  described  must  be  modified.  One  way  of 
avoiding  interior  work  is  to  use  the  figure-4  needle-beam  as 
described  in  Art.  164.  A  number  of  arrangements  may  be  em- 
ployed to  avoid  occupying  space  outside  the  wall,  among  which 
the  most  widely  used  is  the  cantilever  needling  plan  described 
in  Art.  163;  another  scheme  uses  needle-beams  of  the  regular 
type  at  considerable  distances  apart,  the  intermediate  needles 
having  their  outside  ends  bearing  on  a  truss  or  girder,  parallel 
and  close  to  the  wall  on  the  outside,  the  ends  of  the  truss  or 
girder  bearing  on  the  regular  needles.  This  method  materially 
reduces  the  space  used  on  the  outside. 

Design  of  Needle-Beams. — Probably  the  most  difficult 
feature  in  the  design  of  a  needle-beam  system  lies  in  estimating 
the  load  on  any  particular  member.  The  rest  of  the  design  is 
a  matter  of  elementary  mechanics  and  needs  no  discussion  here. 
The  total  weight  of  the  structure  to  be  supported  can  usually 
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be  approximated  with  sufRcieht  accuracy;  if  the  needle-beams 
are  spaced  at  equal  distances  apart,  it  will  ordinarily  be  assumed 
that  all  take  the  same  load.  To  make  this  a  fact,  care  should 
be  exercised  to  have  all  jackscrews  raised  the  same  amount. 
A  good  scheme  is  to  have  one  or  two  men  do  all  this  work,  giv- 
ing each  jackscrew  perhaps  half  a  turn  at  a  time. 

Art,  i6t.     Examples  with  Needle-Beams 

Needle-beams  are  usually  supported  in  one  of  the  following 
ways:  First,  by  struts  resting  on  concrete  bases;  second,  on 
piles;  or  third,  on  cribbing  built  on  the  surface  of  the  ground. 
The  first  method  is  satisfactory  where  the  loads  are  not  unduly 
large  and  where  good  bearing  can  be  obtained;  it  also  takes 
up  the  least  space.    Where  the  ground  is  soft  a  pile  foundation 


Fio.  ifiia. — Underpinning  with  Needle  Beams  and  Pile  Bents. 

is  the  only  satisfactory  method  of  insuring  absolute  stability. 
The  crib  form  may  be  used  where  the  loads  are  large  and  must 
be  distributed  over  a  considerable  area  of  the  ground.  Fig. 
i6od  illustrates  the  strut  method  of  support,  the  details  of 
which  are  described  in  Art.  i6o. 

Fig.  i6ia  shows  the  details  of  the  method  used  for  under- 
piimiiig  buildings  adjacent  to  the  Adams  Express  Building, 
New  York  City.  Here  the  inside  ends  of  the  needles  were 
sut^rted  on  blocking  resting  on  the  cellar  Soor,  while  the 


'",  suP/^"'\/.airtfl?'"'''"'^'"^^"*^  i2Xi2-inch  timbers, 


^pil^b^ts. 


la  Quicksiind,  Sar^imt   Buililinr. 


Fig.  1616  illustrates  the  form  of  needling  which  uses  on|>- 
cribwork  for  its  support.  The  needle-beams,  of  which  there 
are  four,  support  a  300-ton  column.  '  "The  first-floor  beams 
were  blocked  and  wedged  up  on  the  girders  close  to  the  columni, 

'EngiDeering  Record,  vol.  61,  page  649,  May  14,  igio. 
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and  sills  were  laid  across  them  on  the  first  floor  adjacent  to 
the  column  to  receive  two  pairs  of  posts  wedged  to  bearing  on 
the  under  side  of  the  box  girder  close  to  the  column.  The 
wedges  were  driven  and  the  jacks  operated  to  take  the  floor 
and  wall  loads  from  the  column  to  the  cribbing  and  to  compen- 
sate for  any  settlement  of  the  latter." 

Fig.  162a  shows  the  method  of  underpinnmg  the  Benedict 
Building,  New  York  City.  The  needle-beams  rested  on  struts 
on  the  outside  and  cribbing  on  the  inside.  Holes  about  5 
feet  apart  were  first  cut  in  the  wall  and  into  these  holes  were 
inserted  needle-beams  composed  of  15-inch  I-beams  in  groups 
of  three,  each  group  being  tied  together  with  iron  yokes  at  both 
ends.  On  the  outer  end  of  the  needle-beams  two  20-ton  jack- 
screws  rested  on  two  12  X  12-inch  vertical  posts  and  took 
bearing  against  horizontal  steel  plates  on  the  lower  flanges 
of  the  I-beams.  The  posts  took  bearing  at  their  lower  ends 
on  sXs-foot  grillages  of  12  X  12-inch  timbers  resting  on  the 
concrete  footing. 

Art.  162.     Supporting  Wall  below  Beams 

With  the  needle-beam  method  of  underpinning  it  is  usually 
impracticable  to  support  the  wall  from  below  the  old  founda- 
tion. For  this  reason,  if  the  new  foundation  is  to  be  con- 
structed only  up  to  the  old,  it  becomes  necessary  to  use  some 
special  method  of  supporting  the  wall  and  old  foundation 
below  the  needling. 

In  the  case  of  the  Benedict  Building,  Fig.  162a,  this  was 
done  as  follows:  ^  "Narrow  excavations  were  made  between  the 
old  wall  and  the  sheeted  pits,  and  the  latter  were  braced  against 
the  face  of  the  masonry  as  the  excavation  proceeded.  When  it 
reached  the  bottom  of  the  old  footing,  small  drifts  were  extended 
imder  it  and  in  them  'springing  needles',  each  consisting  of 
a  pair  of  12X  12-inch  horizontal  timbers  bolted  to  the  verti- 
cal shores,  were  inserted  with  their  ends  bearing  against  the 
bottom  of  the  old  footing.    Vertical  chains  with  turnbuckle 

>  Engineering  Record,  vol  55,  page  267,  March  2,  1907. 
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adjustments  were  attached  to  the  I-beam  needles  above,  close 
to  the  face  of  the  wall,  and  engaged  the  springing  needles, 
formed  fulcrums  for  the  latter  which  acted  as  cantilevers  sup- 
porting the  footing  below  the  main  needle-beams.    A  vertical 
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strut  was  in.sertcd  between  the  ends  of  the  springing  beams 
and  the  I-beam  needles  to  relieve  the  connection  to  the  vertical 
shores  and  take  the  upward  cantilever  reaction." 
Fig.  162b  illustrates  another  method  for  a  suspended  sup- 
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port  for  the  footing.  '"A  steel  bearing  plate  was  seated  across 
the  top  flanges  of  each  pair  of  I-beams  and  gave  bearing  for 
the  nuts  on  the  upper  ends  of  two  2-inch  vertical  rods  about 
7  feet  long.  The  nuts  on  the  lower  ends  of  these  rods  engaged 
a  cross  plate  or  saddle,  forming  a  fulcrum  for  an  S-inch  hori- 
zontal cantilever  I-beam  10  feet  long.  The  long  arms  of  the 
cantilever  reacted  upward  against  some  of  the  I-beam  stringers 
supporting  the  outer  ends  of  the  needle-beams.     The  short 


iSab.— ^uBpended  Support  fur  Footing 
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arms  took  bearings  about  2  feet  long  on  the  under  side  of  the 
old  concrete  footing,  supporting  it  across  the  thickness  of  the 
wall,  so  that  when  undermined  by  the  excavation  for  the  new 
foundation  the  old  footing  looked  in  cross-sections  like  a 
cantilever  projecting  about  2  feet  beyond  the  inner  face  of  the 
wall  and  proved  strong  enough  to  resist  the  bending  moment 
thus  developed." 


Akt.  163.     The  Cantilever  Method 

Where,  for  some  reason,  the  work  cannot  be  carried  on  from 
both  sides  of  the  wall,  the  cantilever  method  may  be  employed. 
The  possible  modifications  of  this  method  are  many,  but  two 
examples  are  illustrated  to  show  the  fundamental  principles. 
In  the  construction  of  the  present  building  at  No.  42  Broad- 
K  Record,  vol.  56,  poge  348,  Sept.  28,  1907. 
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way,  New  York  City,  it  was  necessary  to  sink  caissons  dose 
to  the  seven-story  building  then  occupying  the  site  of  No.  44 
Broadway.  In  order  not  to  delay  the  sinking  of  the  caissons 
it  became  necessary  to  avoid  supporting  some  of  the  needle- 
beams  on  the  site  of  No.  43.  For  this  reason  the  scheme  shown 
in  Fig.  163a  was  adopted, 

'"Two  groups  of  five  20-inch  I-beams,  30  feet  long  and  21 
feet  apart  in  the  clear,  were  put  through  the  foot  of  the  wall 


yFci^httil    XrcdiG    Beams  and   Giril>!rs,   for    Building 
Broadway,  Ntw  York  City. 


at  right  angles  and  supported  on  cribwork  and  jacksaews 
at  both  ends.  In  building  No.  44  there  Were  suspended  from 
both  groups  dose  to  the  wall,  four  24-inch  I-beams  30  feet 
long  carried  on  yokes  screwed  up  close  to  the  under  side  of 
the  needle  girders.  These  beams  served  as  a  fulcrum  to  sup- 
port three  sets  of  four  20-inch  cantilever  I-beams  each.  These 
'  EnRinemng  Rocord,  vol.  48,  page  f)()3,  Dec.  5,  1903. 
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cantilevers  were  located  in  the  center  and  at  both  ends  of  the 
section  of  the  wall  included  between  the  needle  girders  so  as  to 
leave  about  equal  space  between  them.  They  converged  in  No. 
44  where  a  platform  was  built  on  their  extremities  and  loaded 
with  pig  iron  to  form  a  counterweight  against  the  upward 
reaction.  The  wall  was  supported  on  the  needle  girders  and  on 
the  ends  of  the  cantilevers  by  double  rows  of  special  20-ton 
jackscrews." 

An  example  of  underpinning  in  which  all  the  supporting 
was  done  from  the  inside,  in  order  not  to  interfere  with  con- 
struction work  carried  on  outside,  is  shown  in  Fig.  1636.  The 
needle-beams,  with  their  ends  inserted  in  holes  in  the  wall, 
were  fulcrumed  on  jackscrews  5  feet  from  the  inside  face  of 
the  wall.  The  beams  took  bearing  on  blocks  of  wood  which 
were  bored  at  each  end  for  a  4-inch  jackscrew  and  which  rested 
on  cast-steel  nuts  engaging  the  screws.  The  lower  ends  of  the 
screws  took  bearing  on  cast-steel  base  plates  seated  on  sills 
which  transmitted  the  load  to  a  timber  grillage.  Auxiliary 
supports  were  wedged  up  against  the  needles  to  take  the  load 
in  case  of  failure  of  the  jacks. 

The  wall  loads  were  transferred  to  the  needles  through 
timber  blocks  with  a  few  inches  of  cement  on  top  to  develop 
more  uniform  bearing.  The  sets  of  needles  were  spaced  9  or 
10  feet  apart,  but,  as  shown  in  Section  W-W,  Fig.  1636,  inter- 
mediate bearing  was  obtained  through  blocking  and  wedges 
resting  on  an  8  X  8-inch  horizontal  beam.  Supporting  tim- 
bers were  jacked  up  under  the  lower  flanges  of  the  needles  in  the 
plane  of  the  wall  as  a  precautionary  measure,  until  the  new 
foundation  was  ready  to  be  constructed. 

The  long  arms  of  the  cantilevers  reacted  against  the  main 
floor  girders  in  the  first  floor  through  blocking  and  wedges, 
and  were  further  held  down  by  cast-iron  ballast  and  by  anchor- 
ing to  the  piers  through  pairs  of  horizontal  I-beams.  The 
latter  engaged  recesses  in  the  piers  and  had  transverse  pieces 
across  their  bottom  flanges.  To  these  transverse  pieces  were 
attached  lengths  of  wire  rope  passing  up  over  the  blocks  on 
top  of  the  needles. 
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Art.  164.     Figure-Four  Needles 

The  methods  explained  in  the  last  article  are  used  where  it  is 
lecessary  to  avoid  using  space  on  the  outside  of  the  building. 
iVhere  there  is  no  available  space  on  the  inside,  the  figure-4 
nethod  is  generally  employed. 

Fig.  164a  shows  the  details  of  this  method  as  used  in  the  Bene- 
lict  Building,  New  York  City.  Pits  5  feet  square  and  about  6 
eet  on  centers  were  first  excavated  and  sheeted  to  about  30  feet 
>elow  the  curb,  and  on  the  bottom  a  3-foot  layer  of  concrete  was 
ilaced.  On  this  concrete  a  timber  grillage  was  erected  to  dis- 
ribute  the  load  from  a  12X  12-inch  shore  to  the  concrete  foot- 
ng.  The  lower  ends  of  the  shores,  which  were  about  30  feet 
ong,  took  bearing  against  short  horizontal  timbers,  the  latter 
n  turn  bearing  against  either  one  or  two  jackscrews  reacting 
Lgainst  foot  blocks.  The  upper  end  of  each  shore  was  sur- 
nounted  with  a  saddle  plate  and  wedges  and  was  notched  into 
he  wall.  The  saddle  plate  gave  bearing  to  i-inch  vertical  rod 
iuspenders,  to  the  lower  ends  of  which  were  fastened  turnbuckles 
ind  chains,  engaging  the  12  X  12-inch  needle-beams. 

The  springing  needles,  which  by  a  cantilever  action  took  the 
oad  from  the  wall,  were  placed  by  first  excavating  the  space 
between  the  sheeted  pits  and  the  wall.  The  outer  ends  were 
>olted  to  the  inclined  shores  and  took  bearing  against  reaction 
Jeats  above  them. 

To  take  the  weight  of  the  wall  from  the  old  footing  the  jack- 
MTews  were  first  operated  to  bring  the  shore  to  a  tight  bearing 
to  take  some  of  the  weight  of  the  wall  above,  after  which  the 
turnbuckles  were  screwed  up  until  the  remainder  of  the  weight 
rf  the  wall  was  transferred  to  the  system  of  needles. 

With  this  type  of  underpinning  a  very  stable  footing  must  be 
provided  for  the  lower  end  of  the  shore,  for,  whereas  with  the 
ordinary  form  of  needle  underpinning  a  part  of  the  weight  of 
the  wall  is  transferred  to  one  side  and  a  part  to  the  other,  here 
the  entire  weight  is  carried  to  one  side.  Another  condition  to 
guard  against  is  the  tendency  of  the  shore  to  push  in  the  wall  on 
account  of  the  horizontal  component  of  its  thrust.     This  hori- 
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zontal  force  is  ordinarily  not  large  and  almost  any  building  has 
sufficient  strength  to  withstand  it  if  the  shore  be  inserted  at  a 
floor  level,  thus  permitting  the  floor  system  to  transmit  it  to  all 
parts  of  the  building. 

Shores  or  Pushers. — As  an  auxiliary  to  other  methods 
shores  are  often  used  in  underpinning  work.  Fundamentally 
they  are  the  figure  4  needle-beams  without  the  vertical  rod 
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Fic.  164.:. — Showing  AsUbt  Face  Wall  a(  the  Farmers  Loan  &  Trust  Company's 
Buildmj  m  New  York  Cit) 

and  horizontal  needles,  and  as  a  result  they  can  take  only  the 
weight  of  the  wall  above  the  points  at  which  the  struts  are 
notched  into  them.  For  this  reason  the  use  of  shores  must  be 
combined  with  some  other  type  of  underpinning.  Fig.  1646 
shows  several  long  shores  inserted,  while  Fig.  164c  illustrates 
the  use  of  shorter  shores. 


Art.  165.    Placing  the  New  Foundation 

Ab  the  object  of  underpinning  is  the  protection  of  foundations 
from  bdng  undermined  through  the  excavation  of  adjacent 
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material  at  a  lower  level,  it  follows  that  in  general  only  those 
structures  havii^  shallow  foundations  will  require  underpinning. 
The  two  types  of  new  foundations  are  the  shallow  and  the  deep 
foundations.  The  former  consists  of  a  simple  masonry  or  con- 
crete footing,  or  of  a  spread  footing,  and  is  the  type  which  uses 
the  needle-beam  method  of  underpinning.  The  new  foundation 
is  placed  as  deep  as  the  new  excavation  is  to  be  made.  The  de^ 
foundation  includes  the  cylinder,  the  caisson  and  the  tubular 
pile  piers.  Masonry  and  concrete  footings,  as  well  as  spread 
footings,  are  described  in  Chap.  XV. 


Where  pier  systems  are  used,  it  is  customary  to  give  the  wall 
no  temporary  support  as  the  sinking  operations  deprive  the 
wall  of  but  a  small  section  of  bearing  at  a  time.  Conditions 
sometimes  are  such  that  it  is  advisable  to  temporarily  sup- 
port the  wall  on  needle-beams  before  sinking  the  piers.  Such 
is  the  case  where  the  wall  is  weak  or  is  too  light  to  take  the 
cylinder  rcaction.s. 

Fig.   i65(j  illustrates  a  case  in  which  steel  cylinders  were  useJ. 
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It  closely  resembles  the  Breuchaud  method  described  in  the 
following  articles,  the  essential  difference  being  that  here  needle- 
beams  were  used  temporarily  to  take  the  load. 

Horizontal  I-beams  recessed  into  the  face  of  the  wall  carried 
its  weight  to  the  transverse  24-inch  I-beams,  which  served  the 
double  purpose  of  carrying  the  weight  of  the  wall — thus  allow- 
ing deep  trenches  to  be  dug  under  the  same — and  of  furnishing 


reactions  for  sinking  the  sectional  steel  pipe  by  hydraulic  jacks. 
The  cylinders  were  sunk  to  solid  bearing,  filled  with  concrete 
and  capped  with  a  footing  wall  on  which  was  built  the  new  brick 
wall  to  connect  to  the  old  wall.  The  left-hand  illustration  shows 
a  single  cylinder,  and  the  right-hand  illustration  two  cylinders 
being  used. 

Fig,  1656  indicates  the  use  of  a  caisson  for  the  new  founda- 
tion of  a  column.  ' "  A  heavy  bracket  made  of  a  steel  plate  26 
inches  long  and  i\  inches  thick,  bent  at  right  angles,  was 

'Engineering  Record,  vol  49,  page  135,  Jan.  30,  1904. 
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secured  to  the  street  face  of  the  column  by  five  {-inch  stud- 
bolts.  Its  longitudinal  face  took  bearing  on  the  upper  flange 
of  a  24-inch  I-beam  needle  parallel  to  the  street  line  which  was 
supported  on  a  sill  in  the  siclewalk  vault  and  on  cribbing  in  the 
excavation  for  the  new  building.  The  granite  pedestal  was 
removed,  the  concrete  footing  torn  out  and  the  excavation 
carried  down  a  little  lower  to  receive  the  bottom  course  of  a 
timber  crib  or  caisson  36  inches  wide  and  42  inches  long  inside. 
This  course  consisted  of  four  4X  12-inch  oak  planks  set  edg^ 
wise,  and  having  their  lower  sides  beveled  to  a  cutting  edge. 
They  were  connected  at  the  corners  by  short  vertical  angles 
and  had  i-inch  tie-rods  with  countersunk  heads  in  the  direc- 
tion transverse  to  the  lot  line.  The  two  sides  parallel  with  the 
lot  line  had  mortised  joints  with  the  other  two  sides,  and  the 
frame  thus  formed  was  provided  with  vertical  oak  dowels  i 
inch  in  diameter  which  projected  from  the  upper  edge  to  lod 
it  to  the  succeeding  course. 

"Timbers  were  set  on  the  upper  edges  of  the  planks,  and 
two  30-ton  jacks  seated  in  the  middle  of  them  reacted  against 
the  granite  pedestal  which  was  inserted  between  their  tops 
and  the  base  plate.  A  laborer  with  a  shovel  and  scoop  exca- 
vated the  sand  from  the  interior  of  this  caisson  as  it  was 
forced  down  by  two  other  men  operating  the  hydraulic  jacks. 
When  the  jacks  had  made  a  full  stroke,  the  pedestal  was  sup- 
ported by  cross  pieces  temporarily  inserted  under  it  and  bear- 
ing on  needle  beams  and  sills.  The  jacks  were  then  released, 
another  course  added  to  the  caisson,  the  jacks  replaced,  the 
caisson  forced  down  and  excavation  continued  and  so  on/' 
.  .  .  When  the  caisson  was  sunk  to  place  the  bottom  of  the 
excavation  was  carefully  leveled  and  the  excavation  filled  vnth 
concrete  rammed  in  6-inch  layers. 

Akt.  166.    Joining  to  the  Old  Wall 

After  needling  the  wall  and  placing  the  new  concrete  founda- 
tion, brick  piers  are  built  upon  the  new  foundation  between  the 
needles  to  within  a  few  feet  of  the  bottom  of  the  old  wall.    On 
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these  piers  are  placed  pairs  of  cut  stones  of  the  same  length  and 
thickness  as  the  piers,  and  about  14  inches  high.  One  stone  sets 
loosely  on  the  other,  with  pairs  of  steel  wedges  between.  The 
brick  pier  is  then  continued  on  the  upper  stones  until  the  under 
side  of  the  old  wall  is  reached,  to  which  it  is  carefully  joined. 
The  wedges  are  then  driven  together  until  the  load  is  lifted 
from  the  needles,  after  which  the  latter  are  removed  and  the 
brickwork  of  the  wall  completed,  the  final  appearance  being 
that  shown  in  Fig.  165a.  The  wedges  are  then  sawed  oflf  flush 
with  the  faces  of  the  wall  and  the  space  between  the  cut  stones 
filled  with  grout.  Theoretically,  the  entire  load  is  carried 
through  the  wedges  but  actually  some  settlement  doubtless 
occurs  to  distribute  the  load  throughout  the  length  of  the 
wall. 

The  caisson  foundation  shown  in  Fig.  1656  was  joined  to 
the  column  as  follows:  ^"The  top  of  the  caisson  was  covered 
by  heavy  flagstones  set  so  as  not  to  bear  on  the  timber  walls, 
and  on  them  a  brick  pier  was  built  up  nearly  to  the  height  of 
the  granite  pedestal  and  capped  with  a  cut  granite  block,  be- 
tween which  and  the  pedestal,  pairs  of  steel  wedges  were  driven 
until  the  weight  of  the  column  was  transferred  from  the  needle 
beam  to  the  new  footing." 

Art.  167.  The  Breuchaud  Process 

The  Breuchaud  process  of  underpinning  consists  of  sinking 
a  series  of  cylinders  in  the  plane  of  the  wall  and  spaced  a  few 
feet  apart.  They  are  sunk  to  hard-pan  or  rock  and  form  the 
support  for  the  wall.  The  work  is  carried  out  in  the  following 
order:  First,  horizontal  and  vertical  recesses  are  cut  in  the 
wall  pear  its  foot;  second,  horizontal  bearing  beams  and  verti- 
cal steel  cylinders  are  placed  in  these  recesses;  third,  the  cylin- 
ders are  forced  down  to  solid  bearing  by  jacking  against  the 
under  side  of  the  horizontal  beams  and  by  excavating  the 
material  from  the  interior  of  the  cylinder;  and  fourth,  the 
cylinders  are  then  filled  with  concrete  and  wedged  against  the 

^  Engineering  Record,  vol.  49,  page  135,  Jan.  30,  1904. 
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horizontal  beams,  thus  transferring  the  weight  of  the  wall  from 
the  original  supports  to  rock  or  hard-pan. 

This  method  possesses  the  following  advantages  over  the 
needle-beam  method:  First,  it  occupies  less  space;  second,  it 
makes  it  unnecessary  to  enter  the  basement  of  the  building, 
the  cutting  being  done  from  the  outside  and  usually  not  en- 
tirely through  the  wall;  and  third,  it  is  cheaper  if  the  founda- 
tion is  to  be  carried  down  a  considerable  distance.  In  general 
it  may  be  said  that  for  shallow  underpinning  the  needle-beam 
method  is  preferable;  while  for  deep  work  the  Breuchaud 
method,  or  a  modification  of  the  same,  is  better. 

The  Breuchaud  process  may  be  divided  into  two  systems,  the 
pipe  and  the  cylinder.  The  essential  difference  in  the  opera- 
tion of  the  two  systems  lies  in  the  fact  that  workmen  can  enter 
the  cylinders  but  not  the  pipes. 

Description  of  Shells. — The  shells  are  usually  made  with 
a  cutting-edge  section  of  steel,  and  with  other  sections  of  steel 
or  cast  iron.  The  sections  are  from  4  to  8  feet  in  length,  and 
when  of  cast  iron  are  flange-bolted  on  the  inside;  when  of  steel 
they  may  be  flange-bolted  or  fastened  with  a  screw  joint. 

The  load  to  be  carried  or  the  necessity  for  workmen  to  enter 
the  cylinder  determines  their  diameter.  The  magnitude  of  the 
load  to  be  taken  by  a  cylinder  depends  upon  the  weight  of  the 
wall  per  linear  foot  and  the  spacing  of  the  cylinders.  The 
shells  are  usually  designed  to  take  all  the  load,  no  reliance  being 
placed  on  the  concrete  filling  to  assist  in  carrying  it,  the  reason 
for  this  being  that  the  load  is  placed  on  the  cylinders  before  the 
concrete  hardens.  The  spacing  of  the  cylinders  cannot  var\' 
between  wide  limits,  for  on  the  one  hand  there  must  be  a  clear- 
ance between  cylinders  sufficient  to  furnish  proper  bearing 
area  on  the  soil  while  the  piers  are  being  sunk,  while  on  the 
other  hand  the  maximum  spacing  is  limited,  owiog  to  the  local 
concentrated  stresses  involved  in  carrying  the  load  from  the 
wall  to  the  cylinder.     The  usual  spacing  of  cylinders  is  from 

5  to  12  feet.     The  cylinders  may  vary  in  diameter  from  about 

6  inches,  carrying  a  load  of  from  30  to  40  tons  each,  to  3  or 
4  feet,  carrying  a  load  as  high  as  400  tons.     A  double-shell 
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cylinder  is  sometimes  used,  in  which  case  added  strength  is 
developed  by  breaking  horizontal  joints. 
.  If  workmen  are  to  enter  the  cylinder  the  latter  should  haw 
a  diameter  of  at  least  30  inches.  This  will  be  desirable  where 
boulders  are  encountered,  where  sinking  must  be  done  through 
hard-pan,  or  where  it  is  desired  to  carefully  prepare  the  bottom 
on  completion  of  sinking.  The  work  in  the  cylinder  must 
usually  be  done  under  air  pressure  and  hence  they  are  made 
so  as  to  be  easily  transformed  into  pneumatic  caissons. 

In  Fig.  167a  is  shown  the  lower  riveted  steel  section  of  the 
cylinders  and  the  air-lock  used  in  underpinning  the  Stokes 
Building,  an  eleven-story  structure  having  a  wall  load  of  45  tons 
per  linear  foot.  The  top  of  this  section  was  faced  to  receive 
the  bottom  of  the  lowest  of  the  cast-iron  sections,  which  were 
made  in  6-foot  lengths  ordinarily,  with  special  2-  and  4-foot 
lengths  to  finish  out  with.  The  flange  connections  were  made 
with  twenty-eight  i-inch  steel  bolts,  and  were  machine  faced 
to  give  a  clearance  in  order  to  prevent  bearing  of  flanges, 
so  that  the  pressure  would  be  transmitted  directly  through 
the  shells  of  the  cylinder.  The  cylinders  were  built  up  to  the 
required  height  and  on  the  upper  sections  were  placed  the  steel- 
plate  bearing  rings  to  receive  the  girders  on  which  rested  the 
jacks.    The  s-inch  pipe  carried  away  the  material  washed  out. 

On  reaching  hard-pan  the  bearing  ring  was  removed  and  there 
was  inserted  between  the  flanges  of  the  last  two  sections  a 
heavy  cast  diaphragm.  A  similar  one  was  also  placed  on  top 
of  the  upper  section.  The  top  section  was  then  made  to  serve 
as  an  air-lock  by  fitting  steel  doors  with  rubber  gaskets,  to  the 
under  sides  of  the  diaphragms. 

The  cylinders  used  in  underpinning  the  Trust  Company  of 
America  Building,  New  York  City,  were  made  entirely  of 
steel  and  were  3  feet  in  diameter,  with  two  longitudinal  lock- 
bar  joints.  The  metal  was  f  inch  thick.  Each  section  had 
horizontal  circular  angles  riveted  to  it  at  both  ends  to  provide 
Sanges  for  connecting  the  successive  sections. 

In  some  underpinning  at  No.  73-75  East  54th  Street,  New 
Vork,  cylinders  of  |-inch  steel  and  12  inches  in  diameter  were 
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used.  They  were  first  set  up  in  20-foot  lengths.  ^"As  these 
were  jacked  down  the  upper  sections,  4  feet  long,  were  coupled 
to  them  by  inside  cast-iron  sleeves  about  |  inch  thick  and  9 
inches  long,  slightly  tapered  at  the  ends  to  enter  the  pipe  and 
biaving  a  horizontal  exterior  rib,  about  i  inch  wide,  and  of  the 
same  thickness  as  the  pipe,  on  the  center  line.  The  edges  of 
the  rib  were  slightly  beveled  so  that  the  ends  of  the  pipe  would 
Iraw  up  against  it  and  make  a  solid  contact  under  heavy  pres- 
sure, thus  insuring  a  perfect  fit  and  very  rapid  assembling  of 
the  pipe  sections  as  the  work  progressed." 

Art.  168.    Method  of  Sinking  Cylinders 

The  cylinders  are  sunk:  First,  by  means  of  hydraulic  or 
screw  jacks  bearing  against  the  wall  above  and  forcing  them 
down;  second,  by  using  a  water-jet  on  the  inside  of  the  cylinder 
to  loosen  the  material  around  the  cutting  edge;  and  third,  by 
excavating  the  material  from  the  inside. 

A  horizontal  recess  of  a  size  sufficient  to  receive  I-beams  is 
first  made  in  the  wall  about  1 2  feet  above  its  base.  I-beams  are 
then  placed  in  it  and  wedged  up  tightly  against  the  top,  after 
which  a  vertical  recess,  extending  from  the  horizontal  recess 
to  the  foot  of  the  wall,  is  cut  out.  The  horizontal  beams  serve 
the  double  function  of  carrying  the  weight  of  the  wall  above  the 
vertical  recess  and  acting  as  a  reaction  for  the  jacks  used  in 
sinking  the  cylinders.  On  completion  of  the  vertical  recess 
the  lower  section  of  the  cylinder  is  placed  in  position  in  the 
recess.  A  screw  or  hydraulic  jack  is  then  placed  on  the  section 
and  forces  the  cylinder  down  by  reacting  against  the  horizon- 
tal I-beams  through  blocking.  As  soon  as  the  cylinder  has 
been  fcMrced  down  a  distance  equal  to  the  full  stroke  of  the 
jack  mofe  blocking  is  placed  between  the  latter  and  the  bear- 
ing beams,  and  the  operation  repeated.  On  completion  of  the 
sinking  of  one  section  of  the  cylinder  another  section  is  added 
and  the  operation  repeated  until  the  cutting  edge  has  reached 
the  desired  position. 

^  Engineering  Record,  vol.  64,  page  276,  Sept  2,  19 11. 
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Id  the  case  of  the  larger  cylinders  fitted  for  pneumatic  pres- 
sure, they  are  sunk  as  far  as  possible  by  washing  out  Uie' 
material,  assisted  perhaps  by  a  sand  pump;  the  docHS  are 
then  put  on  and  the  remainder  of  the  sinking  is  done  by  the 
pneumatic  process.  At  the  same  time  jacks  are  (^erated  to 
force  the  cylinder  down.  In  the  case  of  the  smaller  pipes  Uie 
material  is  sometimes  bored  out  with  an  auger,  a  9-inch  auger 
being  used  for  a  lo-inch  pipe. 

The  following  description,  together  with  that  given  in  Art 
167,  shows  the  method  used  in  placing  the  cylinders  Ox  tht 
Stokes  Building,  this  being  the  first  large  structure  in  which  the 
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Breuchaud  method  of  underpinning  was  applied,  the  work 
being  done  in  1896.  Recesses  of  the  form  shown  in  Fig.  ifi&i 
were  cut  in  the  wall  to  a  depth  of  3  feet,  the  material  in  the  upper 
horizontal  rectangle  being  first  removed.  Five  15-incb  1- 
beams  were  then  placed  in  this  opening  and  wedged  tightly 
against  the  upper  surface  of  the  recess.  The  vertical  rec- 
tangular recess  was  then  cut  out.  A  section  of  the  cylinder  was 
then  placed  in  the  vertical  recess  and  on  it  were  placed  two 
I-beams  34  inches  long.  On  these  I-beams  rested  a  larg* 
hydraulic  jack  which  took  bearing  on  the  is-inch  I-bearas 
above  through  timber  blocking.  As  the  cylinder  was  jacked 
down  the  material  inside  was  washed  out  with  a  jet  pipe. 
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Building 


Art.  169.    Concreting  the  Cyunders 

Where  pipes  are  used  little 
can  be  done  in  preparing  the 
bottom  further  than  to  inspect 
it;  to  pump  out  the  water  if 
possible;  and  to  see  by  means 
of  an  electric  light  if  the  de- 
sired bearing  has  been  reached 
and  that  all  loose  material  has 
been  removed.    On  the  other 
hand  with  the  larger  cylinders  the  bottom  can 
be  clt-ined  and  leveled  off,  and  the  foundation 
bearing  extended  if  desired.    This  was  done  in 
the  Old  Mills  Building  of  New  York,  by  spread- 
mg  out  the  opening  through  the  hard-pan  to  a 
maximum  diameter  of  5  feet  6  inches.     Radial 
stLiI    grillage  beams,  Fig.  169a,  resting  on  a 
concrete  footing,  took  the  load  from  the  cylin- 
der through  steel  wedges. 

A  1-2-4  concrete  is  ordinarily  used  for  the 
cylinder  filling.     For  pipe  cylinders  the  con- 
crete must  very  often  be  placed  through  water. 
To  insure  a  rich  mixture  at  the  bottom  it  is 
advisable  first  to  pump  in  some  grout  or  to 
drop  in  some  dry  cement,  and  on  this  to  place 
the  concrete.    After  placing  a  few  feet  of  the 
concrete  and  allowing  it  to  harden,  the  pipe 
may  be  pumped  out  and  the 
remainder  of  the  concrete  laid 
m  the  dry.     Where  deposited 
through    water    a    cylindrical 
bucket  of  a  diameter  somewhat 
smaller  than  that  of  the  pipe 
and  about  3  feet  long  is  often 
used.     The  bucket  has  a  flap 
bottom,    and    two  lines,   one 
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attached  to  the  bail  of  the  bucket  and  the  other  to  the  flaK 
In  lowering  the  bucket  the  weight  is  carried  by  the  flap  lih 
but  after  the  bucket  is  seated  on  the  bottom  it  is  pulled  u^K.p 
by    the  bail  line,  which  causes  the  concrete  to  be  depositt^^^rd    I 
through  the  bottom.     This  avoids  any  possibility  of  the  wat^^i^i   ' 

washing  the  concrete  and  separating  the  constituent  material ^. 

For  pneumatic  cylinders  the  working  chamber  is  first  fill(= -A  I 

with  concrete,  with  perhaps  a  layer  of  grout  or  mortar  on  tb:^Bie  j 
bottom,  after  which  the  air  pressure  is  left  on  for  about  48  hou! 
The  remainder  of  the  cylinder  is  then  filled  with  concrete. 


Art. 


Transferring  Load  to  Cylinder 


Fig.  170a  illustrates  the  method  used  in  transferring  tM^-he; 
loads  to  the  cylinders  in  the  Empire  Building.  New  Yor^ — ^k, . 
The  underpinning  cylinders  were  first  capped  and  the  rece— "sss. 
above  them  filled  with  brick  woe  -^rk 
to  a  certain  height.  On  th^^*iis; 
brickwork  two  granite  bloct^^ksj 
were  placed,  one  resting  loose^srtsly; 
on  the  other,  after  which  tt  — hej 
remainder  of  the  brickwork  w  — ^^-'ai; 
placed.  Pairs  of  steel  wedg  _^^*i 
were  then  inserted  between  tt  -^■'^ 
granite  bearing  blocks  an^  ^^. 
driven  together,  thus  separati^i^-*''! 
'  the  two  blocks  and  bringing  tt-^^^ 
wall  loads  to  the  cyhnders.  TE  "^^ 
■  space  between  the  blocks  w.  "^ 
then  filled  with  cement  groul^  - 
After  the  cylinders  of  the  Stokes  Building  had  been  fill*-  Mivi 
with  concrete  the  top  of  each  cylinder  was  capped  with  a  li^— ^of 
bearing  plate  (Fig.  167a.)  Five  I-beams  were  then  placed  ^  "' 
the  top  of  each  cylinder  as  shown  in  Fig.  1706.  Steel  poi—  '  '^t' 
were  placed  in  the  vertical  recess  and  rested  on  steel  plaBi^fs 
which  in  turn  rested  on  the  lower  tier  of  I-heams,  the  pa-^^l> 
extending  to  within  a  inches  of  the  under  side  of  the  upper  Czier 
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SIS 


of  I-beams  previously  placed  (Art.  168).    Steel  plates  were 

placed  on  these  posts  and  pairs  of  forged  steel  wedges  then 

driven   together   between 

these  plates  and  the  lower    (jtoasj  b 

surface  of  the  upper  tier 

of  I-beams  to  bring  the 

wall  load  to  the  cylinder. 

After  this  the  recess  was 

solidly  bricked  up. 

The  lower  tier  of  I- 
beams  serves  a  triple  pur- 
pose :  First,  it  reduces 
the  amount  of  load  com- 
ing through  the  upper 
tier,  thus  lessening  the 
stress  in  the  brickwork  at 
that  point;  second,  it  car- 
ries the  weight  of  the 
wall  below  the  upper  tier 
of  beams  to  the  pier, 
where  it  must  otherwise 
remain  on  the  old  foot- 
ing; and  third,  it  elimi- 
nates stress  in  the  new 
Drickwork  in  the  vertical 
-ecess. 


Art,  171,     Other  Modern  Methods 

Another  method  of  underpinning,  developed  to  cheapen 
the  cost  and  reduce  the  risk  in  many  cases,  especially  where 
the  building  to  be  underpinned  is  light  or  poorly  constructed, 
is  to  sink  shafts  with  plates,  as  was  done  in  underpinning  the 
Cambridge  Building,  New  York  City. 

'"The  cylinders  (Fig.  1710}  were  4  feet  in  diameter,  and  had 

'  Underpinning  the  Cambridge  Building,  New  York  City,  by  T.  K.  Thouson 
Trans.  Am.  Soc.  C.  E.,  vol.  67,  page  553. 
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very  thin  shells.  The  method  of  placing  them  constitutes  a 
new  system  of  underpinning;  for,  instead  of  placing  the  bottom 
section  first  and  jacking  it  into  the  ground,  and  then  plac- 
ing another   section   on   top    and    repeating   the  operation, 
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a  space  was  cxcavalcd  for  the  top  section,  which  was  mad f^ 
feet  deep,  and  the  space  outside  of  this  top  section  was  baoi- 
filled,  generally  with  concrete,  and    remained   permanently    in 
that  j)osition. 
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"A  laborer  then  entered  the  top  section  and,  with  a  short- 
handled  shovel,  excavated  the  material  under  the  cutting  edge 
sufficiently  to  insert  one  segment  of  the  next  ring.  All  the 
rings  below  the  top  section  were  2  feet  deep  and  in  four  segments, 
one  of  which  was  small,  to  act  as  a  key,  as  in  tunnel  lining.  In 
this  key  segment  the  connection  angles  were  bent  13^  degrees 
from  the  radial,  to  permit  putting  the  key  in  place.  The 
joints  of  the  other  segments,  of  course,  were  on  the  radial  lines. 
All  the  plates  were  A  inch  thick,  and  all  the  angles,  both 
horizontal  and  vertical,  were  2^X2^X1  inches.  When  the 
first  segment  under  the  top  section  had  been  bolted  in  place, 
the  excavation  was  made  for  the  second  segment,  then  the 
third,  and  then  the  fourth  or  key.  Where  the  ground  was 
good,  the  excavation  was  made  for  all  four  segments  at  once." 
No  water  was  encountered  in  the  above  operation,  thus  elimi- 
nating the  necessity  for  using  air  pressure.  Where  the  latter 
is  used  all  joints  must  be  caulked. 

Another  method  patented  by  Ogden  Merrill,  makes  use  of  a 
nest  of  telescoped  cylinders  or  caissons.  The  upper  section  is 
first  jacked  down  and  then  the  other  sections  are  jacked  inside  of 
this,  after  removing  the  material  from  the  inside.  The  pneu- 
matic process  has  been  applied  also  to  this  form  of  construction. 


CHAPTER  XVII 
EXPLORATIONS  AND  UNIT  LOADS 

Art.  172.    Test  Pits  and  Sounding  Rods 

A  simple  method  of  examining  a  foundation  site  is  to  sink 
test  pits  by  open  excavation  somewhat  deeper  than  the  exca- 
vation otherwise  required  for  the  substructure.  Sometimes  it 
may  be  necessary  to  line  the  pit  with  sheeting  and  to  use  a 
hand  pump  to  keep  down  the  water,  but  instead  of  increasing 
the  cost  materially  on  this  account,  other  methods  may  be 
adopted.  The  principal  advantage  of  the  open  pit  consists  in 
the  possibility  of  examining  not  only  the  variation  in  character 
of  the  earth  encountered  but  in  observing  the  degree  of  its 
natxiral  compactness  when  in  place.  This  method  is  practi- 
cally confined  to  shallow  foundations. 

A  sounding  rod  consists  of  an  iron  rod  or  pipe,  i  or  i^  inches 
in  diameter,  which  is  driven  into  the  ground  with  a  maul, 
and  turned  after  each  blow.  It  serves  merely  to  determine 
whether  the  resistance  is  increasing  or  decreasing,  variable  or 
constant.  A  sunken  log,  boulder,  or  some  other  obstruction 
can  stop  the  driving.  The  information  thus  secured  is  so 
unsatisfactory  and  inadequate  that  it  is  frequently  misleading. 
The  rod  may  find  a  stratum  of  gravel  but  fail  to  reach  the  soft 
stratum  underneath  it,  because  the  resistance  is  so  large  that 
it  cannot  be  driven  farther.  In  one  instance,  eight  men  on  the 
handle  bar  were  unable  to  push  the  sounding  rod  over  7  feet 
into  stiff  mud  or  clay,  but  on  driving  test  piles  at  the  same  spot 
no  difiiculty  was  found  in  driving  down  70-foot  piles. 

The  following  quotation  indicates  the  manner  in  which  sound- 
ing rods  are  sometimes  used  in  practice: 

"Adjacent  to  the  wooden  test  piles,  and  in  other  places,  the  soil  was 
tested  and  explored  by  driving  standard  steel  test  rods  i  inch  in  diameter 
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made  up  of  4-foot  sections  connected  by  screwed  sleeve  couplings.  They 
were  driven  by  a  12-pound  sledge  to  a  refusal  of  from  i  to  §  inch  for  the  last 
blow,  at  which  their  penetration  was  assumed  to  afford  a  reliable  indica- 
tion of  the  penetration  of  a  standard  tapered  concrete  pile  driven  to  the 
required  refusal." 

Art.  173.    Borings  with  Augers 

A  simple  and  efifective  tool  to  use  in  exploring  the  site  under 
proposed  structures  consists  of  an  ordinary  wood-auger  2  inches 
in  diameter  welded  to  a  black  pipe  about  18  inches  long,  and 
which  is  connected  by  ordinary  couplings  to  12-foot  sections 
of  pipe.  The  handle  used  in  turning  is  2  feet  long  and  is  made 
of  two  pieces  of  |-inch  round  iron  welded  to  a  strong  ring 
that  will  pass  freely  over  the  coupling,  and  is  secured  to  the 
pipe  by  a  f  X  2 J-inch  set-screw. 

In  starting  the  boring  great  care  is  necessary  to  keep  the 
auger  vertical.  Five  turns  fill  the  bit,  which  is  then  with- 
drawn to  the  surface,  and  cleaned  after  examining  the  material. 
When  the  hole  is  too  deep  to  raise  the  auger  by  hand,  it  is 
lifted  by  a  block  and  fall  suspended  from  a  wooden  folding 
tripod,  a  3-foot  chain  being  used  to  grip  the  pipe.  Before 
lowering  the  chain  for  a  new  grip,  the  handle  is  attached,  so 
that  there  is  no  chance  of  the  auger  dropping  when  any  sec- 
tions of  the  pipe  have  been  removed. 

Another  auger  i  inch  in  diameter  connected  to  6-foot 
sections  of  ^-inch  pipe  is  required  when  the  hole  becomes 
clogged  so  that  the  larger  auger  can  no. longer  be  used.  With 
dry  sand  it  is  necessary  to  pour  enough  water  into  the  hole  to 
make  the  grains  stick  together  that  they  may  be  lifted.  When 
sand  and  gravel  become  troublesome  and  the  hole  will  not  retain 
its  shape,  a  3-inch  casing  is  driven,  being  handled  in  4-  or  5- 
foot  lengths.  A  2-inch  drill  with  chisel  point  attached  to 
sections  of  pipe  like  the  auger,  may  also  be  needed  to  cut 
through  some  obstructions.  Borings  with  augers  have  been 
used  for  depths  up  to  100  feet. 

The  borings  are  regularly  inspected  as  the  ground  is  pene- 
trated and  a  record  kept  of  the  depths  and  variations  of  mate- 
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rials  encountered.  Even  with  the  aid  of  the  casing  this  method 
of  boring  is  not  applicable  in  fine-running  gravel  or  in  quid- 
sand  unless  it  is  a  thin  stratum.  The  loose  material  may  then 
be  removed  by  a  sand  pump  which  consists  of  a  narrow  cylin- 
drical bucket  with  a  cutting  edge  at  the  bottom  and  above 
this  a  flap  valve  opening  upward.  It  is  partly  filled  by  rapidly 
raising  and  dropping  it  alternately. 

One  form  of  earth  or  clay  auger  has  two  cylindrical  cutters 
pointed  and  bent  at  the  bottom  so  as  to  draw  the  auger  into 
the  earth,  and  after  rotation,  to  support  a  lot  of  excavated 
material  during  its  withdrawal  to  the  sxirface.  This  tool  is 
designed  to  penetrate  compact  material  like  hard-pan  and 
frozen  earth. 

Sometimes  the  hole  will  retain  its  shape  better  if  the  di- 
ameter is  larger.  It  is  claimed  that  a  diameter  of  8  inches  is 
frequently  advantageous  for  ordinary  depths  unless  the  pro- 
portion of  sand  is  too  large.  A  post-hole  digger  may  be  used 
up  to  about  1 6  feet. 

Art.  174.    Wash  Borings 

When  considerable  work  is  to  be  done  a  standard  outfit  for 
wash-drill  borings  is  employed  which  consists  of  a  small  der- 
rick or  tripod,  the  casing,  hollow  drill  rods,  and  a  hand  force 
pump,  together  with  their  accessories  and  necessary  tools. 
A  convenient  size  of  tripod  has  timber  legs  3X4  inches  m 
section  and  18  feet  long.  The  rope  for  raising  and  lowering 
the  casing  and  drill  rods  is  manipulated  either  directly  by  hand 
or  with  the  aid  of  a  drum.  The  casing  is  composed  of  extra 
heavy  pipe  in  about  5-foot  lengths,  with  flush  joints  so  as  to 
form  a  smooth  exterior  surface.  The  usual  size  has  a  nominal 
inside  diameter  of  2|  inches.  The  hollow  drill  rods  are  made 
of  heavy  seamless  steel  tubing  usually  in  s-foot  lengths,  but 
sometimes  as  long  as  16  feet,  connected  by  special  coupling 
pieces  about  6  inches  long.  The  usual  size  of  drill  rod  has  an 
outside  diameter  of  i^  inches  for  a  2|-inch  casing.  To  the 
bottom  drill  rod  is  attached  a  chopping  bit  with  an  X-shaped 
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liisel  point,  and  with  four  openings  for  the  water-jet.  The 
and  pump  consists  of  a  double-acting  force  pump  with  a 
ngle  hand  lever  and  i^-inch  suction.  The  upper  drill  rod  is 
)nnected  to  the  hose  from  the  pump  by  means  of  a  hoisting 
ater  swivel,  so  that  it  may  be  raised  or.  lowered  and  rotated 
uring  operation  without  twisting  the  hose. 
During  operation  water  is  forced  down  through  the  hollow 
rill  rod,  and,  escaping  through  the  jet  at  the  bit,  carries  upward 
le  loose  material  in  the  annular  space  between  the  rods  and 
ising.  In  suitable  material  the  drill  rod  is  worked  down  by 
)tating  it.  In  harder  material  it  must  be  lowered  by  'churn- 
ig.'  This  is  accomplished  by  raising  it  up  a  short  distance 
ad  letting  it  drop.  Meanwhile  the  casing  is  also  worked 
own  by  rotating  it.  If  this  will  not  answer  the  purpose,  the 
ising  must  be  driven  down.  If  the  tripod  has  only  a  single 
alley  the  drill  rods  have  to  be  withdrawn  when  the  casing  is 
>  be  driven  deeper.  By  using  a  double  block  and  a  jar  weight 
le  operation  of  driving  the  casing  may  go  on  simultaneously 
ith  the  drilling  and  jetting.  In  this  manner  the  casing  is 
^pt  loose.  To  protect  the  casing  a  drive  head  is  screwed  into 
le  top  section  and  into  that  a  hollow  guide  which  guides  the 
^lindrical  jar  weight  in  its  movements.  The  upper  section  of 
le  casing  has  slots  in  the  side  for  the  escape  of  the  water  and 
diment  or  other  loosened  material.  After  the  overflow  which 
caught  in  a  bucket  has  settled,  samples  are  taken  and  put  in 
ass  bottles  for  preservation.  They  are  properly  labelled  to 
^respond  with  other  records. 

This  operation  is  continued  until  the  required  depth  is 
ached  or  until  obstacles  like  boulders  are  encountered.  If 
boulder  is  not  too  large  a  small  charge  of  dynamite  may  be 
>ed  by  an  experienced  operator,  care  being  taken  to  raise  the 
Lsing  high  enough  to  avoid  any  damage  from  the  explosion, 
'^ith  this  equipment  borings  can  be  made  in  sand,  gravel,  clay 
varying  degrees  of  hardness,  including  indurated  clay 
id  hard-pan.  For  borings  into  rock,  shot  drills  or  diamond 
'ills  are  required. 
When  only  a  small  amount  of  work  is  to  be  done  and  in  light 
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or  sandy  material,  a  less  expensive  outfit  may  be  employed. 
Ordinary  pipe  can  be  used  for  the  casing,  a  good  size  being  2 
inches  in  diameter.  Gas  or  water  pipe  J  inch  in  diameter  may 
be  substituted  for  the  hollow  drill  rods,  with  a  water  swivel 
made  of  ordinary  bends  and  nipples.  Lighter  chopping  bits 
may  be  used.  Sometimes  the  bit  has  only  a  single  chisel  point 
with  an  opening  on  each  side  for  the  jet,  or  the  bit  may  be  r^ 
placed  by  a  plain  jet  pipe.  In  silt  and  some  mixtures  of  day 
and  sand,  it  may  not  be  necessary  always  to  have  the  casing 
follow  the  inner  pipe  to  its  full  depth  as  the  material  will  retain 
the  shape  of  the  hole.  In  sand  and  gravel  both  pipes  must  be 
sunk  together,  pains  being  taken  to  keep  them  tiu'ning  and  occa- 
sionally to  lift  the  inner  pipe  a  little  to  prevent  it  from  binding. 
In  some  instances  the  casing  has  teeth  cut  into  the  end 
of  its  lower  section  which  is  also  flared  out  slightly.  This  will 
facilitate  sinking  by  rotation,  but  little,  if  any,  hammering 
being  required. 

Since  only  the  finer  material  may  be  washed  up  while  the 
coarser  material  is  pushed  aside  in  the  hole  which  is  scoured 
out  by  the  jet,  it  is  possible  to  misinterpret  the  indications  of 
wash  borings.  In  order  to  obtain  samples  of  the  material  pene- 
trated in  its  natural  relation,  the  bit  or  jet  may  be  re- 
placed temporarily  by  a  short  piece  of  brass  pipe  which  is  then 
pressed  into  the  softened  ground  at  the  bottom  and  lifted 
out   for  examination. 

It  is  not  always  possible  to  distinguish  between  a  large 
boulder  and  bedrock.  By  making  a  number  of  borings  on 
different  parts  of  a  foundation  site  and  comparing  the  eleva- 
tions of  the  supposed  rock  surface  it  may  be  assumed  that 
unless  these  are  nearly  at  the  same  level,  the  higher  erratic 
elevations  may  indicate  boulders.  Additional  borings  should 
be  made  near  these  locations  to  see  whether  greater  penetra- 
tions can  be  obtained. 

Since  the  action  of  the  jet  and  of  the  chopping  bit  often 
radically  change  the  natural  condition  of  some  material  pene- 
trated, it  is  desirable  to  take  out  dry  samples  or  cores  whenever 
feasible.     This  can  be  done  in  the  hardest  clay  or  the  softer 
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shales  by  using  a  saw-tooth  bit  working  dry  and  thus  obtain  a 
perfect  knowledge  of  the  material.  Unless  this  is  done  a  hard 
clay  which  is  suitable  in  every  way  for  a  foundation  bed  may 
be  passed  by,  and  thus  incur  unnecessary  extra  expense  to  carry 
the  foundation  to  a  lower  level. 

Although  in  some  cases  the  results  obtained  by  wash  borings 
alone  may  be  only  negative  their  use  in  conjunction  with  core 
borings  for  the  balance  of  the  depth  required  may  save  expense 
by  materially  reducing  the  number  of  core  borings. 

The  records  of  test  borings  should  show  the  kinds  of  material, 
the  thickness  of  various  strata,  the  elevation  of  ground  water, 
etc.  By  comparing  these  data  for  various  parts  of  the  site  it 
can  be  seen  whether  any  given  stratum  is  fairly  imiform  in 
thickness  or  rims  out  between  two  borings;  and  which  stratum 
should  be  selected  to  bear  the  given  load,  or  to  receive  some 
further  test  by  loading  if  necessary. 

As  an  illustration  of  the  information  furnished  by  borings 
and  what  its  effect  was  upon  the  construction  of  the  founda- 
tion, reference  is  made  to  Eng.  News,  vol.  68,  page  914,  Nov. 
14,  1912.  The  site  of  the  Brooklyn  anchorage  pier  of  the  Man- 
hattan bridge  was  explored  by  nine  preliminary  test  borings 
which  indicated  sand,  gravel,  boulders  and  clay  in  irregular 
strata  down  to  rock  at  a  depth  of  70  to  75  feet  below  mean 
high  water.  Tests  of  the  ground  were  made  by  loading  it  and 
by  driving  piles,  and  from  a  study  of  all  these  results  and  the 
surrounding  conditions  it  was  decided  to  drive  bearing  piles 
to  carry  the  foundation  load. 

An  analysis  of  cost  for  wash-drill  borings  made  in  Resi- 
dency No.  5  of  the  New  York  State  Barge  Canal  may  be  found 
in  a  valuable  article  by  Emile  Low  in  Eng.  News,  vol.  57, 
page  S4,  Jan.  17,  1907.  The  analysis  includes  14  items  of  cost, 
and  the  total  cost  per  linear  foot  of  boring  for  17  monthly  ac- 
counts and  several  field  parties,  ranges  from  17.55  to  52.63 
cents,  the  average  being  36.97  cents.  The  average  depth  of 
hole  is  27.7  feet.  The  cost  given  does  not  include  that  of  the 
plant  nor  that  of  extraordinary  repairs,  for  which  an  addition 
should  be  made  estimated  at  2  tents.    The  cost  of  the  outfit 
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and  tools  required  for  each  party  was  $277.98.  The  artick 
gives  a  full  description  of  the  equipment^  copies  of  the  fc^ms 
used  for  records  and  reports,  and  the  character  of  the  material 
penetrated  for  each  account. 

The  costs  for  similar  borings  made  on  the  Deep  Waterways 
Surveys  in  the  same  state  during  1897  to  1900^  are  11. 2, 
13.0,  25.1,  54.1,  68.4,  70.6  and  85.2  cents  per  foot  for  different 
routes  or  divisions.  The  borings  varied  in  depth  from  a  few 
feet  to  190  feet. 

Art.  175.    Core  Drilling  with  Diamonds 

Rock  strata  are  tested  by  using  core  drills  to  remove  specimens 
of  the  rock  in  the  form  of  cores  which  can  be  examined.  In 
some  of  these  drills  the  cutting  is  done  by  black  diamonds,  in 
others  by  chilled  shot  or  crushed  steel,  and  in  still  others  by 
toothed  cutters. 

In  the  operation  of  a  diamond  drill  a  hollow  bit  is  rotated 
rapidly,  in  which  two  rows  of  diamonds  are  set  around  the  edge 
in  such  a  manner  that  all  the  cutting  is  done  by  them  and  with 
a  small  clearance  both  inside  and  outside.  Water  is  forced 
down  through  the  hollow  drill  rods  and  bit  to  keep  the  latter 
cool,  and  in  passing  up  outside  of  them  carries  the  cuttings  to 
the  surface.  The  bit  is  screwed  to  the  core  barrel  and  that  in 
turn  to  the  drill  rods.  The  bit  cuts  an  annular  channel  and 
the  core  formed  within  it  is  protected  by  the  descending  core 
barrel.  At  intervals  the  core  is  broken  off  by  a  special  device 
and  lifted  out  along  with  the  barrel.  Two  kinds  of  black 
diamonds  are  used  for  this  work,  carbons  being  set  for  cutting 
hard  rock,  and  bortz  for  soft  rock.  The  bort  is  as  hard  as  the 
carbon  but  not  so  tough.  For  medium  rock  half  carbon  and 
half  bortz  mav  be  used. 

In  practice  it  is  customary  to  let  diamond  drill  work  for 
foundations  by  contract  as  operators  of  skill  and  experience 
are  required.  Drilling  machines  arc  manufactured  of  different 
designs  and  in  a  number  of  sizes,  operated  in  most  cases  by  power. 
The  diameter  of  core  varies  from  i  to  2  inches  for  foundation 
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purposes,  larger  sizes  of  core  being  removed  in  wells,  tunnels, 
and  deep  mine  prospecting. 

If  surface  material  overlies  the  rock  it  must  first  be  pene- 
trated by  the  method  of  wash  borings  as  described  in  the 
preceding  article  and  the  casing  driven  into  the  surface  of  the 
rock,  making  a  tight  joint  to  exclude  the  entrance  of  sand  or 
clay.  The  diamond  drill  may  then  be  set  up  over  the  casing 
and  operations  continued. 

The  following  statement  is  quoted  from  an  article  by  Resi- 
dent Engineer  F.  H.  Bainbridge  in  Mine  and  Quarry  for 
Oct.,  1908,  regarding  the  borings  made  for  the  Chicago  and 
Northwestern  Railway  bridge  over  the  Mississippi  River  at 
Clinton,  la.  The  equipment  was  mounted  on  a  scow.  The 
diamond  drill  operated  2-inch  core  bits.  Both  standpipe  and 
casing  had  flush  joints,  their  diameters  being  4J  and  3  inches 
respectively. 

"The  materials  encountered  were  in  order  as  follows:  Recent  alluvial 
sands,  glacial  drift  of  gravel,  sand  and  boulders,  a  shale  consisting  of  sand 
with  a  clay  matrix,  and  finally  limestone  bedrock.  The  upper  stratum 
of  bedrock  was  identified  by  fossils  and  general  appearance  as  belonging 
to  the  Gower  stage  of  the  Niagara  series  of  Silurian  rocks.  This  overlaid 
conformably  rock  of  the  Delaware  stage  of  the  same  series.  In  the  middle 
of  the  river  the  Gower  rock  and  nearly  50  feet  of  the  Delaware  rock  had 
been  entirely  eroded.  Great  care  was  taken  to  ascertain  the  possible  ex- 
istence of  subterranean  pockets  or  overhanging  cliffs  in  the  rock.  Only 
two  of  these  pockets  were  found,  however,  both  in  the  same  boring,  and 
these  were  only  i  and  6  inches  in  depth.  Both  were  filled  with  sand,  con- 
sisting of  about  equal  parts  of  quartz  and  dolomite  sand.  Some  of  the 
borings  were  carried  down  30  to  40  feet  into  the  bedrock  to  determine  the 
possible  existence  of  these  subterranean  pockets. 

"  All  the  boulders  encountered  were  such  as  could  be  easily  broken  with 
the  chopping  bit  and  no  dynamite  was  found  necessary.  To  determine 
the  consistency  of  the  shale,  cores  were  taken  out  with  saw-tooth  bits 
working  dry,  showing  perfectly  the  consistency  of  the  material.  The 
saw-tooth  bit  or  the  chopping  bit  working  with  the  pump  gave  no  idea 
of  what  this  material  was,  and  without  the  expedient  of  the  dry  core  an 
excellent  foundation  would  have  been  overlooked,  and  a  foundation  sought 
30  feet  lower. 

"Borings  in  the  limestone  were  made  with  a  bortz  bit  when  the  water 
was  still,  and  with  the  chopping  bit,  taking  occasional  cores  with  the  saw- 
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tooth  bits.  Fully  95  |>ercent  of  the  borings  in  the  limestone  were  nuide 
with  the  bortz  bit.  The  aggregate  length  of  casing  put  down  was  692 
feet,  and  that  of  casing  driven  through  hard  material  was  406.5  feet 
The  aggregate  length  of  borings  in  shale  was  86  feet,  and  in  limestone, 
2 26  feet.  The  cost  was  as  follows:  Labor,  S456. 16 ;  coal.  Si  24.41 ;  deprecia- 
tion of  bortz,  estimated,  $200.00;  scow,  S287.24;  and  depredation  in 
tools,  pipe,  etc.,  $200.00;  total,  $1267.81.  The  scow  still  has  value  whidi 
is  somewhat  uncertain.  Omitting  this  credit,  the  cost  of  the  work 
amounted  to  $1.83  per  foot." 

In  exploring  for  the  tower  foundations  of  the  WDliams- 
burgh  bridge,  wash  borings  were  first  made,  the  pipe  being 
driven  to  what  appeared  to  be  rock,  and  then  a  dynamite  car- 
tridge was  exploded.  If  the  pipe  could  not  be  driven  farther 
after  the  explosion  it  was  at  first  assumed  that  bedrock  was 
reached.  Upon  making  diamond  drill  borings  it  was  found  that 
instead  of  50  feet  to  bedrock  on  the  New  York  side,  the  true 
depth  varied  from  46.1  to  68.3  feet;  and  on  the  Brooklyn  side, 
instead  of  75  to  80  feet,  it  varied  from  80  to  104  feet.  In  nearly 
every  case  the  wash  borings  had  met  a  large  boulder,  and  the 
charge  of  dynamite  was  not  sufficient  to  break  it.  The  diamond 
drilling  was  extended  from  10  to  20  feet  into  the  rock. 

A  summary  of  Experience  in  Diamond  Drill  Work  on  the 
Deep  Waterways  Survey  with  Statistics  of  Cost  is  published 
in  Engineering  Xews,  vol.  50,  page  83,  July  23,  1903.  The 
data  relate  to  25  holes  of  an  average  depth  of  98.5  feet.  The 
conditions  under  which  the  work  was  done  are  described  and  the 
special  difficulties  noted.  The  total  carbon  loss  is  25  j^  carats 
in  drilling  1688  feet  of  rock,  making  the  cost  for  diamonds 
47.7  cents  per  foot,  at  $36.50  per  carat.  The  rate  for  drilling 
in  different  kinds  of  rock,  in  feet  per  hour,  is:  quartzite  1.7; 
limestone,  2.5;  sandstone,  3.0;  and  shale,  5.0.  The  distribution 
of  time  is  as  follows: 

Sinking  casing     325  hours  17  percent 

Drilling  rock 753  hours  41  percent 

Delays 386  hours  20  percent 

Moving  (38  limes) 356  hours  19  percent 

Holidays  and  storms 60  hours  3  percent 

Total 1880  hours  100  percent 
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The  delays  due  to  moving  were  unusually  high  on  account  of 
frequent  and  long  moves,  as  well  as  bad  weather  and  delays 
in  getting  cars. 

The  total  length  of  casing  sunk  was  552  feet,  and  of  holes 
drilled  in  rock,  19 10  feet.  The  general  average  depth  sunk  per 
day  of  10  hours  is  therefore  13. i  feet  when  moving  and  other 
delays  are  included,  and  16.2  feet  when  the  time  for  moving  is 
excluded.  While  actually  working,  the  rate  of  sinking  the  cas- 
ing through  sand,  gravel,  etc.,  was  17.0  feet,  and  of  drilling  in 
rock,  25.3  feet  per  lo-hour  day.  The  analysis  of  cost  is  given 
including  13  items,  the  total  cost  per  foot  averaging  $3,137. 

Art.  176.    Core  Drilling  without  Diamonds 

The  increasing  demand  for  black  diamonds  for  diamond 
drilling  in  mine  prospecting  and  for  other  purposes  led  to  such 
a  rise  in  price  as  to  exceed  tenfold  the  cost  when  the  core  drill 
was  first  practically  developed.  This  naturally  led  to  the  in- 
vention of  core  drills  without  the  use  of  diamonds.  In  one 
type  of  such  drills,  chilled  steel  shot  are  made  to  travel  under  a 
hollow  soft  steel  bit  which  rotates  and  exerts  a  pressure  on  the 
shot  at  the  same  time,  thereby  causing  them  to  mill  away  the 
rock.  The  bit  is  screwed  to  the  core  barrel  and  that  is  screwed 
to  the  hollow  drill  rods  as  in  diamond  drills.  One  side  of  the 
bit  has  a  V-shaped  or  diagonal  slot  in  it  to  aid  the  shot  in  work- 
ing freely  under  the  bit  and  to  permit  some  of  the  water  from 
the  jet  to  escape  without  passing  under  the  edge  of  the  bit. 

Another  special  feature  of  one  make  of  shot  drill  is  the  calyx 
or  sludge  receiver.  It  is  formed  by  a  tube  surrounding  the 
drill  rods  above  the  core  barrel,  in  which  are  deposited  the 
chips  or  sludge  on  account  of  the  sudden  decrease  in  velocity 
of  the  upward  current  of  water.  The  cuttings  thus  received 
form  a  duplicate  record  of  the  strata  penetrated.  If  sufficient 
water  is  used  to  bring  the  cuttings  to  the  surface,  its  velocity 
is  so  great  as  to  wash  the  shot  away  from  under  the  bit. 

The  sizes  of  cores  cut  by  shot  drills  are  generally  larger 
than  those  of  diamond  drills  and  range  from  ij  to  20  inches. 
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The  largest  cores  are  required  for  other  purposes  than  founda- 
tion explorations.  Cores  4  to  5  inches  in  diameter  can  be 
extracted  as  cheaply  as  those  of  2  inches  or  less  while  the  rate 
of  progress  is  as  good  or  better  than  for  the  smaller  cores. 
Except  for  the  very  hardest  rocks  the  shot  drill  is  found  to  be 
more  economical  than  the  diamond  drill. 

The  successful  operation  of  the  drill  requires  the  proper 
regulation  of  the  amount  of  shot  necessary  to  remove  the  cut- 
tings without  displacing  the  shot;  and  of  the  pressure  to  exert 
upon  the  bit  to  obtain  the  most  effective  cutting.  The  most 
serious  difficulty  is  due  to  crevices  in  the  rock  in  which  the  shot 
may  be  lost,  requiring  either  some  means  of  artificially  sealing 
the  openings,  feeding  the  shot  slowly  but  continuously  by  an 
expert  operator,  or  substituting  a  toothed  bit  to  drill  past  the 
crevice.  Some  machines  are  arranged  to  imbed  the  shot  in  the 
bit  by  churning  instead  of  direct  pressure. 

In  another  type  of  drill  without  the  use  of  diamonds,  steel 
bits  are  used  with  different  forms  of  teeth,  and  also  operated 
by  rotation.  One  of  these  known  as  the  Davis  cutter  has 
long,  tempered  steel  teeth  with  angles  from  30  to  35  degrees, 
while  between  them  are  vertical  grooves  on  the  outer  surface 
of  the  bit.  Instead  of  grinding  with  a  uniform  motion  the  long 
teeth  chip  away  the  rock  by  an  action  closely  resembling  that 
of  a  hammer  and  chisel.  This  cutter  is  used  for  the  softer 
rocks,  as  well  as  for  other  material  overlying  the  rock,  instead 
of  a  chopping  bit. 

An  excellent  article  by  Robert  Ridgeway  on  boring  methods 
and  machines,  difficulties  encountered  and  results  of  explora- 
tions in  various  mixtures  of  glacial  materials  as  well  as  rock,  is 
entitled  Sub-surface  Investigation  on  the  Catskill  Aqueduct, 
Board  of  Water  Supply,  in  Engineering  Record,  vol.  57,  pages 
522  and  557,  April  18  and  25,  1908.  See  also  Chap.  IV  on 
Borings  and  Sub-surface  Investigations  in  a  volume  on  The 
Catskill  Water  Supply  of  New  York  City  by  Lazarus  White. 
Xew  York,  1913. 
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Art.  177.    Need  of  Sub-Surface  Explorations 

It  is  as  essential  to  the  proper  design  of  foundations  to 
determine  accurately  the  local  conditions  under  the  surface  of 
the  ground  or  below  the  bed  of  a  stream  as  to  observe  the  con- 
trolling conditions  of  the  stream  itself,  or  to  know  the  character 
of  the  superstructure  and  the  magnitude  and  direction  of  all 
the  external  forces  acting  upon  the  substructure.  To  discover 
the  character  of  the  xmderlying  strata  and  to  find  their  respect- 
ive depths  below  high  and  low  water  in  the  case  of  a  bridge,  or 
below  the  surface  or  the  level  of  ground  water  in  the  case  of  a 
building,  it  is  necessary  to  make  excavations,  or  borings,  and 
in  some  instances  to  drive  test  piles.  In  many  locations  con- 
ditions vary  greatly  within  short  distances. 

Adequate  exploration  is  often  omitted  because  of  the  labor, 
time  and  cost.  The  cost  of  exploration,  however,  is  frequently 
less  than  that  otherwise  required  merely  to  revise  the  plans 
of  the  structures  involved,  without  considering  the  unnecessary 
cost  of  the  structures  due  to  lack  of  information.  There  are 
abundant  examples  to  prove  that  where  adequate  exploration 
is  omitted,  it  may  result  in  the  loss  of  the  structure,  or  in 
greatly  increased  cost.  In  one  instance  a  bridge  pier  was  built 
upon  a  surface  of  hard-pan  in  the  river  bottom.  No  examina- 
tion was  made  on  account  of  the  swift  current  which  had  a  ve- 
locity of  5  miles  per  hour.  Without  warning  the  pier  sank  out 
of  sight  causing  the  loss  of  the  two  adjacent  spans  of  the  bridge, 
and  of  a  number  of  human  lives.  Upon  making  an  investiga- 
tion afterward  it  was  found  that  the  hard-pan  was  only  a  thin 
stratum  overlying  a  deep  layer  of  soft  clay.  In  another  ex- 
ample a  bridge  abutment  which  was  founded  on  60-foot  timber 
piles  settled  slowly  until  it  reached  a  maximum  of  3  feet,  after 
an  attempt  to  stop  it  by  means  of  additional  piles  around  the 
outside.  Exploration  proved  the  settlement  to  be  due  to  a 
10-foot  layer  of  peat  35  feet  below  the  surface,  which  was  flow- 
ing apparently  under  the  superimposed  load.  This  experi- 
ence emphasizes  the  statement  made  in  Art.  36  that  test  piles 
alone  may  be  insufiicient  Experience  has  also  shown  that  the 
34 
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cost  of  exploration  may  frequently  save  much  larger  sums  in 
the  annual  cost  of  maintenance  of  structures  like  pile  trestle 
bridges.  In  a  certain  project  the  chief  engineer  estimated  that 
$ioo  GOO  was  saved  in  the  cost  of  construction  by  a  thorough 
preliminary  exploration  of  the  ground. 

Another  important  reason  why  adequate  explorations  should 
be  made  is  that  the  owner  ought  to  assume  full  responsibility 
for  the  local  conditions  and  that  the  contractor  should  not  be 
obliged  to  gamble  on  uncertainties  relating  thereto.  The  con- 
tractor should  be  asked  to  bid  on  guaranteed  local  conditions, 
with  an  increase  or  reduction  in  price  for  variations  from  these 
that  may  be  discovered  later.  Occasionally  inadequate  explora- 
tions may  be  made  which  are  equally  unfair  to  the  contractor. 
For  example,  only  four  borings  were  made  on  a  city  block  to  be 
covered  by  an  important  building,  ne  at  each  comer;  but  it 
was  distinctly  stated  that  these  borings  were  furnished  as  general 
and  not  as  specific  information  to  the  contractor  and  that  he 
must  assume  all  chances  as  to  the  sub-surface  formations.  The 
contract  price  for  the  foundations  alone  was  $208453.00. 

An  engineer  of  large  experience  liiade  the  following  statement 
in  1910,  based  upon  his  own  practice  and  his  observations  of 
ordinary  conditions: 

"I  consider  it  very  important  and  the  expenditure  well  warranted  to 
first  determine  definitely  by  test  borings  or  drilling  what  the  actual  depth 
and  character  of  the  foundation  is  before  any  detailed  plans  are  prepared. 
Such  determinations  enable  the  designer  to  design  the  structure  as  it 
should  be  built  to  meet  the  conditions,  assuming  that  the  test  borings  or 
drillings  have  been  properly  made,  and  such  an  order  of  procedure  saves 
much  time  in  the  designing  room  by  eliminating  numerous  changes  in 
plans  where  unexpected  conditions  arise  when  the  foundations  are  being 
excavated,  and  which  is  frequently  the  case.  In  nearly  all  cases  there  is 
a  hurry  to  start  the  foundation  masonry  and  frequently  plans  cannot  be, 
or  are  not,  properly  modified  to  suit  the  conditions  and  meet  the  requi^^ 
ments  of  economy.  Furthermore,  with  a  proper  knowledge  of  the  founda- 
tions the  contractor  is  placed  in  possession  of  definite  information,  and 
with  the  i)lans  properly  designed  once  and  for  all,  with  possibly  some  minor 
modifications,  the  result  is  a  large  economy  to  the  company  paying  for  the 
work,  and  which  also  eliminates  questions  of  extra  prices  and  frequently 
some  arguments  over  changed  conditions  affecting  unit  prices." 
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In  general,  two  sets  of  borings  should  be  made  for  an  impor- 
:ant  bridge  crossing.  In  the  first  set  a  number  of  borings  are 
ocated  on  the  center  Une  of  the  proposed  location,  to  determine 
vhether  the  site  furnishes  favorable  conditions;  and  if  so  to 
nake  an  approximate  estimate  of  the  most  economical  location 
>f  the  piers  and  the  length  of  spans.  Sometimes  government 
egulations  for  navigable  streams  or  the  influence  of  ice  or 
lood  conditions  must  also  be  considered.  After  the  piers  are 
ocated  tentatively  additional  borings  should  be  made  at  the 
iite  of  each  pier.  At  least  four  borings,  or  one  at  each  corner, 
ire  necessary,  and  several  intermediate  ones  may  be  required 
inless  the  adjacent  indications  are  nearly  the  same. 

Art.  178.     Tests  for  Bearing  Capacity 

After  an  exploration  has  been  made  of  the  different  strata  a 
test  should  be  made  at  the  surface  on  which  the  foundation  is  to 
rest  to  determine  the  bearing  capacity  of  the  ground.  Fig.  178a 
shows  the  appliances  often  used  for  this  purpose,  the  hard-pan 
being  tested  at  the  base  of  a  pier  to  be  built  in  an  open  well. 
The  surface  is  scraped  to  a  level  plane  by  means  of  a  straight- 
edge. The  platform  is  loaded  with  blocks  of  cast  iron  or  other 
weights,  and  is  transferred  to  the  bearing  plate  at  the  foot  of 
the  post  The  platform  is  held  in  proper  position  by  wedges 
loosely  placed  against  the  sheeting,  and  the  settlement  is  meas- 
ured by  taking  readings  on  the  steel  tape  at  the  top  of  the  shaft. 
In  one  example  of  such  a  test,  a  load  of  24200  pounds  per  square 
foot  produced  a  settlement  of  j\  inch  in  44  hours.  The  working 
load  adopted  was  13  300  pounds  per  square  foot. 

When  the  platform  is  placed  above  the  natural  surface  it 
may  be  braced  conveniently  by  extending  the  post  above  the 
height  to  be  occupied  by  the  loading,  and  into  a  loosely  fitting 
collar  which  is  held  in  position  by  four  inclined  shores;  or  four 
vertical  timbers  supported  by  shores  may  be  placed  so  as  to 
correspond  to  the  four  sheeting  planks  which  take  bearing  from 
the  wedges  in  Fig.  178a. 

To  determine  the  bearing  power  of  the  sand  on  which  some 
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of  the  pneumatic  caissons  under  the  Municipal  Building  in  New 
York  City  were  to  be  founded,  a  td-inch  casing  was  driven, 
and  cleaned  out  by  means  of 
a  sand  pump.  Inside  (A  the 
casing  was  placed  a  lo-mdi 
pipe  having  a  bearing  disk 
14  inches  in  diameter  at- 
tached at  the  bottom  and  a 
balanced  platform  at  the  top 
to  receive  the  load.  Three 
tests  were  made  at  different 
depths.  At  a  depth  of  77 
feet  below  the  curb  loads  of 
15,  22.5  and  28  tons  per 
square  foot  produced  settle- 
ments of  II,  I  a  and  2j] 
inches  respectively.  Later 
one  of  the  circular  caissons 
was  tested.  Its  base  bad  an 
area  of  90.8  square  feet  and 
was  72  feet  below  the  cuib. 
The  load  was  applied  by  in- 
crements of  I  ton  per  square 
foot  every  24  hours.  A  load 
of  6  tons  per  square  foot, 
which  was  that  used  in  de- 
signing the  caissons,  caused 
a  settlement  of  J  inch  with- 
out further  increase  during  a 
rest  of  six  days.  After  the 
load  was  increased  to  10  tons 
,  per    square    foot    the  total 

settlement  was  {i  inch  with- 
out further  increase. 

The  following  extract  is  made  from  the  regulations  (191-' 
of  the  Building  Ocpartment  of  the  Borough  of_Manhattan: 
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'The  soil  shall  be  tested  in  one  or  more  places  as  the  conditions  may 
ermine  or  warrant,  at  the  level  at  which  it  is  proposed  to  place  the 
:tom  of  the  foundations  of  the  structure.  Each  test  shall  be  made  so 
io  load  the  soil  over  an  area  of  not  less  than  4  square  feet  in  any  one  place, 
e  accepted  safe  load  shall  not  exceed  two-thirds  of  the  final  test  load, 
e  loading  of  the  soil  shall  proceed  as  follows:  (a)  The  load  per  square 
t  which  it  is  proper  to  impose  upon  the  soil  shall  be  first  applied  and 
)wed  to  remain  for  at  least  48  hours  undisturbed,  measurements  or 
dings  being  taken  once  each  24  hours  or  of  tener  to  determine  the  settle- 
nt,  if  any.  (b)  After  the  expiration  of  the  48  hours  the  additional  50 
cent  excess  load  shall  be  applied  and  the  total  load  allowed  to  remain 
listurbed  for  a  period  of  at  least  six  days,  careful  measurements  and 
dings  being  taken  once  in  24  hours,  or  oftener,  in  order  to  determine 
:  settlement.  The  test  shall  not  be  considered  satisfactory  or  the 
ult  acceptable  unless  the  proposed  safe  load  shows  no  appreciable 
tlement  for  at  least  two  days  and  the  total  test  load  shows  no  settlement 
at  least  four  days." 


The  loaded  area  has  most  frequently  been  taken  at  i  square 
>t,  but  it  is  better  to  take  a  larger  area  like  that  specified  in 
e  preceding  paragraph  and  to  subject  it  to  a  load  not  exceeding 
ice  that  of  the  proposed  working  load  than  to  overload  a 
ich  smaller  area.  To  get  the  best  results  it  is  important  to 
ike  the  test  on  a  surface  as  near  the  elevation  of  the  proposed 
se  of  the  foundation  as  possible,  not  at  the  surface  of  the 
ound,  and  with  as  little  clearance  as  possible  between  the 
axing  disk  or  plate  and  the  sides  of  the  excavation  or  casing, 
is  also  desirable  to  know  whether  any  elasticity  exists  in  the 
ound,  and  for  this  purpose  the  reduction  in  settlement  should 
measured  as  the  load  is  taken  off  in  parts  with  short  intervals 
rest  between.  The  unloading  may  be  done  more  rapidly 
an  the  loading.  Tests  on  beds  of  clay  should  extend  over 
iger  time  intervals  depending  upon  their  character. 
An  excellent  graphic  representation  of  the  phenomena  of 
5ts  for  bearing  power  consists  in  laying  off  the  time  intervals 
abscissas,  the  loads  per  square  foot  as  positive  ordinates, 
d  the  settlements  as  negative  ordinates.  The  curve  of 
ttlement  below  the  axis  can  thus  be  compared  directly  with 
e  stepped  load  line  above  the  axis,  showing  the  effect  of  both 
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increase  in  load  and  of  intervals  of  rest  after  the  successive 
increments  of  load. 


Art.  179.    Values  of  Bearing  Capacity 

No  definite  values  can  be  given  in  general  to  the  safe  loads 
on  foundation  beds  since  it  is  impossible  to  classify  accuratdy 
the  various  kinds  of  earth.  Unless  the  bearing  capacity  of  the 
material  at  a  given  site  is  already  known  it  should  be  determined 
by  direct  experiment  Too  little  attention  has  been  given  to 
this  subject  and  but  small  additions  have  been  made  in  recent 
years  to  any  real  knowledge  of  the  material  on  which  the 
foundations  of  structures  rest.  For  preliminary  estimates  and 
some  other  purposes,  limiting  values  of  bearing  capacity  may  be 
employed  for  several  classes  of  material. 

In  his  General  Specifications  for  Structural  Work  of  Buildings, 
C.  C.  Schneider  recommends  that  the  pressures  on  foundations 
are  not  to  exceed  the  following  values  in  tons  per  square  foot: 
Soft  clay,  i;  ordinary  clay  and  dry  sand  mixed  with  clay,  2; 
dry  sand  and  dry  clay,  3;  hard  clay  and  firm,  coarse  sand,  4; 
firm,  coarse  sand  and  gravel,  6.  Other  experienced  engineers 
have  characterized  these  values  as  needlessly  conservative,  but 
it  was  claimed  in  reply  that  conservative  values  were  adopted 
because  the  effect  of  settlement  in  the  foundation  of  a  building 
is  more  injurious  than  in  a  bridge  pier.  The  same  specifications 
also  contain  a  table  giving  the  bearing  capacity  for  different 
kinds  of  ground  as  prescribed  in  the  building  codes  of  a  number 
of  American  cities. 

The  Building  Code  recommended  by  the  National  Board 
of  Fire  Underwriters  gives  the  following  limiting  values,  also 
expressed  in  tons  per  square  foot:  Soft  clay,  i;  clay  and  sand 
together,  wet  and  springy,  2;  loam,  clay  and  fine  sand,  firm 
and  dry,  3;  very  firm,  coarse  sand,  stiff  gravel  or  hard  clay,  4. 

In  H.  B.  Seaman's  Specifications  for  Bridges  and  Subways 
the  allowable  static  pressures  are  given  as  follows,  in  tons  per 
square  foot:  Silt,  i;  moist  clay,  2;  clean  sand  or  dry  clay,  4' 
coarse  sand  or  gravel,  6;  hard-pan  or  compacted  gravel,  10; 
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sound  ledge  rock,  60.  It  is  stated,  however,  that  these  pres- 
sures are  for  the  most  favorable  conditions,  and  that  for  ques- 
tionable material  they  should  be  reduced  50  percent.  In 
deep  foimdations,  friction  and  buoyancy  may  be  allowed  for 
in  computation. 

The  following  paragraph  is  quoted  from  J.  E.  Greiner's 
General  Specifications  for  Bridges,  Part  III: 

"85.  When  foundations  are  subjected  to  the  loads  and  forces  specified 
in  paragraph  84,  the  maximum  permissible  pressure  per  square  foot  on 
any  part  of  the  surface  of  the  supporting  strata,  when  in  thick  beds,  shall 
be  as  follows,  but  it  is  advisable  to  use  a  considerably  less  pressure  unless 
absolutely  certain  as  to  the  character  of  the  bottom.  Firm  rock,  30; 
dry  coarse  gravel  and  sand,  well  cemented,  5;  hard  dry  compact  sand,  4; 
hard  dry  clay,  3  tons." 

The  following  allowable  loads,  expressed  in  tons  per  square 
foot,  were  adopted  Oct.  11,  1905,  by  the  Harriman  Lines: 
Alluvial,  adobe,  soil,  0.5;  clean,  dry  sand,  2;  compact  sand, 
cemented,  4;  gravel  and  sand,  cemented,  8;  moist,,  soft  clay,  i; 
dry  clay  in  thick  beds,  4;  soft  bedrock,  5;  hard  bedrock,  20; 
hardest  bedrock  with  no  seams,  200. 

The  most  elaborate  collection  of  data  on  unit  pressures 
adopted  for  stable  structures  on  the  material  upon  which  they 
are  founded  is  contained  in  a  volume  entitled  Allowable  Pres- 
sures on  Deep  Foundations,  by  Elmer  L.  Corthell.  The 
data  relate  to  178  works,  and  an  analysis  of  some  of  them  gives 
the  following  results: 

Examples  Material  Range  of  pressure,  lbs.   Average,  lbs. 


10 

Fine  sand 

4  500-11  600 

9000 

33 

Coarse  sand  and  gravel 

4  800-15  500 

10  200 

10 

Sand  and  clay 

5  000-17  000 

9  800 

7 

Alluvium  and  silt 

3  ooo-i  2  400 

5800 

16 

Hard  clay 

4  000-16  000 

10  160 

5 

Hard-pan 

6  000-24000 

17400 

"These  cases  show  no  settlement.  The  range  is  considerable 
and  no  doubt  in  the  case  of  the  minimum  pressure  a  much  larger 
weight  could  have  been  imposed  on  the  material  without  pro- 
ducing settlement.     For  a  safe  rule,  therefore,  the  average  is 
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low  and  a  safe  pressure  upon  the  material  would  lie  somewhere 
between  the  average  and  the  maximum  pressure.''  The  same 
volume  contains  the  pressure  for  instances  in  which  notable 
settlement  took  place,  as  well  as  values  of  frictional  resistance 
for  cylinder  and  masonry  piers. 

The  bearing  capacity  of  the  ground  depends  not  only  iq>on 
its  character  or  composition  but  also  on  the  amount  of  water 
which  it  contains  or  is  liable  to  receive,  and  the  degree  to  which 
it  is  confined  to  its  location.  Sand  can  sustain  very  heavy 
loads  with  but  slight  or  negligible  compression.  When  it 
directly  overlays  rock  or  some  other  thick  stratum  of  hard 
material  and  is  securely  confined,  or  is  artificially  protected 
against  the  possibility  of  lateral  displacement,  it  forms  a  satis- 
factory foundation  bed  and  will  safely  carry  heavy  loads. 

The  supporting  power  of  clay  is  very  variable  and  depends 
in  a  large  measure  upon  its  variety  and  upon  its  degree  of  satu- 
ration with  moisture.  The  clays  vary  considerably  in  their 
chemical  constituents,  which  in  turn  affect  the  amount  of  mois- 
ture which  they  can  absorb.  Certain  deposits  are  known  to  be 
compact  and  hard  and  have  a  high  supporting  power,  while 
others  are  plastic  and  easily  compressed.  The  chief  character- 
istic which  renders  clay  more  or  less  unstable  as  a  foundation 
material  is  its  property  of  retaining  water  which  is  once  ad- 
mitted, and  its  tendency  to  soften  gradually  as  the  amount  of 
water  increases.  In  plastic  clay  and  other  soft  material  the 
depth  of  foundation  should  enter  as  a  factor  in  determining  the 
allowable  pressure.  In  other  words,  the  so-called  buoyancy  of 
the  foundation  material  is  a  function  of  the  depth  of  'displace- 
ment' of  the  building  or  other  structure.  The  point  of  bearing 
must  be  carried  below  the  possibiUty  of  upward  reaction  along- 
side. This  principle  has  sometimes  found  expression  in  a 
practical  rule  that  "in  compressible  ground  the  depth  of  a 
foundation  ought  not  to  be  less  than  one-fourth  of  the  intended 
height  of  the  building  above  ground;  that  is,  for  a  shaft  of  200 
feet,  the  foundation  should  be  made  secure  to  a  depth  of  50  feet 
by  piling,  or  by  well-sinking  and  concrete.  Masses  of  concrete, 
brick,  or  stone,  placed  upon  a  compressible  substratum,  how- 


Art.  179  VALUES  OF  BEARING  CAPACITY  537 

ever  cramped  or  bound,  may  prove  unsafe.  Solidity  for  a 
considerable  depth  alone  can  be  relied  upon.  Mere  enlarge- 
ment of  a  base  may  not  in  itself  be  sufficient.**  It  must  also 
be  remembered  that  large  areas  of  compressible  ground  will  not 
continuously  support  as  large  a  unit  load  as  a  smaller  area  for 
a  short  time. 

When  clay  is  mixed  with  other  materials,  like  coarse  sand  and 
gravel,  its  supporting  power  is  considerably  increased,  being 
greater  in  proportion  as  the  other  materials  are  in  excess  up  to 
the  point  of  forming  a  cemented  mass,  in  which  the  clay  is 
just  sufficient  in  quantity  to  act  as  a  cement  in  binding  the 
other  materials  together.  In  this  condition  the  clay  is  often 
found  in  an  indurated  state,  and  the  hardness  of  the  mixture, 
commonly  called  hard-pan,  is  proverbial. 


CHAPTER  XVIII 
PNEUMATIC  CAISSON  PRACTICE^ 

Art.  i8o.    Historical  Notes 

In  1852  an  attempt  was  made  in  the  Pedee  River  in  North 
Carolina  to  use  the  ingenious  vacuum  method,  invented  by 
Potts,  to  place  the  foundations  for  a  bridge.  His  plan  con- 
sisted in  exhausting  the  air  from  cylinders  6  feet  in  diameter, 
thereby  causing  the  atmosphere  to  exert  a  pressure  of  14.7 
pounds  per  square  inch,  or  a  total  pressure  of  about  30  tons 
which  it  was  thought  would  force  each  cylinder  through  a 
depth  of  25  feet  of  sand.  Unfortunately,  the  attempt  proved 
unsuccessful,  since  no  allowance  had  been  made  for  the  presence 
of  logs  which  were  encountered  under  the  cutting  edge. 

Accordingly,  the  opposite  method  was  tried,  or  that  of  pump- 
ing additional  air  into  the  cylinders,  thus  introducing  in  America 
what  was  designated  as  the  plenum  pneumatic  method.  By 
this  method  the  air  is  compressed  sufficiently  to  balance  the 
water  pressure,  thus  keeping  the  water  out  of  the  working 
chamber.  As  a  cubic  foot  of  fresh  water  weighs  about  62^ 
pounds,  the  pressure  per  square  inch  at  a  depth  of  i  foot  is 
0.434  pounds  and  at  a  depth  of  lop  feet,  43.4  pounds. 

The  second  set  of  caissons  to  be  sunk  in  America  were  those 
of  the  Third  Avenue  bridge  over  Harlem  River,  New  York, 
about  i860,  the  third  being  those  for  the  famous  steel  arch 
bridge  at  St.  Louis  begun  in  1868.  The  earliest  patent  for 
a  compressed-air  shaft  was  granted  to  Thomas  Cochrane  in 
1830,  while  the  first  application  was  made  in  the  river  Seine,  at 
Loire,  by  M.  Triger  in  1839.  Compressed  air  had  been  used 
in  diving  bells,  however,  for  many  centuries,  although  the  first 

'  By  T.  KicNNARD  TiioMsox,  C.  E.,  D.  Sc,  Consulting  Engineer,  50  Church 
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record  of  using  a  pump  to  compress  the  air  in  a  diving  bell  is  in 
1778  by  Smeaton,  a  noted  English  engineer,  for  repairing  the 
foundations  of  a  bridge  over  the  river  Tyne,  at  Hexham. 

Art.  181.    Results  of  Evolution 

The  first  and  second  sets  of  caissons  referred  to  in  Art.  i8o 
were  iron  cylinders  only  4  to  6  feet  in  diameter.  The  first  large 
caissons  were  built  for  the  deep  foundations  of  the  Eads  bridge 
at  St.  Louis  and  the  Brooklyn  bridge  in  New  York.  They  were 
of  very  massive  timber  construction  on  account  of  the  stone 
masonry  being  placed  directly  upon  the  deck.  The  heavy 
roof  or  deck  was  also  used  in  the  early  days  of  concrete  by  some 
engineers,  but  in  the  decade  following  1880,  the  thickness  was 
reduced  to  less  than  3  feet  for  bridge  piers  in  some  of  the  large 
rivers.  In  the  Hartford  stone  arch  bridge,  the  largest  caisson 
was  46  by  131  feet  in  size  and  had  a  timber  deck  only  4  feet 
thick.  As  this  caisson  had  no  bulkheads  or  diaphragms,  it 
contained  the  largest  undivided  air-chamber  ever  used.  Mass- 
ive framed  timber  cribs  with  solid  walls  and  heavy  bracing  were 
also  used  above  the  caisson  deck,  but  the  walls  were  reduced  in 
time  to  3-inch  planking  with  sufficient  timber  bracing  to  resist 
the  water  pressure  and  possible  bumps  from  boats,  etc. 

The  first  biiilding  ever  founded  on  pneumatic  caissons  was 
the  Manhattan  Life  building  at  66  Broadway,  New  York,  in 
1893.  The  caissons  were  of  heavy  steel  construction,  about 
9  feet  high  with  a  7-foot  working  chamber.  It  was  intended  to 
build  the  brick  piers  directly  on  the  caissons  as  they  sank,  but 
the  friction  of  the  ground  against  the  brick  wall  was  too  great 
for  the  green  mortar  and  forced  open  the  joints  between  the 
brick.  This  method  was  then  replaced  by  building  steel 
cofferdams  above  the  caisson  and  filling  them  with  concrete. 
The  steel  in  turn  was  supplanted  by  wood. 

Caissons  and  cofferdams  built  of  steel  with  rectangular 
horizontal  sections  were  used  for  many  years,  but  have  been 
abandoned  in  America  while  those  with  circular  sections  are 
restricted  to  small  diameters.     Except  for  the  small  sizes,  it  is 
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always  cheaper  to  use  wood  and  concrete;  and  in  many  cases  it 
is  cheaper  to  use  wood  only  for  forms  when  all  the  concrete  can 
be  placed  before  sinking  starts,  and  which  has  often  been  done 
successfully  up  to  heights  a  little  over  30  feet  above  the  cutting 
edge.  This  method  is  not  economical,  however,  when  the 
depth  of  sinking  is  so  large  as  to  require  two  or  three  'build-ups* 
of  concrete  diuring  which  the  sinking  must  be  interrupted. 

To  stop  sinking  tenjporarily  is  bad  since  it  requires  continual 
pumping  of  air  during  the  interval,  thus  increasing  the  overhead 
charges,  and  also  allows  the  ground  to  cake  against  the  sides, 
thus  greatly  increasing  the  friction.  In  one  example,  the  mov- 
able derrick  was  shifted  to  another  caisson  instead  of  waiting 
several  days  for  the  'build-up,'  as  the  adding  of  concrete  is 
called,  and  it  was  60  days  before  sinking  was  resumed  on  this 
caisson.  During  this  period  compressed  air  was  pumped  into 
the  working  chamber  to  keep  the  ground  from  caving  in, 
although  it  would  have  been  cheaper  to  flood  the  caisson  for  that 
purpose.  It  is  much  cheaper  in  such  cases  to  use  a  cofferdam 
of  2-inch  plank  and  to  work  continuously  until  the  penetra- 
tion is  completed. 

To  sum  up  the  results  of  evolution,  it  is  found  to  be  the  best 
practice  to  use  steel  for  small  circular  caissons,  say  from  30 
inches  to  6  feet  in  diameter;  in  larger  sizes  to  use  mass  concrete 
with  2-inch  timber  sides,  with  reinforcement  around  the  shafts, 
working  chamber  and  sides,  where  it  is  necessary  to  keep  joints 
from  opening.  It  is  believed  to  be  better  to  leave  on  the  thin 
timber  sides,  since  it  avoids  unnecessary  delays  in  sinking, 
reduces  the  skin  friction  as  well  as  the  liability  of  rupturing  the 
concrete  due  to  the  friction,  and  makes  it  easier  to  keep  the 
caissons  plumb  and  in  position. 

Caissons  with  a  timber  roof  and  sides  for  the  working  chamber 
and  with  timber  cofferdam  on  top  are  economical  for  only  deep 
sinking  in  harbors  or  rivers,  where  buoyancy  is  an  advantage. 
The  writer  has  sunk  caissons  in  water  60  feet  deep  where  the 
cutting  edge  had  to  penetrate  30  feet  below  the  bottom.  The 
top  of  the  concrete  had  to  be  kept  about  25  feet  below  the  water 
surface  in  the  river,  requiring  great  care  with  the  bracing  of  the 
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timber  coflFerdam  and  to  guard  against  concrete  buckets  knock- 
ing out  braces,  as  well  as  injury  from  passing  barges,  derrick 
boats,  etc.  If  no  timber  had  been  used  in  constructing  the 
caisson,  the  distance  from  the  water  surface  to  the  concrete 
being  deposited  would  have  been  much  greater. 

Art.  182.     Construction  of  Caissons 

For  constructing  caissons  from  30  to  36  inches  in  diameter, 
such  as  are  used  chiefly  for  underpinning  purposes,  cast  iron  is 
preferable,  with  a  thickness  of  i J  to  f  inches.  The  sections 
should  be  about  5  feet  long  with  substantial  flanges  to  bolt 
them  together,  shorter  sections  being  ordered  to  make  up  the 
requisite  total  length,  which  varies  in  each  case.  See  illustra- 
tions in  an  article  on  Foundations  of  the  New  Mutual  Life 
Insurance  Building,  New  York  City,  in  Engineering  News,  vol. 
45,  page  221,  March  28,  1901.  Steel  plates  f  inch  thick  have 
been  used  but  in  some  cases  were  badly  twisted  or  warped  while 
being  jacked  down,  thus  greatly  reducing  if  not  destroying  the 
value  of  the  cylinders  as  columns.  Cast  iron  is  much  less 
liable  to  rust  than  steel. 

When  caissons  are  sunk  in  the  open  for  new  buildings,  it 
rarely  pays  to  use  a  smaller  diameter  than  6  feet;  the  working 
chamber  then  consists  of  a  steel  shell  about  f  inc  hthick,  with 
a  steel-angle  ring  above  the  cutting  edge  and  one  or  two  .more 
rings  of  say  3|X3|X§-inch  angles  between  the  cutting  edge 
and  the  deck.  If  the  steel  cofferdam  above  a  caisson  of  this 
diameter  is  omitted  and  removable  forms  used,  the  ring  of  con- 
crete between  the  inside  shaft  and  outside  surface  is  only  from 
I  to  i^  feet  in  thickness,  and  unless  the  concrete  is  heavily 
reinforced,  both  vertically  and  horizontally,  the  concrete  is  sure 
to  crack  as  has  often  been  proved  by  experience.  The  size 
and  spacing  of  the  reinforcing  bars  depends  on  the  depth  of 
penetration,  and  in  these  circular  caissons,  6  feet  or  over  in  di- 
ameter, it  is  often  more  economical  to  use  wooden  sides  from  the 
cutting  edge  to  the  top. 

In  tie  larger  caissons,  whether  of  wood  or  concrete,  the  first 
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(lolail  of  o>nstriK  (ion,  and  on  which  there  is  still  the  widest 
ditToronco  of  opinion,  is  iho  cutting  edge.  Xaturally,  every 
one  wants  the  bottom  of  the  caisson  to  be  as  thin  as  possibly 
so  that  the  sand  h<^s  can  remove  the  material  under  the  cutting 
l^^ge  with  the  least  ditVicuity.  Most  siq>erintendent5  demand 
a  *knil*e  cutlinj:  cilge."  which  is  a  mistaken  policj-.  for  in  £nt 
sand  where  such  a  knife  eilge  works  like  a  charm,  it  i<  DiC 
n^^^^t^^.  whereas  in  other  material  where  it  seems  to  be  ntfd?: 
il  cannot  be  made  strong  enough  to  stand  the  terrific  pressurt 
It  is  sure  to  be  buckleil  and  then  becomes  worse  than  nc-  rui- 
ting  iMfire  at  all.  often  causing  considerable  delay,  whiit  i:  i.- 
bemg  remo\  inI. 

The  lv>i  form  of  cutting  edge  for  either  timber  or  conrr-ju 
caissons  consists  oi  an  S-inch  channel  laid  flat  with  ii.-  ua:!. 
down,  or  a  i  :?-inch  ^Vik  bkvk  sized  down  to  S  inche?  oi.  in: 
bottom.  The  S-inch  channel  culling  edge  was  nrsi  dcsi^mti. 
by  ih<  writer  for  Arthur  McMullen  &  Co..  in  loo:  2Li 
it  hft>  been  use^i  by  ihem  ireoueni^y.  Ii  i<  thi  rr.-j- 
econ omit" 111    form. 

1>  4  >i  I K  \\ :  1 1  i >  o :'  ;  b  c  w r»rk  i  n c  ^'h ; .  m  S er  reo  u  ir t  ijr oa :  cj?^r -.  :.t. 
■■j.icw^^:  :t\  :^i'i:  .ic^icn  The-Ci-ririiliy.  i:  iht  r:Lir>-':  ■ 
:»-\;'^"'li  ;!P.\  :h.  :  i:  nri^ssur;  u:>:  :.;i;;.n:^t'>  :.hi  (niTsici:  rrr*-:* 
;^,«"^   iv  n.    n-t^<uri   or.  :hi  >i.u>  i\.-^e:»:  :n:(:  dui   t<    tri-     - 

v.vi,   :^;v  ■  r  :i"»i  :»;ii.':    /.i;:<i:if;  :;t:  >u:;*r  :^:  ..;j;r.::"    :     '  \.  t 
^ .^„.^  ...,.  ,^   !.    .-.."..ji^-^i     i»'    !■    :r;MK  ,.v\\.;.    Tr.in".   in-.    ?■»■■      : 

.      . ;            •  ^  !    ■  ■  • .   »         ^*  . '  I      I        .  I  ■  ^       n  I  ^  I      Kill'..      :  I.      «-i  .  «  . I. . .  1 1  >      '  'V.  *  L .  .  : ■ 
...  iw        !..■ '     *^  .-^   I '     >>..  I  ■!  ..».'•.• .     .  .    '   « •  :     :  '  K.tw .   KiU 

•     ■     ■■  '  ■■  ^    •   '  .. » .   ■•      .'r.Ii:.    -a.,: 

...       —-     •  '-    ,            t  •       —••-.■>.        —■-,..      ■•  •» . .   - 1  — 
'  I       ••'     '■.■■       '..       ».i      r»l'. 
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breaking  away.  In  another  instance,  a  reinforced-concrete 
caisson  landed  hard  on  one  side,  and  in  consequence  the  steel 
rods  from  the  cutting  edge  up  were  badly  buckled,  forcing  the 
concrete  side  walls  into  the  working  chamber,  leaving  the  out- 
side timber  bare,  which  fortunately  had  been  left  in  place. 
Curiously,  the  thick  reinforced-concrete  wall  was  destroyed, 
while  the  3-inch  plank  remained. 

In  small  caissons  the  cutting  edge  and  sides  should  be  made 
strong  enough  to  withstand  the  pressure  without  cross  bracing, 
but  in  large  caissons  it  is  customary  to  use  substantial  struts 
every  10  or  15  feet,  and  most  designers  use  solid  timber  bulk- 
heads in  long  or  wide  caissons,  making  an  air  chamber  about 
20  feet  wide.  However,  as  every  bulkhead  makes  two  more 
cutting  edges  to  work  under,  and  since  this  part  of  the  ex- 
cavation is  the  most  expensive,  the  writer  has  preferred  to 
omit  the  bulkheads  and  has  done  so  successfully  up  to  a 
width  of  46  feet  and  a  length  of  131  feet,  at  Hartford,  Conn. 
The  size  and  spacing  of  this  bracing  must  be  governed 
by  experience.  The  caissons  at  Hartford  are  typical  of  others 
xised  successfully  at  Pittsburgh,  Mingo  Junction,  Havre  de 
Grace,  and  Pierre. 

The  earliest  wooden  caissons  had  much  heavier  wooden 
decks  than  were  needed  to  act  as  supports  for  the  stone  ma- 
sonry. Steel  caissons  also  had  heavy  beam  deck  construction 
even  when  concrete  was  supported.  It  was  long  thought  neces- 
sary to  have  a  timber  or  steel  deck  to  secure  an  air-tight  job, 
but  experience  has  shown  that  by  first  placing  a  layer  of  mortar, 
it  is  easier  to  secure  air-tightness  with  concrete  than  with  wood 
or  steel.  Upon  reflection,  it  was  seen  that  under  concrete  a 
deck  of  timber  or  steel  was  needed  only  as  a  temporary  form, 
except  when  the  concrete  was  shallow  and  then  it  could  be 
reinforced. 

There  are  three  good  reasons  for  omitting  the  permanent 
wooden  deck:  First,  it  is  more  compressible  than  concrete  and 
is  liable  to  loads  sufficient  to  compress  it;  second,  concrete  is 
cheaper  than  wood;  and  third,  danger  of  injury  from  the  teredo 
wherever  it  exists.     The  old  theory  that  the  teredo  will  only 
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start  work  near  the  water  surface  is  erroneous  according  to 
the  observations  of  the  writer  who  examined  piles  driven  two 
years  previously  for  a  bridge  at  Fall  River,  Mass.,  and  which 
were  cut  off  40  or  50  feet  below  the  surface,  and  carried  a 
timber  grillage  4  feet  thick  on  which  the  granite  masonry  piff 
was  built.  The  piles  were  eaten  through  allowing  one  end  of 
the  pier  to  drop  2  feet.  When  several  pile  heads  were  cut  off, 
brought  to  the  surface  and  cut  open,  live  teredo  and  limnoria 
were  discovered,  although  the  location  was  within  200  feet  of 
the  mouth  of  a  sewer.  Whether  the  teredo,  due  to  its  objec- 
tion to  crossing  joints,  entering  beyond  a  certain  distance,  etc., 
would  destroy  the  deck  of  a  large  wooden  caisson,  is  an  open 
question,  but  the  danger  is  great  enough  to  rule  out  timber  in 
the  future  whenever  possible. 

There  are  some  accidents  or  errors  of  judgment  against  which 
the  designer  is  powerless.  For  instance,  one  of  the  best  super- 
intendents in  the  country  put  too  large  a  charge  of  dynamite 
outside  of  the  cutting  edge  to  break  up  the  rock  and  blew  out 
the  end  of  the  caisson.  Besides  making  it  a  total  wreck,  the 
jar  combined  with  an  extra  high  tide  broke  the  bond  between 
the  concrete  and  bedrock  in  an  adjoining  caisson,  about  200 
feet  away,  and  lifted  the  caisson  enough  to  require  its  removal 
and  rebuilding.  Numerous  cases  have  occurred  where  the  deck 
has  been  badly  warped  by  allowing  one  corner  to  land 
on  a  harder  substance  than  the  rest  of  the  cutting  edge,  or 
by  not  having  the  bed  dredged  to  a  uniform  depth  before 
placing  the  caisson.  One  of  the  Quebec  bridge  caissons  was 
thus  injured. 

Art.  183.     Caulking,  Shafts  and  Lighting 

One  of  the  advantages  of  concrete  caissons  is  the  absence 
of  joints  to  be  caulked.  In  steel  caissons  the  joints  must  be 
caulked  with  a  regular  caulking  tool,  while  in  wooden  caissons, 
every  joint  must  he  tightly  packed  with  oakum  and  often  with 
a^coat  of  pitch  also,  in  spite  of  which  there  is  a  considerable 
loss  of  air. 
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In  caulking  with  oakum,  one  man  can  cover  about  180  feet 
of  joint  in  a  day,  going  over  the  work  twice  but  using  only  a 
single  line  of  oakum.  In  wooden  or  steel  caissons,  it  is  very 
hard  to  get  a  water-  and  air-tight  job,  even  with  the  best  caulk- 
ing and  flushing  the  deck  with  mortar  before  placing  the  con- 
crete. No  one  likes  to  see  the  air  bubbling  up  through  the 
green  concrete,  much  less  to  see  it  form  a  water-spout  several 
feet  above  the  top  of  the  concrete.  In  New  York,  the  escape 
of  air  from  below  the  cutting  edge  or  elsewhere  has  been 
observed  in  biiildings  from  100  to  200  feet  away. 

The  preceding  statements  about  caulking  the  side  walls  and 
deck  of  the  working  chamber  apply  even  in  a  higher  degree 
to  the  cofferdam  above  the  caisson,  especially  as  the  top  of 
the  concrete  may  be  many  feet  below  the  water  surface. 
A  small  leak  requires  pumping  and  this  is  the  greatest  enemy 
of  concrete. 

Small  caissons  under  4  or  5  feet  in  diameter  are  practically 
all  shaft,  but  in  larger  sizes,  one  or  more  inner  shafts  are  used 
to  take  men  and  material  in  and  out  of  the  caisson.  For  sizes 
up  to  12  or  15  feet  in  length,  it  is  customary  to  have  only  one 
shaft  for  both  men  and  material.  Sometimes  this  is  simply  a 
material  shaft,  3  feet  in  diameter,  with  a  ladder  set  in  the  side, 
while  at  other  times,  a  combined  shaft  is  used,  an  oblong  affair 
divided  into  two  compartments,  one  with  a  ladder  for  men  and 
the  other  for  taking  material  in  and  out. 

Whenever  the  size  of  the  caisson  permits,  there  should  be 
two  or  more  shafts  to  avoid  unnecessary  danger  to  the  men,  and 
also  to  facilitate  filling  the  air  chamber.  Temporary  failure 
of  the  lock  to  work,  or  the  jamming  of  a  bucket  in  the  shaft, 
has  often  held  the  men  as  prisoners  for  hours,  sometimes  more 
than  twelve,  and  sometimes  with  serious  loss  of  life.  On  the 
other  hand,  two  shafts  are  more  expensive  than  one,  even  al- 
lowing for  the  extra  handling  of  material,  and  contractors  do 
not  like  to  incur  the  extra  expenditure  of  time  and  money. 
But  several  shafts  do  not  always  insure  safety.  Some  years 
ago,  in  the  Passaic  River,  one  of  the  best  foremen  failed  to 
fasten  the  bucket  properly  to  the  hoisting  rope,  and  hence 
35 
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the  bucket  dropped  in  the  lock,  forced  the  bottom  door  q)cii 
while  the  top  was  also  open,  thus  allowing  all  the  compressed 
air  to  escape  and  drowning  nearly  all  the  men  in  the  working 
chamber,  including  the  foreman  himself. 

If  the  shaft  is  made  of  steel  and  not  buried  in  conaete,  it 
should  be  |  inch  thick,  and  properly  fastened  so  that  neither 
shaft  nor  lock  can  be  blown  oflF,  as  has  sometimes  occurred. 
If  the  steel  shaft  is  buried  in  the  concrete,  it  may  be  built  of 
J-inch  metal,  provided  it  is  designed  so  that  it  cannot  be  blown 
off.  At  first,  it  was  customary  to  use  heavy  steel  shafts  whidi 
were  left  in  the  concrete,  but  this  proved  so  expensive  that  the 
plan  was  modified  to  leave  only  the  bottom  section  buried  in 
the  shaft,  its  length  not  exceeding  8  to  lo  feet  and  sometimes 
only  i8  inches.  The  rest  of  the  shaft  was  protected  from  the 
concrete  by  a  timber  box  surrounding  it.  But  as  the  concrete 
often  leaked  through  the  box  and  set  around  the  shaft,  prevent- 
ing its  removal,  and  causing  considerable  loss  to  the  con- 
tractor, two  other  methods  were  adopted  later.  In  the  first 
plan,  a  heavy  cast-iron  collapsible  shaft  is  used  which  is  removed 
after  the  air  chamber  is  filled.  In  the  second  plan,  timber 
forms  with  rungs  for  a  ladder  are  used  in  the  shaft  except  for 
the  upper  section  near  the  lock,  especial  care  being  taken  to 
provide  an  adequate  connection  of  the  steel  shaft  to  the  con- 
crete. A  number  of  fatal  accidents  have  occurred  in  which  the 
lock  was  blown  off  from  the  caisson. 

When  candles  were  employed  for  lighting,  there  was  con- 
stant danger  of  fire.  A  fire  started  in  the  joints  of  a  timber 
deck  and  fanned  by  compressed  air  is  very  difficult  to  put  out, 
even  by  flooding  the  working  chamber.  More  recently,  upon 
hoisting  a  bale  of  oakum  from  the  4-foot  joint  well  between 
two  caissons,  a  candle  in  the  lock  was  knocked  over,  the  rope 
set  on  fire  and  the  blazing  oakum  dropped  on  the  men 
below.  Two  men  were  burned  to  death  and  several  others 
seriously  injured. 

All  caissons  should  he  lighted  by  electricity  whenever  pos- 
sible, even  the  small  joint  caissons  between  the  main  ones,  as 
the  accident  just  cited  indicates.     Apart  from  the  danger  of 
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fire,  the  old  tallow  candle  was  never  satisfactory,  for  as  the  rate 
of  combustion  is  greater  in  compressed  air,  the  lungs  of  the 
workmen  are  so  filled  with  soot  that  many  days  are  required 
to  get  rid  of  it.  Electric-light  wires  are  generally  carried  down 
the  shaft  and  occasionally  a  bare  wife  will  charge  the  iron 
ladder  giving  an  unwelcome  shock  to  the  men  using  it. 

The  pipes,  3  or  4  inches  in  diameter,  which  convey  the 
compressed  air  to  the  working  chamber,  as  well  as  the  gas  pipe 
for  whistling  or  signalling  to  the  men  outside,  were  formerly 
left  in  the  concrete,  but  in  later  practice,  they  are  sometimes 
placed  in  a  pocket  next  to  the  shaft,  so  that  they  can  be  removed 
and  used  again.  The  same  arrangement  is  applied  to  the  pipes, 
about  5  inches  in  diameter,  which  are  used  to  blow  out  material 
when  that  method  is  suitable.  These  details  and  many  others 
cannot  be  designed  by  any  one  who  has  not  worked  in  a  caisson 
and  is  not  familiar  with  methods  of  operation,  without  making 
serious  blunders. 

Art.  184.    Methods  of  Launching 

There  are  practically  four  methods  of  getting  a  caisson  into 
the  water:  First,  when  built  on  shore,  it  is  skidded  into  the 
water  on  launching  ways;  "second,  when  built  in  a  pontoon, 
the  pontoon  is  taken  away  underneath;  third,  when  built  on 
a  boat  or  wharf,  the  caisson  is  lifted  by  derricks  and  placed  in 
the  water;  and  fourth,  when  the  cutting  edge  is  supported  from 
a  temporary  platform  on  piles  or  boats,  and  is  then  lowered 
by  long  screw  rods,  or  block  and  tackle,  etc.,  to  a  firm 
bottom. 

When  built  on  shore  and  skidded  into  the  water,  no  more 
work  is  done  before  launching  than  is  necessary;  the  bottom  of 
all  shafts  should  be  closed  temporarily  and  a  small  amount  of 
grout  or  concrete  placed  on  the  deck  to  make  it  water-tight. 
A  caisson  of  ordinary  size  and  timber  construction  will  draw 
about  8  to  10  feet  of  water  when  floated  and  must  have  enough 
cofferdam  to  prevent  flooding.  A  failure  to  provide  skids  or 
runways  of  ample  strength  has  resulted  in  several  breakdowns 
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before  launching,  with  a  loss  of  thousands  of  dollars  and  consider- 
able valuable  time. 

The  method  of  building  on  a  pontoon  is  very  satisfactory, 
especially  when  a  number  of  caissons  can  be  built  on  the  same 
pontoon.  A  pontoon  is  a  flat-bottomed  boat  with  vertical 
sides,  leaving  a  clear  space  of  about  5  feet  in  which  to  work 
all  around  the  caisson.  The  bottom  is  constructed  of  12X12 
-inch  timbers  spaced  2  to  3  feet  apart,  to  which  4-inch 
planks  are  spiked  underneath.  The  sides  are  6  or  7  feet  high 
or  sufficient  to  prevent  any  danger  of  flooding  during  con- 
struction. Both  the  bottom  and  sides  are  thoroughly  caulked 
with  oakum. 

These  pontoons  are  made  of  two  or  more  parts  bolted  to- 
gether in  the  middle  and  so  arranged  that  after  the  caisson  has 
been  built  to  a  height  of  14  to  20  feet  above  the  cutting  edge, 
caulked,  with  shafts,  etc.,  in  place  and  properly  connected  to 
the  deck,  the  bolts  connecting  the  two  halves  can  be  removed. 
Stone  or  gravel  is  then  placed  on  the  center  of  the  pontoon,  and 
when  everything  is  ready  the  valves  are  opened,  allowing  the 
pontoon  to  fill  with  water  until  the  caisson  floats.  Sometimes 
the  arrangement  is  so  perfect  that  the  minute  the  caisson  floats 
the  two  halves  of  the  pontoon  shoot  from  under  and  the  launch- 
ing is  completed.  It  is  often  necessary,  however,  to  attach 
tugs  to  pull  the  sections  apart;  or,  by  means  of  struts  attached 
to  the  caisson  and  by  block  and  tackle,  the  pontoon  sections 
are  pushed  apart.  At  one  time  a  superintendent  forgot  to 
sink  the  pontoon  first  in  order  to  relieve  it  of  the  weight  of  the 
caisson,  and  upon  trying  to  pull  away  the  pontoon  sections,  he 
succeeded  merely  in  letting  in  water  enough  to  freeze  the 
caisson  to  the  pontoon;  accordingly,  it  took  two  weeks  instead 
of  about  three  minutes  to  launch  it.  At  Hartford,  where  seven 
caissons  were  23  feet  wide  and  two  were  46  feet  wide,  the  pon- 
toon was  built  for  the  smaller  size  and  additional  sections  were 
added  for  the  larger  size. 

Building  on  boats  or  shore  and  lifting  the  caissons  bodily  into 
the  water,  depends  upon  local  conditions,  and  applies  to  the 
smaller  caissons.     The  fourth  method  is  in  some  cases  the  only 
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one  which  can  be  adopted  economically.  For  example,  at 
Pierre,  S.  D.,  the  bed  of  the  Missouri  River  consisted  of  very 
fine  silt  and  the  water  was  too  shallow  to  float  a  caisson;  if  a 
channel  lo  feet  deep  were  dredged  out,  it  would  fill  up  before 
the  caisson  could  be  towed  into  place.  Piles  were  therefore 
driven  to  form  the  supports  for  a  platform  around  the  site  of 
each  caisson  and  about  32  rods  were  suspended  from  these 
platforms  in  such  a  way  that  the  cutting  edge  could  be  built 
upon  their  hooks  at  the  bottom.  After  the  caisson  was  built 
up  about  14  feet  above  the  cutting  edge,  it  was  lowered  by  si- 
multaneously turning  the  nuts  on  the  32  rods  until  the  cutting 
edge  came  to  rest  on  the  bottom.  The  rods  were  then  discon- 
nected for  use  on  the  next  caisson  while  building  up  the  coflFer- 
dam  and  concreting  were  continued.  It  took  from  10  to  12 
hours  to  lower  a  caisson. 

Art.  185.    Placing  and  Sinking 

Before  launching  a  caisson  and  lowering  it  to  position,  the 
site  must  be  prepared  by  excavating  the  higher  spots  to  a 
level  surface.  If  the  low  spots  are  filled,  they  are  not  as  firm 
as  the  other  material  and  thus  cause  trouble.  Leveling  the 
site  properly  is  especially  important  in  a  swift  current.  When 
possible,  guide  piles  are  driven  on  each  side  and  sometimes 
clusters  of  piles  are  driven  up-  and  downstream  to  which  lines 
are  attached  to  hold  the  caisson  in  position  until  it  is  sunk  deep 
enoxigh  to  be  safe.  These  guide  frames  support  working  plat- 
forms, form  parts  of  supports  for  derricks  unless  they  are 
mounted  on  boats,  act  as  wharves  for  boats  of  stone,  sand  or 
cement,  and  for  the  sand  hogs'  boat.  In  some  cases,  it  is 
advantageous  to  build  a  temporary  island  of  gravel,  sand,  etc., 
on  which  to  build  the  caissons  in  position,  looking  out  for  the 
danger  of  floods,  since  some  rivers  rise  enough  in  24  hours 
to  wash  away  such  an  island. 

After  the  caisson  has  reached  the  proper  position,  the  shafts 
are  built  up  and  concreting  started  until  the  cutting  edge  has 
penetrated  far  enough  into  the  ground  to  make  it  safe  to  put 
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on  air  and  send  down  the  sand  hogs.  In  the  Mohawk  river, 
caissons  were  started  on  artificial  islands,  while  in  the  Susque- 
hanna river,  at  Havre  de  Grace,  they  had  to  be  sunk  through  60 
feet  of  water.  At  the  former  locality,  the  concrete  was  weD 
above  the  water  surface  from  the  start  of  sinking,  while  at  the 
latter,  the  concrete  had  to  be  kept  25  to  30  feet  below  the 
surface  until  the  bottom  was  reached. 

The  ideal  condition  during  sinking  is  to  have  just  weight 
enough  to  keep  the  caisson  moving  gradually  and  continuously, 
with  the  cutting  edge  a  few  inches  below  the  excavation  in  the 
working  chamber,  until  the  final  position  is  reached,  but  it  is 
difficult  to  secure  this  condition.  If  a  caisson  is  too  heav}', 
it  is  liable  to  break  the  side  friction  and  fill  the  air  chamber 
with  sand,  and  if  it  is  not  heavy  enough,  as  frequently  happens, 
it  is  necessary  to  lower  the  air  pressiure  to  start  the  movement, 
thus  giving  jerky  sinking. 

In  caissons  for  city  buildings,  it  is  a  common  occurrence 
to  see  the  excavation  carried  from  i  to  2  feet  below  the  cutting 
edge,  and  then  to  have  the  air  pressure  lowered  for  a  few  seconds, 
the  friction  being  suddenly  overcome,  and  the  caisson  sunk 
2  feet  or  more.  Sometimes,  however,  hundreds  of  tons  of 
pig-iron  or  cast-iron  blocks  are  piled  on  top  to  assist  the  opera- 
tion of  sinking.  The  caissons  for  the  Zinn  Building  in  New  York 
(see  Canadian  Engineer,  Feb.  22,  19 12)  first  penetrated  made 
ground  and  the  Hudson  River  silt.  On  lowering  the  air  pressure 
the  friction  was  suddenly  overcome  and  the  caisson  sank  until 
sand  and  mud  filled  the  air  chamber,  resulting  in  the  loss  of 
a  shift  of  eight  hours.  This  accident  occurred  fifteen  times  at 
that  site,  sometimes  without  lowering  the  pressure;  a  record 
of  misfortune  which  has  never  been  equalled.  Fortunately 
the  men  were  in  the  shaft  when  it  happened  the  first  time  and 
were  on  the  watch  afterward. 

In  sinking  the  first  caisson  for  the  Municipal  Building  in 
New  York,  when  the  penetration  was  nearly  100  feet  below 
ground  water-level,  the  air  pipe  broke  and  within  15  minutes 
sand  filled  the  working  chamber  and  extended  16  feet  up  into 
the  shaft,  while  the  water  had  risen  42  feet  above  the  cutting 
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edge.  The  men  were  on  the  way  up  the  shaft  when  the  connec- 
tion broke  and  the  water  followed  the  feet  of  the  last  man  nearly 
as  fast  as  he  could  dimb.  If  plenty  of  weight  in  the  form  of  iron 
blocks  can  be  obtained  without  too  much  cost,  it  is  better  to 
use  it  in  sinking,  for  reducing  the  air  pressure  or  using  a  water- 
jet  is  almost  sure  to  increase  the  friction  for  the  next  drop,  with 
exasperating  results. 

It  is  essential  to  have  sufficient  outside  bracing  to  keep  the 
caisson  in  Une  imtil  the  penetration  reaches  25  to  30  feet.  If 
it  gets  far  out  of  line  before  that,  it  is  almost  impossible  to 
plumb  it  again,  and  is  likely  to  get  out  of  Une  still  more  as  it 
sinks.  If  it  is  nearly  plumb  at  that  depth,  there  is  rarely  much 
trouble  at  greater  depths.  The  more  it  is  out  of  plumb,  the 
more  is  the  caisson  apt  to  be  warped,  greatly  increasing  the 
frictional  resistance.  Very  few  caissons,  however,  are  less 
than  6  inches  out  of  plumb,  or  out  of  line,  and  a  greater 
allowance  than  this  should  always  be  made  in  designing 
foundations. 

It  is  useless  to  specify  that  no  caisson  will  be  accepted,  if  it 
is  more  than  6  inches  out  of  plumb  or  position,  if  sunk  to  any 
considerable  depth.  It  would  be  a  radical  remedy  to  remove 
a  caisson  sunk  from  40  to  90  feet  and  start  over  again,  for 
generally  the  loss  of  time  to  the  owner  would  be  sufficient  to 
prevent  enforcing  such  a  provision  against  the  contractor. 

Pneumatic  caissons  are  used  only  where  water  is  encountered, 
and  where  the  volume  of  water  is  too  great  to  permit  pump- 
ing in  an  open  cofferdam,  or  where  such  an  operation  would 
endanger  adjoining  structures  by  drawing  the  water  and  sand 
from  imder  them  and  thus  allowing  settlement.  The  air 
pressure  must  be  just  sufficient  to  keep  the  water  irom  flowing 
in  and  bringing  the  sand  with  it.  Even  when  much  care  is 
employed  with  compressed  air,  trouble  on  this  account  occurs 
frequently  and  sometimes  at  a  considerable  distance  away. 
For  instance,  while  sinking  the  foundations  for  Liberty  Tower 
in  New  York  City,  a  certain  quantity  of  water  and  sand  must 
have  escaped  from  under  the  Chamber  of  Commerce  Building 
on  the  opposite  side  of  the  street,  causing  the  interior  columns 
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to  settle  considerably  while  the  outside  walls  were  apparently 
not  disturbed. 


Art.  i86.    Excavation  and  Sealing 

Two  methods  are  in  use  for  removing  material  from  the  work- 
ing chamber:  First,  by  buckets  and  derricks;  and  second,  by 
blowing  it  out.    In  the  first  method,  the  sand  hogs  shovel  or 
lift  the  material  into  buckets  which  hold  about  a  third  of  a 
cubic  yard.    The  bucket  is  attached  to  a  cable  and  hoisted 
into  the  lock  at  the  top  of  the  shaft,  the  bottom  door  is  closed 
and  the  top  door  opened,  thus  allowing  the  bucket  to  be  swung 
clear  of  the  lock,  emptied  and  retiurned  to  the  caisson  for  another 
load  without  having  been  disconnected  from  the  cable.    Oc- 
casionally the  lock  has  no  top  door  but  one  at  the  side,  in  which 
case  the  bucket  is  dumped  while  still  in  the  lock.     Such  a  lock 
works  better  with  sandy  ground  than  with  sticky  clay.    The 
makers  claim  that  it  is  more  economical  than  other  locks, 
especially  for  small  sizes. 

When  conditions  permit  the  use  of  the  blow  method,  this 
is  the  cheapest.  It  requires  a  4-  or  5-inch  cast-iron  pipe  from 
the  surface  to  the  deck,  from  which  is  extended  a  flexible  hose 
with  a  valve  near  the  lower  end.  Above  the  surface  the  pipe 
must  have  a  bend  or  elbow  to  direct  the  material  away  from  the 
caisson.  In  operation,  the  material  is  shoveled  or  washed  into 
a  pile  at  the  end  of  the  hose,  and  the  valve  opened  to  let  the 
compressed  air  carry  it  out.  The  material  can  be  removed 
much  faster  than  it  can  be  shoveled  into  a  pile,  or  than  the  con- 
creting can  be  continued  at  the  top.  A  large  volume  of  air 
escapes,  while  gravel  and  even  fair-sized  stones  go  out  with 
such  terrific  velocity  that  a  cast-iron  elbow  2  inches  thick 
is  worn  through  in  an  hour.  In  one  instance,  the  windows  of 
a  tug  200  feet  away  were  broken.  Accordingly,  the  hardest 
manganese  steel  is  used  for  these  elbows.  While  waiting 
for  a  new  one  the  expedient  has  been  adopted  of  fastening  a 
12-inch  block  of  wood  to  the  old  elbow. 

The  most  important  part  of  pneumatic  caisson  work  is  in 
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sealing  the  air  chamber,  or  filling  the  space  between  the  bottom 
of  the  excavation  and  the  deck  of  the  caisson  with  concrete. 
By  the  old  method,  the  concrete  was  spread  on  the  bottom 
until  it  extended  a  foot  or  two  above  the  cutting  edge,  and  then 
it  was  benched  up  around  the  sides,  using  boards  for  bulkheads 
if  necessary,  until  the  concrete  was  3  or  4  inches  below  the 
deck.  The  remaining  space  was  filled  by  ramming  into  it 
a  fairly  dry  mortar.  This  method  was  very  expensive  and 
imsatisfactory,  for  the  concrete  had  to  be  fairly  dry  to  stand 
benching.  Dry  concrete  should  never  be  used  in  compressed 
air,  since  the  moisture  is  absorbed  so  rapidly.  The  writer 
has  examined  old  work  and  found  the  concrete,  which  had 
been  placed  in  this  manner,  in  a  very  poor  condition.  He  has 
also  taken  out  concrete,  which  was  mixed  very  wet,  from  the 
bottom  of  a  caisson  and  found  it  to  be  exceptionally  good.  In 
another  method,  the  filling  was  continued  either  by  bucket  or 
concrete  chutes  until  the  wet  concrete  reached  the  roof.  Actual 
measurements  have  shown  a  space  of  ^  to  f  inch  between  the 
concrete  and  the  deck  due  to  the  shrinking  of  the  concrete 
while  setting. 

The  writer's  present  practice  is  as  follows:  The  roof  is 
sloped  as  much  as  possible  and  air  vents  i  or  2  inches  in  diameter 
are  placed  as  far  as  possible  from  the  shaft  used  for  the  concrete. 
The  air  chamber  is  filled  with  very  wet  concrete  to  within  10  or 
12  inches  of  the  roof.  Meanwhile,  the  air  pressiure  was  gradu- 
ally reduced  according  to  the  change  in  head  from  the  cutting 
edges  upward.  Work  is  then  suspended  for  at  least  24  hours 
under  air  pressure,  by  which  time  the  5  feet  of  concrete  will 
attain  its  permanent  shrinkage.  The  air-lock  is  then  taken  off 
and  concrete  is  dumped  down  the  shaft  to  fill  the  space  in  the 
afar  chamber  and  some  distance  up  the  shaft.  This  concrete  is 
made  as  wet  as  possible,  while  grout  is  used  in  some  cases.  •  If 
properly  done,  it  will  be  found  that  the  air  has  all  been  forced 
up  the  vents  and  the  grout  from  the  concrete  stand  6  to 
20  feet  up  the  vent  pipes,  thus  indicating  that  the  chamber  is 
'  entirely  filled. 
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Art.  187.    Joints  between  Caissons 

There  are  several  methods  of  making  a  joint  between  two 
caissons  to  prevent  the  flow  of  water  between  them.  One 
method  is  by  stock  ramming,  as  applied  on  the  Mutual  Life 
Building  foundations  in  1900.  The  caissons  were  18  feet  wide, 
made  of  steel  and  filled  with  concrete.  They  were  kept  from 
getting  too  close  together  by  two  6 X 6-inch  oak  strips,  spaced 
about  4  feet  apart  and  held  in  place  by  6  X  4-inch  steel  angles. 
Between  the  two  caissons  and  these  strips  a  4-inch  pipe  was 
forced  to  rock,  and  pellets  of  clay  were  rammed  down  the  pipe 
by  an  iron  rod  under  the  weight  of  a  pile-hammer.  This  method 
exerts  a  high  pressure  and  is  capable  of  doing  much  damage  if 
not  carefully  watched.  For  example,  in  trying  to  stop  a  leak  in 
a  dam,  500  cubic  yards  of  concrete  were  cracked  and  lifted  by 
the  force  of  the  clay  driven  through  one  pipe.  The  oak  strips 
referred  to  above  kept  the  clay  from  spreading  and  it  was  thus 
thoroughly  compacted  to  hold  back  the  water  while  the  cellar 
was  dug,  and  while  2  feet  of  brick  from  the  inside  face  was 
placed  between  the  ends  of  the  caissons  for  a  permanent  water- 
tight wall.  Forcing  down  grout  instead  of  clay  has  also  been 
tried,  but  did  not  prove  as  successful. 

On  the  Commercial  Cable  Building,  in  1896,  the  so-called 
half-moon  joint  was  used  for  the  first  time.  The  steel  caissons 
were  6  feet  wide  and  so  arranged  that  4  feet  of  the  end  waUs  of 
each  caisson  could  be  removed  after  sinking.  Behind  these 
plates  timber  forms  had  kept  the  concrete  back,  leaving  a  semi- 
circular opening,  so  that  the  two  adjoining  openings  formed  a 
shaft  about  4  feet  in  diameter  from  the  top  to  the  bottom. 
Before  removing  the  end  sections,  however,  stock  ramming  was 
applied  on  each  side,  with  the  result  that  the  clay  filled  not  only 
the  space  between  the  caissons,  but  spread  into  the  lot  as  far  as 
20  feet  in  extreme  cases.  After  the  sections  were  removed,  the 
vertical  shaft  was  cleaned  out  and  filled  with  concrete,  making 
for  the  first  time  a  continuous  concrete  wall  all  around  the  build- 
ing to  exclude  the  water. 

In  many  cases,  no  stock  ramming  was  used,  but  a  lock  at- 
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tached  to  a  small  shaft  was  concreted  or  bolted  in  place  over 
the  3-or  4-foot  circular  shaft,  and  after  the  application  of  com- 
pressed air,  the  sand  hogs  closed  the  two  openings  in  the  shaft, 
working  downward  from  the  top  and  removing  the  material  at 
the  same  time.  This  is  often  done  by  nailing  short  boards 
against  upright  timbers  placed  in  the  ends  of  the  caissons 
before  sinking.  In  one  instance,  these  boards,  not  being  strong 
enough  or  properly  fastened,  were  blown  out  allowing  the  ground 
to  flow  in  and  kill  two  men  in  the  shaft  or  key-way.  To  close 
the  opening  between  the  caissons,  by  driving  sheet-piling 
on  each  side  before  applying  air,  is  quicker  and  cheaper  than 
stock  ramming  but  not  nearly  so  eflfective.  See  Art.  123  for 
illustrations. 

Art.  188.     Plant  and  Equipment 

The  pipes  to  supply  compressed  air  are  generally  4  inches 
in  diameter,  and  there  should  be  two  from  the  caisson  deck  to 
the  top  to  facilitate  changing  the  connection  as  the  cofferdam  is 
built  up.  One  4-inch  pipe  is  sufficient  from  the  caisson  to  the 
compressors,  with  smaller  pipes  for  high  pressure  to  operate  the 
locks.  In  winter  these  pipes  should  be  placed  in  a  box  filled 
with  manure  to  prevent  freezing. 

The  compressors,  electric-lighting  and  pumping  plants  are 
sometimes  compactly  arranged  on  a  big  float,  although  it  often 
pays  to  locate  them  on  shore  alongside  of  a  railroad  track  on 
account  of  coaling  facilities.  Where  an  old  bridge  is  located 
next  to  the  one  under  construction,  it  affords  a  good  support 
for  the  pipe  lines;  or  a  light  trestle  may  be  built  on  piles  to 
carry  them;  or  the  pipes  may  be  laid  on  the  river  bottom, 
although  this  is  not  so  desirable. 

It  is  impossible  to  lay  down  any  rigid  rule  for  the  size  of 
plant  required.  It  depends  both  on  the  number  of  caissons 
and  on  the  season  of  the  year  or  climatic  conditions.  It  always 
pays  to  have  plenty  of  boiler  capacity.  For  a  bridge  of  fair 
size  there  should  be  two  boilers  of  150  and  four  of  80  horse- 
power capacity  each.    There  should  always  be  one  more  air 
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compressor  than  is  needed  for  constant  service,  to  allow  te 
repairs  that  will  certainly  be  required.  Nothing  is  so  expensive 
on  contract  work  as  delay.  A  work  of  this  magnitude  probably 
requires  three  or  four  compressors  with  an  aggregate  capacity 
of  2500  to  4000  cubic  feet  of  free  air  per  minute. 

In  illustration  of  the  effect  of  weather  and  location  on  the  cost 
of  work,  two  examples  are  given,  in  both  of  which  the  work 
extended  over  a  year  including  winter  and  siunmer.  The  first 
work  was  in  the  east  where  about  20  caissons  of  medium  size 
required  5000  tons  of  coal  at  a  cost  of  $15  000.  The  second  was 
in  the  west,  where  5000  tons  of  coal  were  also  required,  but  at 
a  cost  of  $40000.  Although  the  number  of  caissons  and  the 
total  yardage  of  caisson  work  were  only  about  one-half  as  large 
as  for  the  eastern  location,  yet  on  account  of  severe  weather 
and  higher  price,  the  coal  cost  over  five  times  as  much  per  cubic 
yard  of  caisson  work.  Both  jobs  were  handled  by  the  same 
contractor,  and  with  the  same  staff  and  plant.  This  fact  indi- 
cates why  it  is  so  difiicult  to  compute  the  cost  of  pneumatic 
work  in  advance. 

One  of  the  best  money-saving  devices  for  a  contractor  who 
has  a  number  of  caissons  to  build  is  a  saw  arbor  run  by  com- 
pressed air  or  electricity.  The  time  saved  in  cutting  the  large 
timbers  to  the  right  length,  and  in  securing  small  timbers  of  the 
proper  dimensions,  pays  for  the  machine  in  a  short  time.  A 
good  pipe-cutting  machine  with  dies,  etc.,  is  also  indispensable, 
as  well  as  augers  to  bore  holes  for  bolts  and  drift  bolts  and  a 
hammer  to  drive  them,  both  run  by  compressed  air.  An  ample 
supply  of  the  best  stiflf-leg  and  guy  derricks,  and  necessary  side 
tracks,  wharves,  cement  and  other  storage  buildings,  will  well 
repay  the  large  outlay  required.  Cable- ways  up  to  1600  feet  in 
span  have  been  used  to  advantage  in  some  cases,  while  in  others 
they  proved  a  source  of  loss. 

Art.  189.     AiR-LocKS  and  Concrete 

One  of  the  most  important  contrivances  on  a  pneumatic 
caisson  job  is  an  air-lock,  without  which  the  work  cannot  be 
carried  on.     It  consists  of  an  air  chamber  with  one  door  opening 
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to  the  atmosphere  and  another  into  the  shaft  or  working 
chamber.  In  the  early  caissons,  the  lock  was  placed  below 
the  shaft  in  the  working  chamber.  This  is  an  inconvenient 
and  unsafe  position  for  the  lock,  for  if  the  caisson  becomes  too 
heavy,  there  is  danger  of  crushing  the  lock,  and  then  the  lock 
has  to  be  taken  apart  and  removed  before  the  shaft  can  be 
filled  with  concrete.  The  lode  was  probably  put  at  the  bottom 
to  permit  adding  new  sections  to  the  shaft  without  removing 
the  lock,  and  before  the  idea  occurred  to  any  one  of  placing 
an  additional  door  at  the  bottom  of  the  shaft.  This  door 
is  now  used  to  prevent  the  escape  of  air  when  the  lock  is 
lifted  off  temporarily  to  add  shafting.  It  is  also  useful  in 
case  of  emergency. 

Although  it  did  not  take  long  for  the  advantages  of  placing 
the  lock  at  the  top  of  the  shaft  to  become  apparent,  the  hoisting 
mechanism  was  placed  inside  of  the  lock.  Accordingly,  the 
bucket  was  lifted  from  the  working  chamber  into  the  lock,  the 
lower  door  closed,  and  the  material  dumped  through  a  side  door 
or  again  lifted  through  a  top  door,  thus  requiring  the  material 
to  be  handled  twice.  This  cumbersome  and  slow  method  is 
still  used  in  Europe  and  occasionally  in  this  country. 

This  arrangement  was  superseded  by  means  of  the  modern 
locks  which  permit  the  bucket  to  be  lowered  into  the  working 
chamber,  filled,  hoisted  out,  emptied,  and  returned  to  the  work- 
ing chamber  without  detaching  it  from  the  cable.     The  first 
lock  to  accomplish  this  saving  of  time  and  money  had  its  top 
door  in  two  horizontal  halves,  meeting  over  the  center  of  the 
shaft  and  leaving  a  hole  for  a  stuffing  box  3  or  4  inches  in  diame- 
ter at  the  center  of  the  joint.    The  stuffing  box  was  so  packed 
that  the  steel  cable  could  pass  through  freely  without  allowing 
much  air  to  escape.     When  the  bucket  was  hoisted  out  of  the 
lock,  the  stuffing  box  remained  on  the  cable  near  the  bale  of  the 
bucket.    Later  it  was  found  by  experiment  that  by  making 
the  hole  in  the  doors  only  large  enough  for  the  cable  to  pass 
through,  the  loss  of  air  was  not  sufficient  to  warrant  the  use  of  a 
patent  stuffing  box.     Since  there  is  no  necessity  for  the  cable 
to  pass  through  the  lower  door  of  the  lock  when  closed,  the  best 
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form  is  a  single  round  door  slightly  larger  than  the  (^ening  and 
hinged  on  one  side.  It  is  known  as  a  flap  door  since  it  swings 
up  against  its  seat  where  it  is  held  by  air  pressure.  A  rubber 
gasket  about  |  inch  thick  and  3  to  4  inches  wide  is  usually  at- 
tached to  the  door  to  prevent  the  escape  of  air  between  the  door 
and  its  seat. 

According  to  present  practice,  then,  the  derrick  lowers  the 
bucket  into  the  lock,  the  upper  doors  close  against  the  cable, 
after  the  lock  is  filled  with  air  the  lower  door  drops  open  by  its 
own  weight  and  the  passage  is  clear  for  the  bucket  to  be  lowered 
into  the  working  chamber.  The  bucket  is  filled  and  hoisted 
again  into  the  lock,  the  lower  door  is  swung  up  by  levers  on  the 
outside,  the  air  in  the  lock  is  allowed  to  escape,  permitting  the 
upper  doors  to  be  opened  and  the  bucket  hoisted  out  and  emp- 
tied. The  entire  cycle  of  operation  for  a  half-yard  bucket  can 
be  repeated  20  times  an  hour,  a  vast  improvement  over  the 
older  system. 

Numerous  patents  have  been  taken  out  to  get  around  the 
original  one.     One  lock  has  a  circular  flap  door  at  the  top  as 
well  as  at  the  bottom,  the  upper  one  having  a  slot  extending 
from  the  center  to  the  edge  to  permit  the  door  to  shut  while  the 
bucket  is  suspended  in  the  lock.     An  additional  contrivance 
covers  the  slot   afterward.     Another   lock,  more   extensively 
used,  has  a  circular  top  door  so  placed  that  the  edge  of  the  door 
is  directly  over  the  center  of  the  shaft,  permitting  the  hole  for 
the  cable  to  be  located  at  the  edge  of  the  door  instead  of  the 
center.     This  arrangement  requires  the  lock  tender  to  give  the 
bucket  or  cable  a  slight  push  as  it  enters  or  leaves  the  lock.    In 
a  still  later  design,  the  cable  passes  through  the  door  frame 
instead  of  the  door.     Apparently  ever>'  practicable  form  of  lock 
has  been  patented.     All  those  described  above  have  doors  open- 
ing inward,  so  that  when  they  are  closed  the  air  pressure  holds 
them  shut.     This  is  the  only  safe  method,  for  the  greater  the 
pressure,  the  tighter  the  door  is  held.     However,  locks  have 
been  built  with  upper  doors  closing  from  the  outside  and  held 
shut  b\'  means  of  screws,  etc.     When  the  bucket  is  taken  out 
of  the  lock,  the  door  and  stuiTmg  box  remain  on  the  cable. 
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But  few  of  the  locks  were  manufactured  as  the  patent  was 
promptly  bought  by  the  owner  of  other  patents. 

Bucket  locks  are  used  extensively  in  concreting  the  working 
chamber  as  well  as  in  excavating  small  caissons,  but  for  large 
caissons  having  two  shafts,  a  special  concrete  lock  is  used.  It 
usually  consists  of  an  ordinary  3-foot  shaft  with  a  door  in  the 
bottom,  and  a  cone  above  the  lower  door.  The  lock  is  placed 
on  top  of  the  shaft  and  has  a  hopper  located  above  it.  As  soon 
as  a  yard  or  so  of  concrete  has  been  dumped  into  the  lock,  the 
upper  door  is  closed  and  the  bottom  one  opened,  allowing  the 
mass  to  fall  down  the  shaft  into  the  working  chamber.  In 
this  manner,  concrete  can  be  taken  in  about  as  fast  as  the  men 
below  signal  for  it. 

All  concrete  for  caisson  work  should  be  as  non-porous  as 
possible.  The  principal  means  toward  this  end  consists  in 
making  the  mixture  of  sand  and  cement  in  the  proportion  of  one 
part,  by  volume,  of  cement  to  two  parts  of  clean,  sharp  and 
coarse  sand.  Four,  five,  or  even  more  parts  of  stone  or  gravel 
to  one  of  cement  can  be  used  for  this  mixture,  provided  it  is 
made  wet  enough.  A  poorer  mixture  than  one  to  two  of  cement 
and  sand  will  not  have  the  voids  of  the  sand  filled,  while  a  wet 
1-2-4  mixture  will  not  usually  have  as  much  stone  as  can  be 
safely  covered.  When  dry  concrete  used  to  be  employed,  it 
was  hard  to  get  a  1-2-4  nuxture  properly  rammed,  but  with 
wet  concrete,  the  stone  immediately  disappears  in  the  cement 
and  sand,  insuring  good  concrete  without  voids. 

Art.  190.    Allowable  Bearing  under  Caissons 

The  maximum  pressure  allowed  on  bedrock  or  good  hard- 
pan  should  be  based  on  the  strength  of  concrete,  and  should 
never  exceed  15  tons  per  square  foot.  Good  concrete,  as  indi- 
cated by  careful  tests,  will  resist  very  much  higher  pressures, 
and  so  wiU  bedrock  and  many  kinds  of  hard-pan;  but  in  order 
to  allow  a  reasonable  factor  of  safety  to  cover  imperfect  work 
or  material,  even  if  such  lapses  occur  only  occasionally  in  the 
night,  this  pressure  should  not  be  exceeded. 
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Good  sand  on  the  surface,  and  not  under  a  caisson,  should 
not  be  loaded  over  2  or  3  tons  per  square  foot;  but  if  it  is  under 
a  caisson  and  30  feet  or  more  below  the  surface  where  it  cannot 
be  disturbed,  it  can  safely  be  loaded  to  a  maximum  limit  of 
6  tons.  In  New  York  City,  the  hard-pan  varies  from  3  to  30 
feet  in  thickness,  with  30  to  60  feet  of  quicksand  above  it,  and 
sometimes  from  2  to  40  feet  of  sand,  boulders,  etc.,  below  it 
It  also  varies  in  quality  from  a  material  resembling  good  con- 
crete to  that  of  loose  sand.  For  clay  and  other  materials,  the 
variations  are  so  great  that  no  definite  load  should  be  specified 
imtil  the  local  conditions  of  each  case  have  been  carefully  ez- 
amined  and  considered. 

In  one  example,  open  concrete  cylinders  were  sunk  from 
30  to  90  feet  to  beds  of  various  grades  of  fine  and  coarse  sand. 
The  one  which  was  apparently  the  most  unfavorable  was  sub- 
jected to  a  test  load  of  10  tons  per  sqtiare  foot,  causing  a  settle- 
ment of  about  I  inch,  one-half  of  which  was  recovered  upon 
removing  the  load.  After  a  concrete  viaduct  to  carry  a  railroad 
was  built  upon  these  cylinders,  several  of  them  began  to  settle, 
and  continued  until  at  the  end  of  about  a  year  the  maximum 
was  reached,  some  cases  amounting  to  6  inches.  After  that  no 
further  trouble  occurred. 

Art.  191.    Remarks  on  Underpinning 

Since  Chap.  XVI  on  underpinning  is  so  complete,  but 
little  remains  to  be  added  except  to  present  conclusions.  It  is 
generally  found  to  be  more  economical  to  use  inclined  shores, 
needles,  or  both,  on  light  buildings;  that  is,  on  ordinary  buildings 
up  to  six  or  seven  stories  high.  For  higher  buildings,  or  where 
bedrock  is  easily  accessible,  the  system  patented  by  Breuchaud 
in  1896  can  be  depended  upon  to  give  good  results,  but  it  is  not 
recommended  to  use  smaller  diameters  than  30  inches,  which 
permit  sending  men  down  to  the  bottom.  TJhe  more  recent 
patented  systems,  namely,  Merrill's  telescopic  method 
and  TiroMSON's  vertical  tunnel  method,  kre  fully  described  in 
Chap.  XVI. 


Art.  191  REMARKS  ON  UNDERPINNING  561 

In  the  writer's  experience,  i6-inch  cylinders  have  been 
jacked  down  under  a  six-story  building  until  the  weight  of  the 
old  building  was  taken  oflf  the  old  foundations,  and  then  after 
the  shoring  was  completed,  these  cylinders  settled  when  an 
adjoining  caisson  was  sunk,  thus  requiring  the  use  of  inclined 
shores  after  all.  Later,  when  the  Gillender  Building  was 
removed  to  give  place  to  the  Bankers'  Trust  Biiilding,  he  wit- 
nessed the  removal  (in  191 1)  of  14-inch  cylinders  which  had 
been  sunk  in  1877  under  an  adjoining  biiilding,  and  they  were 
found  to  be  filled  with  excellent  concrete  except  within  a  few 
feet  at  the  bottom,  which  was  filled  with  sand.  This  observa- 
tion probably  accounts  for  the  settlement  just  mentioned. 
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CHAPTER  XIX 
REFERgNCES  TO  ENGINEERING  LITERATURE 

Art.  192.    Literature  on  Foundations 

Very  few  books  have  been  published  iA  this  country  which 
are  devoted  exclusively  to  the  subject  of  foundations.  In 
most  cases  the  subject  is  treated  in  one  or  two  chapters  of  a 
book,  as  indicated  in  the  following  list.  The  list  is  not  complete 
but  contains  the  most  important  works  which  should  be  ac- 
cessible in  college  libraries.  With  a  few  exceptions,  only 
American  works  are  included.  The  dates  of  publication  given 
are  those  of  the  first  editions  of  the  respective  works. 

American  School  of  Correspondence.  Cyclopedia  of  Architecture, 
Carpentry  and  Building.  Chicago,  1907.  Vol.  3  contains  22  pages  on 
foundations. 

Arthur,  William. — Contractors'  and  Builders'  Handbook.  New 
York,  191 1.       Contains  one  chapter  (18  pages)  on  foundations. 

Baker,  I.  O. — Treatise  on  Masonry  Construction.  New  York,  1880. 
The  tenth  edition  contains  four  chapters  on  foundations,  the  titles  of 
which  are:  Introductory;  ordinary  foundations;  pile  foundations;  and 
foundations  under  water;  covering  about  18  percent  of  the  volume. 
Bridge  abutments  and  piers  are  treated  in  two  additional  chapters. 

BuEL,  A.  W.,  and  Hill,  C.  S. — Reinforced  Concrete.  New  York, 
1904.  The  second  edition  contains  28  pages  on  reinforced-concrete 
footings  and  on  concrete  piles. 

Byrne,  A.  T. — Inspector's  Pocket-Book.  Materials  and  Workman- 
ship in  Construction.  New  York,  1892.  The  third  edition  contains  29 
pages  on  foundations. 

CoRTHELL,  E.  L. — Allowable  Pressures  on  Deep  Foundations.  New 
York,  1907.  The  entire  book,  containing  98  pages  and  8  folding  tables, 
is  devoted  to  a  record  of  pressures  on  deep  foundations  for  178  structures 
of  different  kinds  located  in  different  countries,  as  well  as  of  the  condi- 
tions in  the  respective  cases. 

FiEBEGKK,  G.  J. — Civil  Engineering.  New  York,  1905.  ^"^ 
chapter  is  devoted  to  foundations. 

Foster,  W.  C. — Treatise  on  Wooden  Trestle  Bridges.     New  York, 
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[891.  The  fourth  edition  contains  three  chapters  on  pile-bents,  pile- 
irivers,  and  concrete  [pile]  trestles.  That  on  pile-bents  includes  some 
lotes  on  pile  driving. 

Fowler,  C.  E. — Subaqueous  Foundations.  New  York,  1914.  This 
HTork  supersedes  Fowler's  CofiFerdam  Process  for  Piers,  first  publisheil  in 
[898,  and  his  Ordinary  Foundations,  under  which  title  the  second  edition 
V3LS  published  in  1905. 

Freitag,  J.  K. — Architectural  Engineering.  New  York,  1895.  Con- 
tains one  chapter  on  the  foundations  of  buildings,  relating  principally  to 
>teel-grillage  and  reinforced-concrete  footings,  with  some  data  on  founda- 
tion loads. 

Frye,  a.  L. — Civil  Engineers'  Pocket-Book.  New  York,  19 13.  Con- 
tains one  section,  29  pages,  on  foundations.  ^ 
V  Gilbert,  G.  H.,  Wightman,  L.  J.,  and  Saunders,  W.  L. — Subways 
and  Tunnels  of  New  York.  Methods  and  Costs.  New  York,  1912. 
[n  one  appendix  12  pages  are  devoted  to  the  sinking  of  pneumatic  caissons 
for  tall  buildings  in  New  York.  Several  other  appendices  give  informa- 
tion on  the  use  of  compressed  air  for  tunnel  work,  shaft  sinking,  etc.,  and 
on  the  equipment  required. 

Gillette,  H.  P.,  and  Hill,  C.  S. — Concrete  Construction,  Methods 
md  Cost.  New  York  and  Chicago,  1908.  Contains  one  chapter  on 
methods  and  cost  of  concrete  and  pier  construction. 

Gillette,  H.  P. — Handbook  of  Cost  Data  for  Contractors  and  Engi- 
Qeers.  New  York,  1906.  Includes  data  on  the  cost  of  piles,  drivers,  mak- 
ing piles,  driving  piles,  s^wing-off  piles,  pulling  piles,  blasting  piles, 
puddle,  a  bridge  foundation  and  cofferdam. 

Harcourt,  L.  F.  Vernon. — Civil  Engineering  as  Applied  to  Construc- 
tion. London,  1902.  Contains  one  chapter  on  foundations  and  piers  of 
bridges,  and  another  one  on  excavations,  dredging,  pile  driving,  and 
:offerdams. 

Hill,  Leonard. — Caisson  Sickness  and  the  Physiology  of  Work  in 
Compressed  Air.    London,  19 12. 

HooL,  G.  A. — Reinforced-Concrete  Construction.  Vol.  2.  Retaining 
Walls  and  Buildings.  New  York,  19 13.  One  chapter  (49  pages)  is 
devoted  to  foundations,  including  the  bearing  capacity  of  soils,  shallow 
footings,  and  concrete  piles.  Another  chapter  on  retaining  walls  includes 
designs  of  their  footings. 

International  Library  of  Technology.  Scranton,  1905.  Volume  52 
:ontains  section  18  (189  pages)  on  the  simple  types  of  footings  and  but- 
tresses, and  section  20  (70  pages)  on  shallow  foundations  and  cantilever 
foundation  girders. 

Kidder,  F.  E. — Architect's  and  Builder's  Pockct-Book.  New  York, 
[884.  The  fifteenth  edition  contains  one  chapter  (about  65  pages)  on 
'oundations  and  spread  footings. 
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Kidder,  F.  E. — Building  Construction  and  Superintendence.  Part  I. 
Masons' .  Work.  New  York,  1896.  Contains  three  chapters,  re^;>ec- 
tively,  on  foundations  on  firm  soils;  on  foundations  on  compressible  soils; 
and  on  masonry  footings  and  foundation  walls,  shoring  and  underpinning. 

Mahan,  D.  H. — Treatise  on  Civil  Engineering.  New  York,  1873. 
Contains  two  chapters  on  foundations  of  structures  on  land,  and  in  water, 
respectively.    This  work  is  out  of  print. 

Merriman,  M.,  Editor  in  Chief. — American  Civil  Engineer's  Pocket- 
Book.  New  York,  191 1.  Contains  35  pages  on  foundations  on  land 
and  under  water;  and  some  other  articles  on  foundations  of  reinforced 
concrete,  on  shafts  and  borings,  etc. 

Mitchell,  C.  F. — Building  Construction.  London,  1913.  (Seventh 
edition.)  Contains  one  chapter  on  foundations,  including  piles,  wall  and 
column  footings,  drainage,  and  shaft  sinking  and  trenching. 

Patton,  W.  M. — Practical  Treatise  on  Foundations.  New  York,  1893. 
In  the  second  edition  about  50  percent  of  the  book  is  devoted  to  the 
subject  of  foundations  proper.  In  the  first  edition,  the  corresponding 
percentage  was  only  27. 

Patton,  W.  M. — Treatise  on  Civil  Engineering.  New  York,  1895. 
Contains  one  chapter  on  foundations  and  foundation  beds. 

Powell,  G.  T. — Foundations  and  Foundation  Walls.  New  York, 
1884.       An  elementary  treatise  on  the  foundations  of  ordinary  buildings. 

Reid,  H.  a. — Concrete  and  Reinforced-Concretc  Construction.  New 
York,  1907.  Contains  one  chapter  on  foundations,  devoted  practically 
to  shallow  footings  and  reinforced-concrcte  piles. 

RiCHEY,  H.  G. — Building  Foreman's  Pocket-Book  and  Ready  Reference. 
New  York,  1909.       Contains  8  pages  on  piles  for  foundations. 

RiCHEY,  H.  G. — Handbook  for  Superintendents  of  Construction, 
Architects,  Builders  and  Building  Inspectors.  New  York,  1905.  Con- 
tains 25  pages  on  pile  foundations  and  shallow  footings. 

Taylor,  F.  W.,  and  Thompson,  S.  E. — Treatise  on  Concrete,  Plain 
and  Reinforced.  New  York,  1905.  The  second  edition  contains  one 
chapter  (20  pages)  on  foundations  and  piers,  treating  particularly  of  single 
and  combined  footings  of  reinforced  concrete  and  of  concrete  piles. 

Taylor,  F.  N. — Manual  of  Civil  Engineering  Practice.  London,  iqii. 
Contains  one  chapter  on  foundations  and  pile  driving. 

Trautwine,  J.  C,  J.  C.  Jr.,  and  J.  C.  3rd. — Civil  Engineers'  Pocket- 
Book.  New  York,  1872.  The  nineteenth  edition  contains  one  section 
of  18  pages  on  foundations. 

Wheeler,  J.  B. — Elementary  Course  of  Civil  Engineering.  Ne^' 
York,  1876.  Contains  two  chapters  on  foundations  on  land  and  in  water, 
respectively.     Out  of  print. 

White,  Lazarus.— The  Catskill  Water  Supply  of  New  York  Ciiy- 
New  York,  19 13.       One  chapter  gives  descriptions  of  borings  and  sub- 
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:e  investigations,  and  another  one  of  exploration  for  the  Hudson 
:  crossing,  including  49  pages  in  all. 

le  following  valuable  monographs  on  important  bridges 
their  foundations  have  been   published  in  book  form. 
i  deserve  study  by  engineers  with  reference  to  the  historical 
lopment  of  American  foundation  practice. 

ARKE,  T.  C. — The  Quincy  Bridge.  New  York,  1869.  Three  chap- 
ind  an  appendix  are  devoted  to  the  physical  characteristics  of  the 
ssippi  River,  a  description  of  the  substructure  and  foundations, 
ications  and  classified  cost.  The  foundations  and  equipment  for 
ruction  are  illustrated  by  12  plates.  The  open  caissons,  and  coffer- 
wit  h  removable  sides  on  grillage,  were  used  for  pile  foundations, 
cted  from  scour  by  loaded  timber  cribs. 

ANUTE,  Octave,  and  Morison,  George. — The  Kansas  City  Bridge. 
York,  1870.  Four  chapters  give  the  regimen  of  the  Missouri  River, 
^undations,  masonry,  and  classified  cost  of  the  work;  an  appendix 
tables  showing  the  progress  of  sinking  a  pier,  with  soundings, 
its,  etc.;  while  6  plates  illustrate  foundation  works,  piers,  and  equip- 
Four  piers  were  founded  on  bed-rock  with  open  timber  caissons 
ig  dredging  wells,  while  two  piers  were  founded  on  piles. 
)0DWARD,  C.  M. — History  of  the  St.  Louis  Bridge.  St.  Louis,  188 1. 
tiapters  are  devoted  to  the  deep  pneumatic  foundations  for  the  two 
piers  and  east  abutment,  the  physiological  effects  of  compressed  air, 
utations  on  the  stability  of  the  piers,  and  on  classified  costs.  Two 
chapters  relate  to  the  west  abutment  which  required  a  cofferdam 
:  built  under  extraordinary  difficulties,  to  financial  and  engineering 
lerations  relating  to  preliminary  and  final  foundation  plans,  and  to 
ig  by  the  pneumatic  process.  The  substructure  and  foundations  are 
•ated  by  15  plates  of  plans  and  views. 

>RIS0N,  George  S. — Plattsmouth  Bridge,  1882;  Bismarck  Bridge, 
Blair  Crossing  Bridge,  1886;  New  Omaha  Bridge,  1889;  Rulo  Bridge, 
Sioux  City  Bridge,  1891;  Nebraska  City  Bridge,  1892;  Cairo  Bridge, 
Bellefontaine  Bridge,  1894;  Memphis  Bridge,  1894.  These  reports 
he  most  complete  information  about  pneumatic  foundations  of  any 
lave  been  published.  The  kinds  of  data  given  are  indicated  by  the 
L  on  the  Bellefontaine  Bridge.  The  general  description  includes  the 
3  approach  on  piles,  the  classified  cost  of  each  pneumatic  foundation 
tail,  and  the  cost  and  quantity  of  masonry  in  the  piers.  In  ap- 
ces  are  given  a  record  of  sinking  the  caissons  with  elevations,  im- 
oUy  weights,  air  pressure,  and  skin  friction;  the  time,  costs,  and 
ials  used  in  foundations;  and  the  specifications  for  masonry.     Th^ 
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plates  show  elevations  and  plans  of  the  piers;  detail  drawings  of  the 
caissons;  a  diagram  giving  the  rate  of  progress  in  sinking  caissons;  and  a 
water-gage  record.  In  most  cases  a  record  of  the  preliminary  borings  is 
also  given.  In  the  first  two  reports,  however,  the  weights  and  skin  friction 
for  the  caissons,  computed  daily  while  sinking,  are  not  given. 

HuTTON,  W.  R. — The  Washington  Bridge.  New  York,  1889.  In  20 
pages  the  text  gives  a  brief  description  of  the  substructure,  the  ^ecifica- 
tions  for  the  masonry,  a  table  of  diamond  drill  borings,  and  a  record  of 
sinking  the  pneumatic  caisson.  The  illustrations  include  4  plates  on 
foundations  besides  20  on  masonry. 

BoLLER,  A.  P.— The  Thames  River  Bridge.  New  York,  1890.  The 
text  gives  a  record  of  soundings  and  borings,  a  description  of  foundations, 
weights  and  settlement  of  piers.  Three  plates  have  illustrations  on 
foundations.  Four  of  the  piers  are  supported  by  pile  foundations,  the 
upper  parts  of  the  piles  being  protected  by  timber  cribs  sunk  into  holes 
previously  dredged.  The  masonry  was  built  in  cofferdams  with  re- 
movable sides  on  grillage,  and  sunk  to  bearing  on  the  piles.  After 
removing  the  cofferdams,  a  filling  of  sand  and  gravel  was  placed  around 
the  piers  and  in  the  cribs. 

Noble,  Alfred,  and  Modjeski,  Ralph. — The  Thebes  Bridge.  Chi- 
cago, 1907.  The  description  of  the  substructure  is  supplemented  by  14 
plates  and  several  half-tone  views.  The  river  piers  were  founded  by  the 
pneumatic  process,  and  one  of  the  shore  piers  by  means  of  an  open  caisson 
of  reinforced  concrete.  The  specifications  for  the  substructure  are  given 
in  an  appendix. 

Cambridge  Bridge  Commission.  Report  of  the  Commission  and  ot  the 
Chief  Engieeer  (William  Jackson)  upon  the  Construction  of  the  Cam- 
bridge Bridge.  Boston,  1909.  The  description  of  the  substructure  and 
the  analysis  of  its  cost  are  supplemented  by  1 2  views,  1 1  folding  plates  and 
6  folding  schedules  of  expenditures.  The  piers  and  abutments  are  all 
supported  on  pile  foundations. 

Modjeski,  Ralph. — The  Vancouver- Portland  Bridges.  Chicago, 
1910.  The  description  of  the  substructure  is  illustrated  by  23  plates. 
The  specifications  are  given  in  an  appendix.  This  report  includes  the 
Washington  Channel  bridge  over  the  Columbia  River,  Shaw's  (or  Hay- 
den's)  Island  viaduct,  the  Oregon  Slough  bridge,  and  the  Willamette 
River  bridge.  The  piers  of  the  bridges  over  the  two  rivers  were  founded  by 
the  pneumatic  process  while  the  abutments  and  the  remaining  piers  have 
pile  foundations. 

A  large  number  of  selected  references  to  engineering  periodi- 
cals and  the  proceedings  or  transactions  of  engineering  societies 
are  given  in  the  following  articles.     They  are  intended  for  the 
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benefit  of  those  who  desire  to  study  any  topic  more  extensively 
or  in  greater  detail  than  the  limits  of  this  volume  allow  for  the 
descriptions  and  illustrations  given  in  the  text.  No  attempt  is 
made  to  refer  to  all  the  engineering  periodicals  published  in 
this  country,  nor  to  include  every  reference  that  may  be  found 
in  the  periodicals  selected.  It  will  be  observed  that  the  titles 
of  the  following  articles  in  this  chapter  correspond  to  those  of 
preceding  chapters.  The  authors  will  appreciate  information 
regarding  errors  discovered  in  the  references. 

It  is  a  valuable  exercise  for  the  student  to  compare  the  general 
arrangement  and  details  of  construction  for  any  given  type  of 
structure  relating  to  foundations,  as  designed  by  diflFerent 
engineers,  and  to  note  which  features  constitute  the  essential 
elements  of  that  type,  and  which  ones  are  dependent  merely 
upon  local  conditions  and  therefore  subject  to  more  or  less 
variation.  To  make  the  results  of  such  studies  readily  available 
for  future  reference,  they  should  be  placed  upon  separate  sheets 
of  paper  and  filed  in  accordance  with  a  suitable  classification  of 
subjects. 

Art  193.    Timber  Piles  and  Pile  Driving 

Timber  Piles. — Tough  Pine  Piles  from  Nova  Scotia.  Eng.  News,  v. 
22,  p.  368,  Oct.  19,  1889.  Life  of  Different  Kinds  of  Timber  Piles. 
Report  of  Committee  and  Discussion.  Proc.  Assoc.  Ry.  Supts.  B.  &  B., 
1899,  V.  9,  p.  50.  Calculating  the  Cubical  Contents  of  Piling.  Eng. 
News,  V.  54,  p.  170,  Aug.  17, 1905.  Table  prepared  by  E.  O.  Faulkner 
of  A.  T.  &  S.  F.  Ry.  See  Richey's  Building  Foreman's  Pocket-Book, 
pp.  474,  475. 

Ordinary  Pile-Drivers. — Pile-Hammer  Ropes.  Including  tests. 
Proc.  Assoc.  Ry.  Supts.  B.  &  B.,  1897,  v.  7,  p.  250.  Repairing  a  leaking 
cofferdam;  and  pile  driving  methods  at  Leech  Lake,  Eng.  News,  v.  46,  p. 
189,  Sept.  19, 1 90 1.  Driving  Difficult  Piles  for  Bridge  Renewal.  Eng. 
Rec.,  v.  43,  p.  54,  January  19,  1901.  Electric  Pile-Driver  and  Derrick. 
Eng.  News,  v.  47,  p.  513,  June  26, 1902  Sectional  Elevation  of  Apparatus 
for  Subaqueous  Pile  Driving.  Chas.  Sooysmith.  Eng.  News,  v.  48,  p.  47  2, 
December  4,  1902.  An  Excellent  Type  of  Land  Pile-Driver.  Eng. 
News,  V.  50,  p.  66,  July  16,  1903.  A  Novel  Tilting  Pile-Driver. 
J.  H.  Baer.  Eng.  News,  v.  50,  p.  205,  Sept.  3,  1903.  A  Chute  for 
Driving  Batter  Piles.    Eng.  Rec,  v.  50,  p.  56,  July  9,  1904.      Derricks 
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and  Sheet-Pile  Drivers  for  Foundation  Work.  Eng.  Rec.,  v.  50,  p.  254, 
Aug.  37,  1904.  Steel  Sheet-Piling  for  a  Boiler  Room  Excavation. 
Eng.  Rec.,  v.  52,  p.  472,  Oct.  21,  1905.  Steam  Pile  and  Sheet-Pile 
Drivers  on  the  New  York  Barge  Canal.  Emile  Low.  Eng.  Rec.,  v.  55,  p. 
298,  Mar.  2, 1907.  A  Pile  Trestle  Erected  with  a  Pivotal  Pile-Driver.  R. 
Balfour.  Eng.  News,  v.  58,  p.  160,  Aug.  15,  1907.  Highest  Pile-Driver. 
I.  H.  Frederickson.  Eng.  News,  v.  58,  p.  173,  Aug.  15,  1907.  Non- 
Patented  Pivotal  Pile-Driver.  Charles  Hansel.  Eng.  News,  v.  58. 
p.  201,  Aug.  22,  1907.  Telescoping  Leads  for  Pile-Drivers.  H.  P, 
Shoemaker.  Eng.  News,  v.  48,  p.  524,  Nov.  14,  1907.  Revolving  Pile- 
Driver.  Eng.  News,  v.  59,  p.  368,  April  2,  1908.  Driving  Long  Piles 
with  Short  Leads.  Frank  B.  McLean.  Eng.  News,  v.  60,  p.  41,  July  9, 
1908.  Steel  Pile-Driver  Leads.  Eng.  Rec,  v.  63, p.  250,  Mar.  4,  1911. 
Roller  Case  Pile-Driver  used  in  the  construction  of  permanent  Trestle 
Extension  on  the  Ogden-Lucin  Cut-off.  C.  M.  Kurtz.  Eng.  News,  v.  66, 
p.  338,  Sept.  21,  191 1. 

Track  Pile-Drivers. — Best  and  most  Economical  Railway  Track 
Pile-Driver.  Proc.  Assoc.  Ry.  Supts.  B.  &  B.,  1896,  v.  6,  p.  197.  Rail- 
way Pile-Driver.  G.  W.  Smith.  Jour.  W.  Soc.  Engrs.,  v.  4,  p.  251,  June, 
1899;  Eng.  News,  v.  42,  p.  314,  Nov.  16,  1899;  Eng.  Rec,  v.  41,  p.  154, 
Feb.  17,  1900.  Best  Design  and  Recent  Practice  in  Building  Railroad 
Track  Pile-Drivers.  Proc.  Assoc.  Ry.  Supt.  B.  &  B.,  v.  12,  p.  163, 
Oct.,  1902;  Eng.  News,  v.  48,  p.  363,  Oct.  30,  1902.  Improved  and 
Combination  Collapsible  Pile-Drivers  for  Railroad  work.  Eng.  Rec,  v.  49, 
p.  358,  Mar.  19,  1904.  Interstate  Ry.  Pile-Drivers.  Ry.  Age  Gaz.,  v. 
46,  p.  677,  Mar.  19,  1909.  High  Powered  Locomotive  Pile-Driver 
Carrying  its  own  Turntable.  Walter  Ferris.  Eng.  News,  v.  62,  538, 
Nov.  18,  1909;  Ry.  Age  Gaz.,  v.  47,  p.  998,  Nov.  19,  1909.  Reprinted 
from  Jour.  Am.  Soc.  M.  E.,  Jan.,  1909.  Pile-Driver  Leads  on  a  Loco- 
motive Crane.  Eng.  Rec,  v.  64,  p.  608,  Nov.  18,  191 1.  Driving 
Trestle  Piles  with  a  Locomotive  Crane.  Eng.  News,  v.  66,  p.  625,  Nov.  23, 
191 1.  Desirable  Features  of  a  Track  Pile-Driver.  Proc.  Am.  Ry.  Eng. 
Assoc,  191 1,  v.  12,  p.  286,  Parti.  Convertible  Railway  Pile-Driver  and 
Locomotive  Crane.     Eng.  News,  v.  71,  p.  374,  Feb.  12,  1914. 

Equipment. — Crane's  Steam  Pile-Hammer.  Eng.  Rec,  v.  15,  p.  372, 
Mar.  12,  1887.  Why  the  Nasmyth  Steam- Hammer  has  not  displaced 
the  Friction-Clutch  Pile-Driver.  Eng.  News,  v.  50,  p.  13,  July  2,  1903. 
Direct-Acting  Steam  Pile-Hammer.  Eng.  News,  v.  36,  p.  38,  July  16, 
1896.  New  Design  of  Steam  Pile-Driver.  Comparison  of  Several 
Types  of  Drivers.  A.  A.  Ooubert.  Eng.  News,  v.  63,  p.  79,  Jan.  20, 
I  QIC.  Croubcrt  Pile-Driving  Hammer.  R.  R.  Age  Gaz.,  v.  48,  p.  216, 
Jan.  2S,  iQio.  Advantages  and  Disadvantages  of  a  Steam  Pile-Driving 
Hammer.  Eugene  Lentilhon.  Eng.  News,  v.  36,  p.  58,  June  2'^,  1906. 
Observations   on   Driving  Piles  with  a  Steam-Hammer.     J.  J.  Welsh. 
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Jour.  Assoc.  Eng.  Soc,  v.  33,  p.  193,  Sept.,  1904.  Steam-Hammers  vs. 
Drop  Hammers  for  Pile-Drivers.  Report  of  Committee.  Proc.  Assoc. 
Ry.  Supts.  B.  &  B.,  v.  14,  p.  200,  Oct.,  1904;  R.  R.  Gaz.  v.  37,  p. 501,  Oct. 
28,1904;  Eng.  News,  v.  52,  p.  378,  Oct.  27,  1904.  Pile-Driving  Notes. 
J.  E.  Crawford.  Eng.  News,  v.  61,  p.  622,  June  10,  1909.  Pile  Rings 
and  Method  of  Protecting  Pile  Heads  in  Driving.  Report  of  Committee 
and  Discussion.  Proc.  Assoc.  Ry.  Supts.  B.  &  B.,  1898,  v.  8,  p.  60. 
Protecting  Pile  Heads.     Report  of  Committee.     Proc.  Assoc.  Ry.  Supt. 

B.  &  B.,  V.  8,  p.  60,  Oct.,  1898;  Eng.  Rec,  v.  38,  p.  450,  Oct.  22,  1898. 
Is  the  use  of  an  Iron  Follower  or  Cap  on  Piles  to  be  Recommended? 
Sam*l  Young.  Eng.  News,  v.  50,  p.  247,  Sept.  17,  1903.  Pile  Driving. 
Eugene  Lentilhon.  Eng.  News,  v.  29,  p.  14,  Jan.  $,  1893.  Cast-Iron 
Shoes  with  Chilled  Points.  Eng.  News,  v.  32,  p.  224,  Sept.  20,  1894. 
Pile  Shoes.  Proc.  Am.  Ry.  Eng.  &  M.  W.  Assoc,  1910,  v.  11,  p.  194, 
Part  I.  Pile  Splices.  Proc.  Am.  Ry.  Eng.  &  M.  W.  Assoc.,  1910,  v.  11, 
p.  192,  Part  I. 

Pile  Driving. — Principles  of  Practice.  Manual  Am.  Ry.  Eng.  Assoc. 
Pile  Driving.  S.  E.  Thompson.  Eng.  News,  v.  46,  p.  282,  Oct.  17,  1901; 
Eng.  Rec,  V.  44,  p.  8,  July  6,  1901.  Pile  Driving.  E.  H.  Bedsler. 
Eng.  News,  v.  16,  p.  83,  August  7,  i886.  Notes  on  Pile  Foundations  in 
Chicago.  Eng.  News,  v.  30,  p.  228,  Sept.  21,  1893.  Some  Instances  of 
Piles  and  Pile  Driving,  New  and  Old.  Horace  J.  Howe.  Jour.  Assoc. 
Eng.  Soc,  v.  20,  p.  257,  294,  Apr.,  1898.  Notes  on  Pile  Driving.  Jas.  C. 
Hough.  Jour.  Assoc.  Eng.  Soc,  v.  25,  p.  135,  Sept.,  1900.  Driving 
Piles  in  Dry  Ground.  P.  F.  Barr.  Eng.  News,  v.  52,  p.  545,  Dec.  15, 
1904.  Novel  Method  of  Facilitating  Pile  Driving.  I.  O.  Baker.  Eng. 
News,  V.  57,  576,  May  23,  1907.  Some  Pile-Driving  Experiments  in 
Connection  with  the  Construction  of  the  Charles  River  Dam.  J.  A. 
Holmes.  Engr.-Contr.,  v.  29,  p.  115,  Feb.  19, 1908.  Pile-Driving  Notes. 
J.  E.  Crawford.  Eng.  News,  v.  61,  p.  622,  June  10,  1809.  Supporting 
Power  of  Piles.  E.  P.  Goodrich.  Proc.  Am.  Ry.  Eng.  &  M.  W.  Assoc, 
1910,  v.  II,  p.  220,  Part  I.  Pile  Driving  Without  Leads.  L.  C.  Lawton. 
Ry.  Age  Gaz.,  v.  53,  p.  no,  June  19,  1912.      Pile  Driving  in  Two  Stages. 

C.  E.  Smith.  Proc.  Am.  Ry.  Eng.  Assoc,  1913,  v.  14,  p.  238,  Part  II. 
Piles  Driven  with  Butt  Ends  Down.  Ry.  Age  Gaz.,  v.  49,  p.  787.  Con- 
structing a  Braced  Pile  Bulkhead.  Eng.  Rec,  v.  59,  p.  571,  May  i,  1909. 
Method  of  'Spotting'  Foundation  Piles  for  a  Bridge  Pier.  Geo.  A. 
McKay.  Engr.-Contr.,  v.  33,  p.  607,  June  29,  1910.  Cutting  Of!  Piles 
by  Dynamite.  Eng.  Rec,  v.  36,  p.  291,  Sept.  4,  1897.  Durability  of 
Piles  Driven  in  Tidal  Waters  and  Cut  Of!  above  Low  Water.  L.  Y. 
Schermerhorn.  Eng.  News,  v.  47,  p.  70,  Jan.  23,  1902.  Screw-jacks 
for  Pulling  Piles.  E.  M.  Malmquist.  Pile-Pulling  Rig  Used  in  Kansas 
City.  Wm.  P.  Parker.  Eng.  News,  v.  49,  p.  348,  April  16,  1903. 
Methods  and  Costs  of  Pile  Pulling  and  Pile  Blasting.     Eng.  News,  v.  49, 
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p.  338,  April  16,  1903.  Removing  Piles  by.  Blasting.  G.  W.  Stadly 
Eng.  News,  v.  49,  p.  432,  May  14,  1903.  Sawing  Off  Piles  under  Water. 
Eng.  Rec.,  v.  50,  p.  437,  Oct.  8,  1904.  New  Portland  Bridge.  H.  A. 
Crafts.  Eng.  Rec.,  v.  53,  p.  252,  Mar.  3,  1906.  Durability  of  Wooden 
Piles.  Concrete  Piles  on  the  Pacific  Coast  Eng.  Rec.,  v.  53,  p.  525,  Apr. 
28,  1906.  Possibilities  and  Methods  of  Pulling  Steel  Sheet-Piling. 
W.  G.  Fargo.  Engr.-Contr.,  v.  27,  p.  187,  May  i,  1907.  Under-water 
Pile  Saw  with  Guide  Bracket  for  Cutting  to  even  Grade.  Clarence 
Coleman.  Eng.  News,  v.  63,  p.  696,  June  16,  19 10.  Clarence  Coleman. 
Engr.-Contr.,  v.  33,  p.  605,  June  29,  1910.  Hand-Operated  Device 
for  Cutting  Off  Submerged  Piles  to  Urdform  Level.  A.  C.  Freeman, 
Engr.-Contr.,  v.  34,  p.  217,  Sept.  7,  1910.  Sawing  Piling  under  Water. 
Ry.  Age  Gaz.,Jan.  19,  1912,  v.  52,  p.  117.  Old  Piling  Rejuvenated. 
G.  Y.  Skeels.  Eng.  Rec,  v.  6$,  p.  iii,  Jan.  27, 1912.  Cost  of  Dri\'ing 
Piles.  Eng.  New^,  v.  48,  p.  364,  Oct.  30,  1902.  Cost  of  Pile  Driving 
and  Falsework.  Eng.  Rec,  v.  58,  p.  234,  Aug.  29,  1908.  Notes  on 
Pile-Driving  Costs.  Victor  Windett.  Engr.-Contr.,  v.  35,  p.  709, 
June  21,  1911. 

Use  of  Water- Jet. — Water- Jet  Pile  Driving,  Lt.  F.  V.  Abbott 
Annual  Report  Chief  of  Engineers,  U.  S.  A.,  1883,  Part  II,  pp.  1 249-1281. 
Chronology  of  the  Water- Jet  as  an  aid  to  Engineering  Construction. 
Eng.  News,  v.  13,  p.  104,  Feb.  14,  1885.  Chronology  of  the  Water-Jet 
Edwin  Parish.  Eng.  News,  v.  13,  p.  124.  Screen  Dike  and  Jet  Pile- 
Sinking.  Missouri  River  Commission.  Eng.  News,  v.  24,  p.  498, 
Dec.  6,  1890.  Pile  Driving  by  Water- Jet;  Interstate  Bridge,  Omaha, 
Neb.,  Eng.  News,  v.  3 1,  p.  316,  April  19,  1894.  Use  of  a  Novel  Water- Jet 
for  Driving  Piles  for  the  Sandy  Hook  Proving  Ground  Railroad  Trestle. 
Sherman  A.  Jubb.  Eng.  News,  v.  53,  p.  456,  May  4,  1905.  Excavation 
and  Pile  Driving  for  Brooklyn  Anchorage  Manhattan  Bridge.  Eng. 
Rec,  V.  52,  p.  187,  Aug.  12, 1905.  Partial  History  of  the  Use  of  the  Water- 
Jet  in  Sinking  Piles.  Engr.-Contr.,  v.  27,  p.  233,  May  29,  1907.  Water- 
Jet.  Proc.  Am.  Ry.  Eng.  &  M.  W.  Assoc,  1911,  v.  12,  p.  281.  Use  of 
Water-Jets  in  Pile  Driving.  Eng.  Rec,  v.  63,  p.  361,  Apr.  i,  iQH- 
Refers  to  report  of  Committee  on  Wooden  Bridges  and  Trestles  of  Am. 
Ry.  Eng.  &  M.  W.  Assoc,  191 1,  v.  12,  p.  281. 

OvERDRrv  ING  I^iLES. — Examples  of  Overdriving  Piles.  Jas.  W.  Rollins, 
Jr.  Jour.  Assoc  Eng.  Soc,  v.  20,  p.  303,  Apr.,  1898.  Safe  Limit  of  Fall 
in  Driving  Piles.  J.  Y.  Schermerhorn;  G.  W.  Stadly.  Eng.  News,  v.  48, 
p.  2Q4,  Oct.  9,  1902.  Pile  Driving.  Frank  Pidgeon.  Eng.  Rec,  v.  53. 
p.  465,  Apr.  7,  1906;  Eng.  Rec,  v.  53,  p.  383,  Mar.  24, 1906.  Overdriven 
Piles,  ling.  Rec,  v.  53,  p.  166,  Feb.  10,  1906;  Eng.  Rec,  v.  53..P-i9'' 
Feb.  17,  1906.  Overdriving  Piles.  Trans.  Am.  Soc  C.  E.,  v.  69,  p.  icxj. 
Oct.  iQio;  Proc.  Am.  Ry.  Eng.  &  M.  W.  Assoc,  1909,  v.  10,  p.  572;  1910. 
v.  II,  p.  196;  1911,  V.  12,  p.  281. 


Art.  193  TIMBER  PILES   AND   PILE   DRIVING  571 

Chemical  Preservation  of  Piles. — Destruction  of  Piles  by  Linmoria 
Lignorum  and  Linmoria  Terebraus  in  Boston  Harbor.  Report  of  Special 
Examination,  fully  illustrated  by  Heliatypes.  Report  of  City  Engineer, 
Boston,  1888,  p.  40.  Creosoted  Piles.  J.  W.  Haugh.  Jour.  Assoc. 
Eng.  Soc,  V.  2$,  p.  137,  Sept.,  1900.  Destruction  of  Creosoted  Piles. 
R.  R.  Gaz.,  V.  40,  p.  531,  May  25,  1906.  Good  and  Bad  Creosoting. 
Ry.  Age  Gaz.,  v.  45,  p.  1270,  Oct.  30,  1908.  More  Evidence  of  the 
Longevity  of  Creosoted  Piles.  W.  G.  Arn.  Eng.  News,  v.  61,  p.  277, 
Mar.  II,  1909.  Specifications  for  Creosoting  Piling  at  the  Pacific 
Creosoting  Co.  Eng.  News,  v,  64,  p.  473,  Nov.  3,  1910.  Creosote  Piles 
after  30  Years.  Ry.  Age  Gaz.,  v.  53,  p.  114,  June  19, 191 2.  Interesting 
Pile  Failure.  Jno.  W.  Cunningham.  Eng.  News,  v.  70,  p.  465,  Sept.  4, 
19 13.  Report  of  Creosoted  Piling  in  Santa  F6  Galveston  Bay  Bridge. 
F.  B.  Ridgeway.  Proceedings  of  Tenth  Annual  Meeting  of  Am.  Wood 
Preservers'  Assoc,  Jan.,  19 14. 

Mechanical  Protection  op  Piles. — Concrete  and  Pipe  Jacketing  for 
Wooden  Piles.  R.  Montfort.  Eng.  Rec,  v.  30,  p.  88,  June  7,  1894. 
Teredo- Proof  Sheathing  of  Piles.  Eng.  News,  v.  31,  p.  m,  Feb.  8,  1894. 
Protecting  Piles  against  the  'Teredo  Navalis'  on  the  Louisville  &  Nashville 
Railroad  Company's  Lines.  R.  Montfort.  Trans.  Am.  Soc.  C.  E.,  v.  31, 
221,  Feb.,  1894.  Form  for  Applying  Concrete  Armoring  to  Timber 
Piles.  Eng.  News,  v.  55,  p.  582,  May  24,  1906.  Reinforced- Concrete 
Casing  for  the  Protection  of  Piles  on  Wharf  Construction.  F.  A.  Koe- 
titz.  Jour.  Assoc.  Eng.  Soc,  v.  36,  p.  223,  May,  1906.  Protecting  Piles 
from  the  Teredo.  R.  R.  Gaz.,  v.  14,  p.  137,  Aug.  17,  1906.  New  Con- 
crete Covering  for  Timber  Piles  in  Teredo-Infested  Waters.  Philip 
Aylett.  Eng.  News,  v.  55,  p.  21,  Jan.  4,  1906.  A  Large  Pile  Protection 
Contract.  Eng.  Rec,  v.  57,  p.  474,  Apr.  4,  1908.  Mechanical  Protec- 
tion of  Piles.  Eng.  News,  v.  60,  p.  iii,  June  30,  1908.  Preservation  of 
PiUng  against  Maine  Wood  Borers.  C.  Stowell  Smith.  U.  S.  Forest 
Service,  Circular  128,  1908.  Protected  Piles  for  use  in  Teredo-In- 
fested Waters.  Eng.  Rec,  v.  58,  p.  474,  Oct.  24,  1908.  Timber  Pile 
Protection  in  San  Diego  Bay.  Eng.  Rec,  v.  57,  p.  174,  Feb.  15,  1908. 
Reinforced- Concrete  Wharf.    Trans.  Am.  Soc.  C.  E.,  v.  66,  p.  289,  Mar., 

19 10.  Notes  on  Pile  Protection.  T.  Howard  Barnes.  Jour.  Assoc. 
Eng.  Soc,  V.  47,  p.  loi,  Sept.,  191 1.  Concrete  Casings  filled  with  sand 
as  Wooden  Pile  Protection.  Thos.  Englehart.  Eng.  News,  v.  66, 
p.  412,  Oct.  5,  1911.  Notes  on  Pile  Protection.  Ry.  Age  Gaz.,  v.  51, 
p.  1345,  Dec.  29,  1911.  Mechanical  Protection  of  Piling  against  Maine 
Wood  Borers.     Proc  Am.  Ry.  Eng.  &  M.  W.  Assoc,  1910,  v.  11,  p.  200; 

1911,  V.  12,  p.  305.  Covering  Worn  Timber  Piles  with  Cement-Gun 
Concrete.  Eng.  News,  v.  68,  p.  536,  Sept.  19,  191 2.  Cement  Gun  for 
Coating  Timber  Piles.  Morton  L.  Tower.  Eng.  News,  v.  68,  p.  723, 
Oct.  17,  19 1 2. 
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Art.  194.    Bearing  Power  of  Piles 

Theory  and  Practice. — Formula  for  Beaxing  Power.  Supporting 
Povver  of  Piles.  Franz  Kreuter.  Eng.  Rec.,  v.  33,  p.  330,  Apr.  11,  1896; 
New  Formula,  etc.»  Ed.,  p.  343,  Apr.  18.  Supporting  Power  of  Piles. 
Ernest  P.  Goodrich.  Proc.  Am.  Ry.  Eng.  &  M.  W.  Assoc.,  1910,  v.  11, 
p.  217;  Engr.-Contr.,  v.  S3>  P-  37 1*  April  20,  19 to.  Ultimate  Load  on 
Pile  Foundations;  a  Static  Theory.  John  H.  Griffith.  Trans.  Am.  Soc. 
C.  E.,  V.  70,  p.  412,  Dec,  1910.  Formula  for  Bearing  Power  of  Piles. 
H.  B.  Seaman.  Trans.  Am.  Soc.  C.  E.,  v.  75,  p.  330,  Dec,  191 2.  Column 
Action  in  Piles.  Eng.  News,  v.  60,  p.  18,  July  2,  1908.  Column  Action 
in  Piles;  Stiffening  Piles  by  Riprap.  E.  P.  Goodrich.  Eng.  News,  v.  60, 
p.  41,  July  9,  1908.  Supporting  Power  of  Piles.  Ernest  P.  Goodrich. 
Trans.  Am.  Soc  C.  E.  v.  48,  p.  180,  Aug.,  1902.  The  Supporting  Power 
of  Piles.  C.  BaDlairge;  E.  P.  Goodrich.  Eng.  Rec,  v.  45,  p.  183,  Feb.  22, 
1902.  Formulas  for  Safe  Loads  on  Bearing  Piles.  John  C.  Trautwine, 
Jr.  and  Editor  A.  M.  Wellington.  Eng.  News,  v.  20,  p.  509,  Dec.  29,  1888. 
Uniform  Practice  in  Pile  Driving.  J.  Foster  Crow  ell.  Trans.  Am.  Soc. 
C.  E.,  V.  27,  p.  99,  129,  589,  Aug.  and  Nov.,  1892.  The  discussion  was 
reprinted  in  Eng.  News,  v.  28,  p.  412,  438,  460,  Nov.  3,  10  and  17,  1892. 
Uniform  Practice  in  Pile  Driving.  A.  M.  Wellington.  Eng.  News,  v.  28, 
p.  398,  Oct.  27, 1892.  Safe  Load  for  Bearing  Piles.  A.  M.  Wellington,  v. 
28,  p.  469,  Nov.  ijj  1892.  Safe  Load  for  Bearing  Piles.  A.  M.  Welling- 
ton. Eng.  News,  v.  28,  p.  469,  Nov.  17,  1892.  Bearing  Power  of  Piles. 
A.  M.  Wellington.  Eng.  News,  v.  31,  p.  283,  Apr.  5,  1894.  Pile-Driving 
Formulas.  R.  R.  Gaz.,  v.  31,  p.  608,  Sept.  i,  1899.  Engineering  News 
Formula,  Editorial.  Eng.  News,  v.  55,  p.  499,  May  3,  1906.  Analytical 
Investigation  of  the  Resistance  of  Piles  to  Superincumbent  Pressure, 
Deduced  from  the  Force  of  Driving,  with  Application  of  the  Formula  to 
the  Foundation  of  Fort  Montgomery,  Rouse^s  Point,  N.  Y.  by  Bvt.  Lt. 
James  L.  Mason,  1850.  Papers  on  Practical  Engineering  No.  5.  Driving 
Piles.  A.  M.  VanAuken.  R.  R.  Gaz.,  v.  19,  p.  507,  Aug.  5, 1887.  Driv- 
ing Piles.  E.  D.  T.  Myers.  R.  R.  Gaz.,  v.  19,  p.  521,  Aug.  12,  1887. 
Diagrams  to  Determine  the  Bearing  Power  of  Piles.  *  G.  F.  Stickney. 
Eng.  Rec,  v.  56,  p.  720,  Dec.  28,  1Q07.  Instructions  regarding  Test 
Piles  on  the  New  York  Barge  Canal.  Eng.  Rec,  v.  56,  p.  720,  Dec  28, 
1907.  Diagram  for  Determining  the  Safe  Load  on  Piles.  Arthur  S. 
Milinowski.  Eng.  News,  v.  65,  p.  130,  Feb.  2,  191 1.  Pile-Driver 
Diagram.  Eugene  F.  Kriegsman.  Eng.  Rec.  v.  65,  p.  417,  Apr.  13,  1912. 
Diagram  of  Safe  Loads  on  Piles.  Engr.-Contr.,  v.  37,  p.  94,  Jan.  24,  1912. 
Some  Fads  of  Experience  in  Pile  Driving.  W.  B.  W.  Howe  and  A.  M. 
Wcllin^lon.  Eng.  News,  v.  28,  p.  543,  Dec.  8,  1892.  Supporting  Power 
of  Piles  Driven  by  a  Steam  Hammer  after  Standing.  Robert  Follansbee. 
Eng.  News.  51,  p.  542,  June  9,  1904.       Anomalous  Pile  Resistance  in  Soft 
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Mud;  Effect  of  Hammer  Shock.  W.  C.  Hammatt.  Eng.  News,  v.  58,  p. 
173,  Aug.  15,  1907.  Pile  Driving  Factors  of  Safety.  A.  M.  Welling- 
ton, Eng.  News,  v.  21,  p.  313,  Apr.  6,  1889. 

Test  Piles;  Records;  Specifications. — ^Lesson  in  Pile  Driving. 
Eng.  News,  v.  22,  p.  368,  Oct.  19,  1889.  Some  Facts  of  Experience  in 
Pile  Driving.  W.  B.  W.  Howe,  A.  M.  Wellington.  Eng.  News,  v.  28, 
p.  543,  Dec.  8,  1892.  Test  Piles.  J.  C.  Trautwine,  Jr.  Trans.  Am. 
Soc.  C.  E.,  V.  27,  p.  148-160,  Aug.,  1892.  Actual  Resisting  of  Bearing 
Piles.  A.  M.  Wellington.  Eng.  News,  v.  29,  p.  171,  Feb.  23,  1893. 
Bearing  Power  of  Piles.  Eng.  News,  v.  30,  p.  3,  July  6,  1893.  Bearing 
Power  of  Piles.  Editorial.  Eng.  News,  v.  31,  p.  283,  Apr.  5, 1894.  Tests 
of  the  Bearing  Power  of  Piles.  Eng.  News,  v.  31,  p.  348,  Apr.  26,  1894. 
Test  Piles.  Jour.  Assoc.  Eng.  Soc,  v.  20,  p.  269,  271,  283,312,  Apr.,  1898; 
J.  P.  Carlin,  Eng.  Rec,  v.  43,  p.  450,  May  11,  1901.  Test  Piles.  E.  P. 
Goodrich.  Trans.  Am.  Soc.  C.  E.,  v.  48,  p.  183,  210,  Aug.,  1902.  Con- 
crete-Pile Wall  Foundations.  Eng.  Rec,  v.  50,  p.  431,  Oct.  8,  1904. 
Concrete  Pile  Foimdation  of  the  U.  S.  Express  Co.  Building,  New  York 
City.  Eng.  News,  v.  52,  p.  348,  Oct.  20,  1904.  Test  Loads  of  Piles 
Driven  with  a  Steam-Hanuner.  J.  J.  Welsh.  Eng.  News,  v.  52,  p. 
497,  Dec.  I,  1904.  Test  Piles.  W.  B.  W.  Howe.  Trans.  Am.  Soc 
C.  E.,  V.  54,  p.  413,  June,  1905.  Applying  a  Load  to  Test  Piles  by  Means 
of  a  Lever. .  Dewitt  C.  Webb.  Eng.  News,  v.  65,  p.  172,  Feb.  9,  191 1. 
Pile  Record  Forms.  Proc  Am.  Ry.  Eng.  &  M.  W.  Assoc,  1910,  v.  it, 
p.  185;  191 1,  V.  12,  p.  278.  Form  for  Pile-Driving  Records  used  on  the 
Norfolk  &  Southern  Ry.  Thos.  W.  Cothran.  Eng.  News,  v.  57,  p.  596, 
May  30,  1907.  Pile-Driving  Records.  Thos.  W.  Cothran.  Eng.  Rec, 
v.  sSi  P-  638,  June  i,  1907.  Anothe;  Form  for  Pile-Driving  Records. 
Tyrrell  B.  Shertzer.  Eng.  News,  v.  58,  p.  66,  June  18,  1907.  Pile 
Records.  Eng.  Rec,  v.  57,  p.  429,  Apr.  4,  1908.  Foundations  of  the 
New  Post-Office  and  Government  Building  at  Chicago.  Eng.,  Rec,  y.  39, 
p.  66,  Jan.  27,  1898.  Pile  Driving,  Editorial.  Eng.  Bee,  v.  53,  p.  383, 
Mar.  24,  1906. 

Art.  195.    Concrete  Piles 

Types  of  Concrete  Piles. — Bulkhead  and  Pier  for  the  New  Port  of 
San  Diego,  Cal.  Eng.  News,  v.  69,  p.  498,  Mar.  13, 1913.  Comparison 
of  Concrete  and  Timber  Piling  on  Basis  of  Cost.  E.  W.  Gaylord.  Engr.- 
Contr.,  V.  32,  p.  486,  Dec.  8,  1909.  Concrete  Piles.  Proc.  Am.  Ry. 
Eng.  Assoc,  1 910,  V.  ii.  p.  203-216.  Concrete  Piles.  Howard  J.  Cole. 
Trans.  Am.  Soc  C.  E.,  v.  65,  p.  467,  Dec,  1909.  Reconstruction  of  the 
Atlantic  City  Steel  Pier  in  Reinforced  Concrete.  Eng.  News,  v.  56,  p. 
90,  July  26, 1906.  Shop-made  Reinforced-Concrete  Piles.  L.  J.  Mensch. 
Eng.  News,  v.  60,  p.  620,  Dec.  3,  1908.  Sixth  Street  Viaduct,  Kansas 
City.    E.  E.  Howard.    Trans.  Am.  Soc.  C.  E.,  v.  65,  p.  42,  Dec,  1909. 
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Concrete  Piles  used  in  the  Steamship  Terminals  at  Brunswick,  Ga.  and  in 
Navy  Yard  Pier  at  Charleston,  S.  C.    M.  M.  Cannon.    Jour.  Assoc.  Eng. 
Soc,  V.  42,  p.  24,  Jan.,  1909.      Reprinted  in  Eng.  News,  v.  61,  p.  549, 
May  20, 1909;  reprinted  in  Eng.  Rec.,  v.  59,  p.  358,  Mar.  2.7, 1909.       Pen- 
horn  Creek  R.  R.  Viaduct,  Jersey  City.    Eng.  Rec.,  v.  61,  p.  401,  April  2, 
19 10.      Seventh  Street  Viaduct  at  Des  Moines,  la.    Ry.  Age  Gaz.,  v.  53, 
p.  627,  Oct.  4,  191 2.      Pennsylvania  Ore  Unloading  Dock  at  Cleveland. 
Ry.  Age  Gaz.,  v.  52,  p.  335,  Feb.  23, 1912;  Eng.  News,  v.  67,  p.  320,  Feb.  22, 
1912;  Eng.  Rec,  v.  65,  p.  199,  212,  Feb.  24,  1912.      Reinforced-Concrete 
Piles  on  the  Chicago,  Rock  Island  and  Pacific  Ry.    Eng.  Rec.,  v.  67,  p. 
606,  May  31,  1913.      Approach  to  Municipal  Bridge,  St.  Louis.     Eng. 
News,  V.  69,  p.  95,  Jan.  16,  19 13.      Reinforced-Concrete  Pile  Foundation 
for  the  Lattewan  Building,  Brooklyn,  N.  Y.    Eng.  News,  v.  54,  p.  594, 
Dec.  7,  1905.      Method  of   Manufacturing  ReinforcedrConcrete   Piles 
by  Rolling.    Eng.  News,  v.  56,  p.  105,  July  26,  1906.      Description  of 
the  Manufacture  of  the  Chenoweth  Pile.     Eng.  News,  v.  $6,  p.  105, 
June  26,  1906.      Use  of  Concrete  Piling  in  the  Boardwalk  at  Atlantic 
City.    Aldrich  Durant.     Ry.  Age  Gaz.,  v.  45,  p.  99,  June  17,   1908. 
Notes  on  the  Design  and  Manufacture  of  Concrete  Piles.     Eng.  Rec.,  v. 
65,  p.  379,  April  6,  19 12.     Constructing  a  Concrete  Pile  Foimdation. 
Eng.  News,  v.  67,  p.  840,  May  2,  191 2.      Concrete  Quay  Wall  on  a  Coral 
Foundation.     Eng.  Rec,  v.  66,  p.  526,  Nov.  9,  19 12.      Notes  on  the 
Economics  of  Concrete  Pile  Foundation  Work.     Engr.-Contr.,  v.  28,  p. 
297,  Nov.  27,  1907.       Concrete  Pile  Foundations  at  Aurora,  111.     Eng. 
News,  v.  48,  p.  495,  Dec.  11,  1902.       Reinforced-Concrete  Pi^es  with 
Enlarged  Footings  for  Underpinning  a  Building.    J.   Albert   Holmes. 
Eng.  News,  v.  51,  p.  567,  June  16,  1904.      Concrete  Pile  Foundations  at 
Washington  Barracks,  D.  C.    John  Stephen  Sewell.     Eng.  Rec,  v.  50, 
p.  360,  Sept.  24,  1904.      Details  of  Concrete  Piling  at  Washington  Bar- 
racks, D.  C.     Eng.  Rec,  v.  50,  p.  463,  Oct.  15,  1904.      Simplex  System  of 
Concrete  Piling.     Constantine   Sherman.     Proc    Engr's.    Club,    Phila- 
delphia, v.   22,  p.  347,  October,   1905.      Simplex  System  of  Concrete 
Piling.     Thomas  MacKellar.     Jour.  Assoc.  Eng.  Soc,  v.  39,  p.  266,  Oct., 
1907.       Concrete  Piles  with    Enlarged    Bases.     Hunley   Abbott.     Eng. 
News,  V.  62,  p.  684,  Dec.  16,  1909.       Fifth  Avenue  Viaduct  at  Seattle, 
Eng.  Rec,  v.  63,  p.  200,  Feb.  18, 191 1.       Concrete  Pile  Footings  for  the  42- 
Story  L.  C.  Smith  Building,  Seattle,  Wash.     Eng.  News,  v.  68,  p.  914.,  Nov. 
14, 1912.       Abutment  No.  5  of  Substructure  of  the  P.  &L.  E.  R.  R.     Bridge 
over  the  Ohio  River  at  Beaver,  Pa.,  by  A.  R.  Rayner.     Proc.  Eng.  Soc.  \V. 
Pa.  V.  26,  p.  16,  Feb.,  19 10.    Tests  on  Cast-in- Place  Concrete  Piles.     Fran- 
cis L.  Pruyn.     Eng.  News,  v.  69,  p.  592,  Mar.  20,  1913;  Eng.  Rec,  v.  67, 
p.  328,  Mar.  22,  1913.       Methods  of  Constructing  and  Driving  Combina- 
tion and  Timber  Piles  with  some  Results  of  Tests.     Engr.-Contr.,  v.  ^Si 
p.  122,  Feb.  9,  1910.       Concrete  Pipe  Failures.     Causes  and  Remedies. 


Art.  196  METAL   AND   SHEET   PILES  575 

C.  S.  Howell.  Eng.  News,  v.  68,  p.  589,  Sept.  26,  191 2.  Some  Ex- 
periences with  Concrete  Piles  in  Chicago.  J.  Norman  Jensen.  Eng. 
News,  V.  69,  p.  416,  Feb.  27,  1913. 

Driving  Concrete  Piles. — Heavy  Hammer  Desirable  for  Driving 
Concrete  Piles.  E.  P.  Goodrich.  Eng.  News,  v.  53,  p.  98,  Jan.  26, 
1905.  Improved  Forms  of  Steam- Pile  Hammers  for  Steel  Sheeting  and 
Concrete  Pile  Work.  J.  R.  Wemlinger.  Engr.-Contr.,  v.  34,  p.  325, 
Oct.  12, 19 10.  New  System  of  Concrete  Piles.  W.  P.  Anderson.  Eng. 
Rec,  V.  50,  p.  494,  Oct.  22,  1904.  Corrugated  Concrete  Foundation 
Piles  for  a  Seven-story  Building.  Eng.  Rec,  v.  54,  p.  150,  Aug.  11,  1906. 
Concrete  Piles  at  Brimswick,  Ga.,  and  Charleston,  S.  C.  M.  M.  Cannon. 
Jour.  Assoc.  Eng.  Soc,  v.  42,  p.  24,  Jan.,  1909;  Eng.  News,  v.  61,  p.  549, 
May  20,  1909.  Driving  Concrete  Piles.  Eng.  News,  v.  63,  p.  623, 
May  26,  191  o.  Method  of  Jetting  down  Concrete  Piles  and  Records  of 
Output.  Engr.-Contr.,  v.  34,  p.  228,  Sept.  14,  1910.  Concrete  Pile- 
Driving  Practice  on  the  Burlington  Railroad.  L.  J.  Hotchkiss.  Eng. 
Rec.,  v.  64,  p.  258,  Aug.  26,  191 1.  Driving  Concrete  Piles  with  a  12  000- 
pound  Hammer.  Eng.  Rec,  v.  64,  p.  763,  Dec.  30,  191 1.  Concrete 
Piles  for  Bridge  Foundations.  Ry.  Age  Gaz.,  v.  51,  p.  480,  Sept.  8,  191 1. 
Seventh  Street  Viaduct  at  Des  Moines,  Iowa.  Ry.  Age  Gaz.,  v.  53,  p. 
627,  Oct.  4,  1912.  Concrete  Pile  Footings  for  the  L.  C.  Smith  Building, 
Seattle,  Wash.  Eng.  News,  v.  68,  p.  914,  Nov.  14,  191 2.  Manufac- 
turing and  Driving  Concrete  Piles.  S.  W.  Bowen.  Eng.  News,  v.  69, 
p.  95,  Jan.  16,  1913.  Concrete  Piles.  Eng.  News,  v.  54,  p.  441,  Oct. 
26,  1905.  Cost  of  Making  and  Placing  Reinforced- Concrete  Piles  at 
Atlantic  City,  N.  J.  Eng.  News,  v.  56,  p.  252,  Sept.  6,  1906.  Cost  of 
Piles  and  Pile  Driving.  S.  E.  Thompson  and  Benjamin  Fox.  Jour. 
Assoc.  Eng.  Soc,  v.  42,  p.  i,  Jan.,  1909;  Engr.-Contr.,  v.  31,  p.  218, 
Mar.  24,  1909;  Eng.  Rec,  v.  59,  p.  357,  Mar.  27,  1909.  Municipal 
Bridge  Approach.  S.  W.  Bowen.  Eng.  News,  v.  69,  p.  95,  Jan.  16,  1913. 
New  Pile  Formula.  Eng.  Rec,  v.  6$,  p.  248,  Mar.  2,  191 2.  Data  and 
Opinions  on  Sustaining  Power  of  Concrete  Piles.  Engr.-Contr.,  v.  32, 
p.  308,  Oct.  13,  1909.  Test  Loading.  E.  E.  Howard.  Trans.  Am.  Soc. 
C.  E.,  V.  65,  p.  61,  Dec,  1909.  Testing  Piles.  Trans.  Am.  Soc.  C.  E., 
V.  65,  p.  476,  1909.  Value  of  Test  Loading.  Eng.  News,  v.  67,  p.  1229, 
June  27,  191 2.  Cast-in- Place  Concrete  Piles.  Irwin  and  Witherow. 
Eng.  Rec,  v.  67,  p.  591,  May  24,  19 13.  Driving  Record  of  Piles  Tested. 
Eng.  News,  v.  70,  p.  555,  Sept.  18,  1913.  Concrete  Pile  Specifications. 
Eng.  Rec,  v.  68,  p.  581,  Nov.  22,  19 13. 

Art.  196.    Metal  and  Sheet  Piles 

Tubular,  Disk,  Screw,  and  Sand  Piles. — Foundation  of  Hotel 
Albert,  New  York.     Eng.  Rec,  v.  51,  p.  293,  Mar.  11,  1900.      Use  of 
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Pile  Foundations  in  the  East  River  Tunnel  of  the  New  York  Rapi     — 
Transit  Subway.    Eng.  News,  v.  57,  p.  717,  June  27,  1907.      Experiencr^ 

in  Molding  and  Sinking  Concrete  Piles  for  Foundation  Work.    Engr 

Contr.,  V.  28,  p.  298,  Nov.  27,  1907.      Special  Foundations  for  a  Ne^-;" 
Edison   Substation.    Eng.    Rec,  v.  57,  p.  425,  Apr.  4,  1908.      IDeemiz 
Foundation  Construction  in  an  Occupied  Building.    Eng.  Rec,  v.  6c:  , 
p.  503,  Apr.  9,  1910.      Using  Steel  Foundation  Piles  and  Girders  in  veryr 
Narrow  Clearance.    Eng.  Rec.,  v.  64,  p.  710,  Dec,  16,  191 1.      Driving 
Steel  Piles  near  Insecure  Foundations.    Eng.  Rec.,  v.  66,  p.  271,  Sept. 
7,    191 2.      Action  of  Salt   Water  on   Wrought-Iron   Piles.     Peter  C. 
Haines.    Eng.  News,  v.  19,  p.  143,  Feb.  25,  1888.      Iron  Coal  Pier  at 
Norfolk,  Va.    W.  W.  Coe.    Trans.  Am.  Soc.  C.  E.,  v.  27,  p.  125,  Aug., 
1892.      Iron  Wharf  at  Fort  Monroe,  Va.    John  B.  Duncklee.     Trans. 
Am.  Soc.  C.  E.,  V.  27,  p.  115,  Aug.,  1892.      Hydraulic  Pile-Screwing. 
C.  W.  Anderson.    Eng.  Rec,  v.  41,  p.  570,  June  16,  1900.       Cienfuegos 
Screw  Pile  Pier.     Eng.  Rec,  v.  53,  p.  80,  Jan.  20,  1906.      Novel  French 
Method  of  Making  Foundations  in  Soft  Ground.    Eng.  News,  v.  44, 
p.  209,  Sept.  27, 1900.       Compressol  System  of  Making  Concrete  Founda- 
tion.    Engr.-Contr.,  v.  28,  p.  220,  Oct.  16,  1907.      Large  Concrete  Piles 
Wm.  F.  Johnston.    Eng.  Rec,  v.  60,  p.  362,  Sept.  25,  1909. 

Timber  Sheet-Piung. — Wooden  Sheet-Piling.  Proc  Am.  Ry.  Eng. 
&  M.  W.  Assoc,  1909,  V.  10,  p.  569;  1911,  V.  12,  p.  298.  Wakefield 
Sheet-Piling.  Eng.  News,  v.  53,  p.  331,  Mar.  30,  1905.  Improved 
Scarfed  Point  for  Sheet  Piles.  A.  A.  Parker.  Eng.  News,  v.  55,  p.  600, 
May  31,  1906.  Sheet-Piling  of  Square  Timbers  with  Combined  Guide 
and  Water  Jet  Tube.     Eng.  News,  v.  70,  p.  552,  Sept.  18,  1913. 

Steel  Sheet-Piling. — Metal  Sheet-Piling  for  Foundations  and  Coffer- 
dams. Eng.  News,  v.  45,  p.  122,  Feb.  14,  1901.  New  Metal  Sheet- 
Piling.  R.  R.  Gaz.,  V.  37,  p.  386,  Sept.  30,  1904.  Behrend  Steel  Sheet- 
Piling.  Eng.  News,  v.  52,  p.  286,  Sept.  29,  1904.  Steel  Sheet-Piling. 
Eng.  News,  v.  54,  p.  545,  Nov.  23,  1905.  Steel  Sheet-Piling  for  Large 
Engine  Foundations.  Eng.  Rec,  v.  54,  p.  401,  Oct.  13,  1906.  Experi- 
ence with  Steel  Sheet-Piling  in  Hard  Soils.  Wm.  G.  Fargo.  Eng.  News, 
V-  57  p.  374,  Apr.  4,  1907.  Bracing  of  Trenches  and  Tunnels,  "with 
Pactical  Formulas  for  Earth  Pressures.  J.  C.  Meem.  Trans.  Am.  Soc.  CE., 
V.  60,  p.  I,  June,  1Q08.  Steel  Sheet-Piling  Costs.  Eng.  Rec,  v.  57,  p.  804, 
June  27,  1908.  Steel  Sheet-Piling  for  Retaining  Earth  under  Spread 
Footings.  Eng.  Rec,  v.  58,  p.  15,  July  4,  1908.  Steel  Sheet- Piling 
for  a  Short  Trench.  Eng.  Rec,  v.  58,  p.  40,  July  11,  1908.  Steel  Sheet- 
Piling  for  Pipe-Line  Trench.  Ry.  Age  Gaz.,  v.  45,  p.  430,  July  3,  igo8. 
New  Uses  for  Steel.  Ry.  Age  Gaz.,  v.  45,  p.  821,  Aug.  28,  1908.  Devel- 
opment and  Use  of  vSteel  Sheet-Piling,  with  some  Data  on  the  Presers'ation 
of  Steel  Buried  in  the  Ground.  J.  R.  Wemlinger.  Engr.-Contr.,  v.  31. 
p.  406,  May  19,  1909.       Steel  Sheeting  and  Steel-Piling.    L.  R.  Gifford. 
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Trans.  Am.  Soc.  C.  E.,  v.  64,  p.  441,  Sept.,  1909.  Principal  T)rpes  of  Steel 
Sheet-Piling.  Proc.  Am.  Ry.  Eng.  &  M.  W.  Assoc,  1909,  v.  10,  p.  570. 
Hand- Driven  Steel  Sheet-PUing,  Bush  Terminal,  Brooklyn.  Eng.  Rec, 
V.  62,  p.  209,  Aug.  20, 19 10.  Chisel  Point  for  Driving  Steel  Sheet-Piling. 
H.  M.  Morse.  Eng.  Rec,  v.  66,  p.  704,  Dec  21,  191 2.  Foundations 
for  the  Tunkhannock  Viaduct.    Eng.  Rec,  v.  67,  p.  484,  May  3,  19 13. 

Other  Topxcs. — ^Brooklyn  Tunnel  of  the  New  York  Rapid  Transit 
Railroad.  Driving  Sheet-Piling.  Eng.  Rec,  v.  48,  p.  530,  Oct.  30,  1903. 
Methods  and  Cost  of  Operating  Pile-Drivers  and  of  Driving  Steel  Sheet- 
Piling.  Engr.-Contr.,  v.  27,  p.  193,  May  i,  1907.  Some  Suggestions 
on  Methods  of  Driving,  Cutting  and  Pulling  Steel  Sheet  Piles  with  Figures 
of  Cost.  R.  B.  Woodworth.  Engr.-Contr.,  v.  32,  p.  296,  Oct.  6,  1909. 
Safeguarding  Wall  Foundations  by  Sheet-Piling.  Eng.  Rec,  v.  64,  p. 
412,  Oct.  7,  191 1.  Test  of  Driving  Steel  Sheet-Piling,  Cleveland,  O. 
Engr.-Contr.,  v.  37,  p.  721,  June  26, 191 2.  Costs  of  Driving  Steel  Sheet- 
Piling  on  45  jobs.  Engr.-Contr.,  v.  38,  p.  196,  Aug.  14,  191 2.  Cost  of 
Driving  Steel  Sheet-Piling  by  a  Novel  Method.  J.  R.  Wemlinger. 
Engr.-Contr.,  v.  38,  p.  395,  Oct.  9, 191 2.  Bracing  Trenches  and  Tunnels. 
Eng.  Rec,  v.  56,  p.  494,  Nov.  2, 1907.  Sheet-Piling  and  Earth  Pressure. 
Eng.  Rec,  v.  56,  p.  608,  Nov.  30,  1907. 

Art.  197.    Cofferdams 

Earth  Cofferdams. — Cofferdams  of  Cement  Bags  Half  Filled  with 
Sand.  Eng.  Rec,  v.  64,  p.  82,  June  15,  191 1.  Clay  Cofferdam.  Eng. 
Rec,  V.  57,  p.  460,  April  4,  1908.  Earth  Cofferdam  for  West  Neebish 
Channel  of  the  St.  Mary's  River.  Eng.  Rec,  v.  56, -p.  113,  Aug.  3,  1907. 
Cofferdam  made  of  Fascines.  Eng.  Rec,  v.  49,  p.  189,  Feb.  13,  1904. 
Earth  Cofferdams.  Eng.  News,  v.  24,  p.  413,  Nov.  8,  1890.  Cofferdam 
for  Dam  No.  48,  Ohio  River.    Eng.  Rec,  v.  67,  p.  412,  April  12,  1913. 

Wooden  Sheet-Pile  Cofferdams  with  Guide  Piles. — Cofferdams  for 
Charles  River  Dam,  Boston.  Eng.  Rec,  v.  53,  p.  300,  Mar.  3,  1906; 
Eng.  News,  v.  53,  p.  31,  Jan.  12,  1905;  Eng.  News,  v.  S5,  P-  244,  Mar.  i, 
1906.  Repairing  a  Leaking  Cofferdam.  Eng.  News,  v.  46,  p.  187, 
Sept.  19,  1 901.  Cofferdam  Enclosing  the  Thirty-ninth  Street  Sewage 
Pumping  Station,  Chicago.  Eng.  Rec,  v.  52,  p.  580,  Nov.  18,  1905; 
Eng.  News,  v.  50,  p.  546,  Dec.  17,  1903.  Cofferdam  for  Cambridge 
Bridge.  Eng.  News,  v.  46,  p.  283,  Oct.  17,  1901;  Eng.  Rec,  v.  51,  p.  52, 
Jan.  14,  1905.  Cofferdams  for  the  Gilbertsville  Bridge  Piers.  Eng. 
Rec,  V.  51.,  p.  265,  Mar.  4,  1905;  Eng.  Rec,  v.  51,  p.  570,  May  20,  1905. 
Large  Sheet-Pile  Cofferdam.  Eng.  Rec,  v.  50,  p.  636,  Nov.  26,  1904. 
Cofferdams  for  Six  Lift  Bridges.  Eng.  Rec,  v.  57,  p.  39,  Jan.  11,  1908. 
Deep  Cofferdam  for  Keyham  Dockyard  Extension.  Proc.  Inst,  of  Civ. 
Engrs.,  Dec.  17,  1907. 
37 
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Wooden  Sheet-Pile  Cofferdams  on  Frames. — Cofferdam  for  Mare 
Island  Dry  Dock  No.  2.  Eng.  Rec,  v.  57,  p.  428,  April  4, 1908.  Coffer- 
dam for  Pier  at  Kilboume,  Wis.  Eng.  News,  v.  53,  p.  330,  Mar.  30, 1905; 
R.  R.  GdLz.y  V.  38,  p.  258,  Mar.  17,  1905.  Some  Lessons  from  a  Coffer- 
dam. Eng.  Rec,  v.  57,  p.  243,  Feb.  29, 1908.  Cofferdams  for  Potomac 
River  Highway  Bridge,  Washington,  D.  C.  Eng.  Rec,  v.  53,  p.  103, 
Jan.  27, 1906.  Cofferdams  for  Piers  of  the  Chattahoochee  River  Viaduct. 
Eng.  Rec,  v.  58,  p.  233,  Aug.  29,  1908.  Cofferdam  for  Concrete  Bridge 
at  Goat  Island.  Eng.  Rec,  v.  43,  p.  147,  Feb.  16, 1901.  Cofferdams  for 
Kentucky  and  Indiana  Railway  Bridge.  Ry.  Age  Gaz.,  v.  51,  p.  210, 
Aug.  4,  191 1.  Cofferdam  for  P.  B.  &  W.  R.  R.  at  Wilmington,  Del. 
Proc  Engrs.  Club,  Phila.,  1908,  v.  25,  p.  333. 

Wooden  Sheet-Pile  Cofferdams  on  Cribs. — Heavy  Cofferdam 
Construction  at  Niagara  Falls.  Trans.  Can.  Soc  C.  E.,  v.  19,  p.  62, 1905; 
Eng.  Rec,  v.  49,  p.  180,  Feb.  13,  1904;  Eng.  News,  v.  54,  p.  561,  Nov.  30, 

1905.  Cofferdam  for  Pier  No.  4  of  the  Aqueduct  Bridge,  Georgetown, 
D.  C.  Eng.  Rec,  v.  44,  p.  125,  Aug.  10,  1901.  Cofferdam  for  Great 
Kanawha  Dam.  Eng.  News,  v.  36,  p.  98,  Aug.  13,  1896.  Cofferdam 
for  Hydro-Electric  Development  at  Kilbourne,  Wis.  Eng.  Rec,  v.  60, 
p.  321,  Sept.  18,  1909.  Cofferdam  Construction  of  the  Hydro-Electric 
Plant  of  the  Rockingham  Power  Company.  Rockingham,  N.  C.  Eng. 
Rec,  V.  57,  p.  423,  April  4,  1908.  Cofferdam  Excavation  for  a  Power 
Station.  Eng.  Rec,  v.  57,  p.  92,  Jan.  25,  1908.  Cofferdam  Construc- 
tion for  the  Neals  Shoals  Power  Plant.     Eng.  Rec,  v.  53,  p.  272,  Mar.  3, 

1906.  Cofferdam  Construction  for  Spier  Falls  Dam.  Eng.  Rec,  v. 
47,  p.  689,  June  27,  1903.  No  sheet-piling  was  used  in  this  work,  a  fill 
of  stones  being  made  on  the  upstream  face  of  the  dam,  and  over  this  a 
heavy  gravel  fill  was  placed.  Cofferdam  Construction  of  the  Connecticut 
River  Power  Co.  Eng.  Rec,  v.  59,  p.  443,  April  3,  1909.  Cofferdam 
Construction  of  the  Hotter  Dam.  Eng.  Rec,  v.  62,  p.  480,  Oct.  29,  igio. 
Plan  for  Building  Cofferdams  for  River  Piers.  Eng.  News,  v.  56,  p.  560, 
Nov.  29,  1906. 

Steel  Sheet-Pile  Cofferdams. — Cofferdams  of  a  Chicago  Bridge. 
Eng.  Rec,  v.  49,  p.  413,  April  2,  1904.  On  guide  piles.  Cofferdam 
Construction  for  the  Substructure  of  a  Swing  Bridge.  Eng.  Rec,  v.  67, 
p.  268,  Mar.  8,  1903.  Steel  sheet  piles  with  guide  piles.  Steel  Sheet- 
Pile  Cofferdam  at  Power-Housc  Intakes  at  Omaha.  Eng.  Rec,  v.  59, 
p.  17,  Jan.  2,  1909.  On  frames.  Steel  Sheet-Piling  for  Bridge  Pier 
Cofferdams.  Eng.  Rec,  v.  55,  p.  246,  Mar.  2,  1907.  On  frames. 
Steel  Sheet-Pile  Cofferdam  for  a  Ship  Lock  at  Buffalo,  N.  Y.  Eng.  News, 
V.  60,  p.  394,  Oct.  8,  1908;  Eng.  Rec,  v.  57,  p.  747,  June  13,  1908;  Eng. 
Rec,  V.  59,  p.  385,  April  3,  1909;  Bulletin  No.  103,  Lackawanna  Steel  Co. 
Tunkhannock  Viaduct  Cofferdams.  Eng.  Rec,  v.  67,  p.  485,  May  3, 
1913.    On  frames.      Steel  Sheet-Pile  Cofferdam  for  Bridge  Piers  over  the 
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Cuivre  River  at  Moscow  Mills.  Eng.  Rec,  v.  49,  p.  557,  April  30,  1904. 
Steel-Piling  Cofferdams  for  Bridge  Piers.  Eng.  Rec,  v.  53,  p.  505,  April 
21,  1906.  On  frames.  Interesting  cost  data.  Large  Cofferdam  Built 
with  Sted  Sheet-Piling.  Eng.  News,  v.  66,  p.  330,  Sept.  21,  1911;  Eng. 
News,  V.  67,  p.  340,  Feb.  22, 1912.  Cofferdam  Construction  for  Raising 
the  United  States  Battleship  Maine.  Bidletin  No.  102,  Lackawanna 
Steel  Co.;  Eng.  News,  v.  64,  p.  424,  Oct.  20,  1910.  Steel  Sheet-PDe 
Cofferdam  for  Kaw  River  Bridge  Piers.  Eng.  Rec,  v.  67,  p.  435,  Apr. 
19,  1913.    On  frames. 

Cmb  Cofferdams. — Cofferdam  for  New  Inlet  Tower  of  the  St.  Louis 
Water  Works.  Eng.  News,  v.  26,  p.  4,  July  4,  1891.  Crib  Cofferdam 
for  Arthur  Kill  Bridge.  Trans.  Am.  Soc.  C.  E.,  v.  27,  p.  475,  Oct.,  1892. 
Methods  of  Depositing  Concrete  Under  Water.  Report  of  Committee 
on  Masonry.    Proc  Am.  Ry.  Eng.  Assoc,  191 2,  v.  13,  pp.  487-502. 

Movable  Cofferdams. — Movable  Cofferdam  for  Rest  Pier  of  the 
Kinzie  Street  Drawbridge,  Chicago.  Eng.  News,  v.  64,  p.  562,  Nov. 
24,  1910.  Removable  sides  on  grillage.  Movable  Cofferdam  Con- 
struction for  Pequonnock  River  Bridge.  Eng.  Rec,  v.  50,  p.  127,  July 
30,  1904.  Removable  sides  on  grillage.  Movable  Cofferdams  for 
Bellevue  Boiler  House  Foundations.  Eng.  Rec,  v.  64,  p.  421,  Oct.  7, 
191 1.  Removable  sides  on  grillage.  Cofferdam  with  Removable 
Sides  on  Grillage.  Eng.  News,  v.  43,  p.  217  (see  inset),  Jan.  11,  1900. 
Cofferdams  for  the  Hackensack  River  Bridge  Piers.  Eng.  Rec,  v.  63, 
p.  224,  Feb.  25,  1911.  Removable  sides  on*  grillage.  Cofferdam  for 
Cai>e  Cod  Canal  Bridge.  Eng.  Rec,  v.  63,  p.  288,  Mar.  18,  191 1.  Re- 
movable sides  on  grillage.  Circular  Cofferdam  for  Highway  Bridge 
Pier  across  the  Passaic  River,  Newark,  N.  J.  Eng.  Rec,  v.  67,  p.  268, 
Mar.  8,  1913.  Removable  sides  on  grillage.  Cofferdams  for  Queens* 
Bridge,  Melbourne,  Australia.  Eng.  News,  v.  33,  p.  230,  April  4,  1895. 
Movable  cofferdam.  Cofferdam  for  Falls  of  Schuylkill  Bridge.  Eng. 
News,  V.  31,  p.  423,  May  24,  1894;  Proc  Engrs.  Club,  Phila.,  v.  12,  p.  163, 
May,  1895.  Movable  cofferdam.  Cofferdams  for  Florida  East  Coast 
Railroad  Piers.  Eng.  Rec,  v.  54,  p.  424,  Oct.  20,  1906.  Movable 
cofferdam. 

Miscellaneous  Cofferdams. — Use  of  Canvas  in  Water-tight  Bulk- 
heads. Trans.  Am.  Soc.  C.  E.,  v.  31,  p.  524,  May,  1894.  *A-Frame' 
Cofferdams.  Eng.  Rec,  v.  66,  p.  374,  Oct.  5,  191 2.  Cofferdam  Con- 
struction for  Dearborn  Street  Bridge,  Chicago.  Eng.  Rec,  v.  56,  p.  278, 
Sept.  14, 1907.  Combination  of  wood  and  steel  sheet-piling.  Cofferdam 
Construction  for  Enlarging  Lachine  Bridge  Piers.  Eng.  Rec,  v.  63,  p. 
84,  Jan.  21,  1 9 13.  Combination  of  crib  and  sheet-pile  cofferdam.  Cof- 
ferdam for  Bridge  Piers  in  Maine.  Eng.  News,  v.  37,  p.  327  ',May  27, 
1897.     Cofferdam  sunk  through  ice.      Metal  Cylinder  Cofferdam.    Eng. 
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News,  V.  64,  p.  25,  July  7,  1910.  Cofferdams  with  Water-Tight  Linings. 
Memoires  de  la  Societe  des  Ingenieurs  Civils  de  France,  1900,  p.  473; 
Proc.  Inst.  C.  £.,  v.  144,  p.  347,  1900-01.  Cofferdam  in  Reinforced 
Concrete.  Revue  Technique,  Paris,  v.  26,  p.  226;  Proc.  Inst  C.  E.,  v. 
163,  p.  409,  1905-06.  Freezing  Process  as  Applied  to  Cofferdams. 
Revue  Technique,  Paris,  v.  26,  p.  57 ;  Proc.  Inst  C.  E.,  v.  163,  1905-06. 
p.  408.  Cofferdam  Construction  for  the  Periyar  Dam,  S.  India.  Eng. 
News,  V.  46,  p.  300,  Oct.  24,  1 901. 

General  Articles  on  Cofferdams. — Construction  of  Cofferdams  by 
Thomas  P.  Roberts.  Eng.  News,  v.  54,  p.  138,  Aug.  10,  1905.  Gives 
interesting  personal  experiences.  Experience  with  Steel  Sheet-Piling 
in  Hard  Soils.  Eng.  Rec,  v.  55,  p.  175,  Feb.  16,  1907.  Economy  of 
Steel  Sheet-Piling  for  Cofferdams.  Eng.  Rec,  v.  53,  p.  557,  May  5, 
1906,  Construction  of  Cofferdams.  Eng.  Rec,  v.  65,  p.  244,  Mar.  2, 
191 2.  Recent  Practice  in  Cofferdam  Work.  Reports  of  committee 
and  discussions.  Proc  Assoc.  Ry.  Supts.  Bridges  and  Bldgs.,  1901, 
V.  II,  p.  45;  1906,  V.  16,  p.  92;  1907,  V.  17,  p.  89;  1908,  V.  18,  p.  201. 

Art.  198.    Box  and  Open  Caissons 

Box  Caissons. — ^Box  Caissons  of  Wood.  Trans.  Am.  Soc.  C.  E.,  v.  29, 
p.  634,  Sept.,  1893.  Circular  Box  Caisson.  Eng.  Rec,  v.  64,  p.  720, 
Dec  16,  1911.  Timber  Crib  Caissons  for  a  Break  Water.  Eng.  News, 
v.  40,  p.  50,  July  28,  1898.  Reinforced-Concrete  Box  Caissons  for  a 
Break  Water.  Eng.  News,  v.  60,  p.  421,  Oct.  15,  1908;  Eng.  News,  v. 
62,  p.  34,  July  8,  1909.  Reinforced-Concrete  Caisson  at  Glen  Cove, 
N.  Y.  Trans.  Am.  Soc.  C.  E.,  v.  70,  p.  450,  Dec,  1910.  Sinking  a 
Foundation  Caisson  with  Post-Hole  Augers.  Eng.  Rec,  v.  52,  p.  570, 
Nov.  18,  1905.  Sinking  Machinery  Foundations  in  Quicksand  without 
Excavation.     Eng.  Rec,  v.  52,  p.  526,  Nov.  4,  1905. 

Single-Wall  Open  Caissons. — Single-Wall  Open  Caissons  for  the 
French  River  Bridge.  Eng.  Rec,  v.  59,  p.  118,  Jan.  13,  1909;  Trans.  Can. 
Soc  C.  E.,  V.  22,  p.  204  (sec  Plate  20),  1908.  Single- Wall  Open  Caissons 
of  the  Columbia  River  Bridge.  Eng.  News,  v.  66,  p.  392,  Oct.  5,  191 1. 
Single- Wall  Open  Caissons  of  the  Eraser  River  Bridge.  Eng.  Rec,  v.  49, 
p.  679,  May  28,  1904.  Caisson  Construction  Rio  Conchos  Bridge  of 
the  Kansas  City,  Mexico  and  Orient  R.  R.  Ry.  Age  Gaz.,  v.  46,  p.  164, 
Jan.  22,  1909.  Caisson  Construction  for  the  Pivot  Pier  of  the  Coteau 
Bridge.  Eng.  News,  v.  26,  p.  524,  May  3c,  1891;  Fowler^s  Sub-aqueous 
Foundations,  p.  45.  Caisson  Construction  on  the  Atchison,  Topeka 
and  Santa  Fe  Railway.  Eng.  Rec,  v.  66,  p.  52,  July  13,  19 12.  Draw 
Foundation  of  the  Charlestown  Bridge,  Boston.  Eng.  Rec,  v.  38.  p. 
186,  July  30,"  1898.  Pivot  Pier  Foundation  of  the  Chelsea  Bridge 
North,  Boston.     Eng.  Rec,  v.  68,  p.  138,  Aug.  2,  1913. 
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Cylinder  Caissons. — New  Chittravati  Bridge  Caissons.  Proc  Inst. 
C.  E.,  V.  103,  p.  135,  Dec.  9,  1890.  Masonry  caissons.  Field  Engineer- 
ing Abroad.  Eng.  Rec.,  v.  35,  p.  246,  Feb.  20, 1897.  General  description 
of  caisson  sinking  in  the  far  east.  Sinking  Cylinder  Caissons  with 
Hydratdic  Jacks.  Eng.  Rec,  v.  $6,  p.  454,  Oct.  26,  1907.  Cast-iron 
cylinders  4  feet  in  diameter.  Cylinder  Caissons  for  the  California  City 
Point  Coal  Pier.  Eng.  Rec,  v.  57,  p.  800,  June  27,  1908.  Cast-iron 
cylinders,  4  feet  in  diameter.  Cylinder  Caissons  for  a  Highway  Bridge 
over  the  Kansas  River  at  Fort  Riley,  Kansas.  Eng.  Rec,  v.  $8,  p.  75, 
July  18,  1908.  Steel  cylinders  5  feet  in  diameter.  Cylinder  Caissons 
for  Bridge  Piers  at  North  Hampton,  Mass.  Eng.  Rec,  v.  42,  p.  523, 
Dec.  I,  1900.  Steel  cylinders  10  feet  in  diameter.  Cylinder  Caisson 
Construction  on  the  Chicago  and  Northwestern  Ry.  Eng.  News,  v.  68, 
p.  748,  Oct.  24, 19 1 2.  A  valuable  article  describing  a  number  of  instances 
where  cylinder  caissons  were  used.  Cylinder  Caisson  Construction  in 
India.  Eng.  News,  v.  34,  p.  143,  Aug.  29,  1895.  Cylinder  Caisson 
Construction  for  the  Omaha  Interstate  Bridge.  Eng.  Rec,  v.  47,  p.  98, 
Jan.  24,  1903;  Eng.  Rec,  v.  29,  p.  218,  Mar.  3,  1894;  Eng.  News,  v.  30, 
p.  410,  Nov.  23,  1893.  Double-shell  caisson,  40  feet  outside  diameter. 
Cylinder  Caisson  Sinking  for  the  Koyakhai  Bridge,  Bengal-Nagpur  Ry. 
Proc  Inst.  C.  E.,  v.  145,  p.  292,  1900-01;  Eng.  News,  v.  46,  p.  493,  Dec 
26,  1901.  External  diameter  equals  26}  feet  and  diameter  of  well 
equals  13  §  feet  Cylinder  Caisson  Construction  for  the  P)rrmont 
Bridge,  Sidney,  N.  S.  W.  Proc.  Inst.  C.  E.,  v.  170,  p.  138, 1907.  Caisson 
42  feet  in  external  diameter  and  32  feet  in  internal  diameter.  Caisson 
Construction  for  the  Curzon  Bridge  at  Allahabad.  Proc.  Inst.  C.  E.,  v. 
174,  p.  I,  1907-08.  Caisson  Construction  for  the  Netravati  Bridge  at 
Mangalore.  Proc.  Inst.  C.  E.,  v.  174,  p.  41,  1907-08.  Cylinder  Cais- 
sons of  the  Penhorn  Creek  Viaduct.  Eng.  News,  v.  64,  p.  380,  Oct.  13, 
1910;  Eng.  Rec,  v.  61,  p.  401,  Apr.  2,  1910.  Caissons  of  reinforced  con- 
crete. Cylinder  Caissons  for  Pier  No.  8,  at  the  Puget  Sound  Navy 
Yard.  Eng.  Rec,  v.  65,  p.  683,  June  22,  191 2.  Caissons  of  reinforced 
concrete.  Cylinder  Caissons  for  the  Lumber  Dock  at  Balboa,  Canal 
Zone.  Eng.  Rec,  v.  66,  p.  60,  July  20,  19 12.  Caissons  of  reinforced 
concrete. 

Open  Caissons  with  Dredging  Wells. — Open  Caissons  for  the 
Poughkeepsie  Bridge.  Trans.  Am.  Soc  C.  E.,  v.  18,  p.  199,  June,  1888; 
Eng.  News,  v.  18,  p.  306.  Open  Caissons  for  the  Copper  River  Bridge. 
Eng.  Rec,  v.  61,  p.  642,  May  14,  1910.  Timber  caissons.  Open 
Caissons  for  the  Eraser  River  Bridge.  Eng.  Rec,  v.  49,  p.  679,  May  28, 
1904;  Eng.  News,  v.  53,  p.  612,  June  15,  1905.  Timber  caissons.  Open 
Caissons  for  the  Willamette  Bridge.  Ry.  Age  Gaz.,  v.  51,  p.  81,  July  14, 
1911.  Open  Caissons  for  the  Hawkesburg  Bridge.  Eng.  News,  v.  15, 
p.  98,  Feb.  13, 1886;  Eng.  News,  v.  21,  p.  3,  Jan.  5, 1889;  Eng.  News,  v.  23, 
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p.  114,  Feb.  I,  1890;  Patton's  A  Practical  Treatise  on  Foundations, 
p.  268.  Metal  caissons.  Open  Caissons  for  the  Dufferin  Bridge  over 
the  Ganges  River  at  Benares.  Proc.  Inst.  C.  E.,  v.  loi,  p.  13,  ]i889-^ 
Metal  caissons.  Open  Caissons  for  the  Black  Friars  New  Railway 
Bridge.  Proc.  Inst.  C.  £.,  v.  loi,  p.  26,  1889-90.  Metal  caissons. 
Open  Caissons  for  the  Hooghly  Bridge.  Proc  Inst  C.  £.,  v.  92,  p.  75, 
1887-88.  Metal  caissons.  Open  Caissons  for  a  Railway  Bridge, 
Fitzroy  River  at  Rockhampton,  Queensland.  Proc.  Inst  C.  £.,  v.  144, 
p.  45,  1900-01.  Metal  caissons.  Open  Caissons  for  the  Beaver  Bridge 
Piers.  Eng.  News,  v.  63,  p.  509,  May  5,  1910;  Eng.  Rec,  v.  60,  p.  299, 
Sept.  II,  1909;  Bulletin  No.  i,  Apr.  1909,  by  the  Dravo  Contracting  Co. 
Reinforced-concrete  caissons.  Open-Caisson  Construction  for  the  Amer- 
ican River  Bridge.  Eng.  Rec.,  v.  62,  p.  232,  Aug.  27, 1910.  Reinforced- 
concrete  caissons.  OpenOaisson  Construction  for  the  North  Side 
Point  Bridge.  Eng.  Newrs,  v.68,  p.  706,  Oct.  17,  19 12.  Reinforced- 
concrete  caissons. 

Art.  199.     Pneumatic  Caissons  for  Bridges 

General. — Pneumatic  Caissons.  R.  R.  Age  Gaz.,  v.  45,  p.  671,  Aug.  7, 
1908;  R.  R.  Age  Gaz.,  v.  45,  p.  703,  Aug.  14,  1908.  Hughes  Air-Lock, 
Valparaiso  Harbor.  Eng.  News,  v.  40,  p.  363,  Dec.  8,  1898.  Special 
Materials  Air-Lock.  Eng.  Rec,  v.  29,  p.  170,  Feb.  10,  1894.  The  Use 
of  Compressed  Air  in  Tubular  Foundations.  Trans.  Am.  Soc.  C.  E.,  v. 
7,  p.  287,  1878.  Description  of  the  Plenum  Pneumatic  Process  as  Ap- 
plied in  Founding  the  Piers  of  the  St.  Louis  Bridge.  Milnor  Roberts. 
Trans.  Am.  Soc.  C.  E.,  v.  i,  p.  259,  1872.  Bridge  Foundations  in  the 
Columbia  and  Willamette  Rivers  near  Portland,  Ore.  Ralph  Modjeski. 
Jour.  Assoc.  Eng.  Soc,  v.  49,  p.  43,  Sept.,  19 12.  Pneumatic  Caisson 
Work  in  Great  Britain.  Eng.  Rec,  v.  59,  p.  563,  May  i,  1909.  Lower- 
ing Large  Pneumatic  Caissons.  Eng.  Rec,  v.  56,  p.  566,  Nov.  23,  1907. 
Reconstruction  of  Coteau  Bridge.  Eng.  Rec,  v.  62,  p.  628,  Dec  3,  1910. 
Reinforced-Concrete  Caissons.  Ry.  Age  Gaz.,  v.  47,  p.  492,  Sept.  17, 
1909.  Reinforced-Concrete  Caissons.  Eng.  Rec,  v.  64,  p.  238,  Aug. 
26,  191 1.  North  Side  Point  Bridge,  Pittsburgh.  Eng.  News,  v.  68,  p. 
706,  Oct.  17,  1912. 

Wooden  Caissons. — Pneumatic  Caissons  of  the  Sixth  Street  Viaduct, 
Kansas  City.  Proc  Am.  Soc  C.  E.,  v.  35,  p.  81,  Feb.,  1909.  Williams- 
burgh  or  New  East  River  Bridge  Foundations.  Eng.  Rec,  v.  36,  p.  491, 
Nov.  6,  1897;  Eng.  Rec,  v  37,  p.  207,  Feb.  5,  1898,  Eng.  Rec,  v.  35,  p. 
554,  May  29,  1897;  Eng.  Rec,  v.  39,  p.  49,  Dec  17,  1898;  Eng.  Rec,  v. 
39,  p.  71,  Dec  24,  1898;  Eng.  Rec,  v.  39,  p.  397,  Apr.  i,  1899;  Eng.  News, 
V.  37,  p.  331,  May  27,  1897.  Construction  of  Pneumatic  Caissons  for 
the  St.   Louis  Bridge.     Woodward's,  The  St.   Louis  Bridge;  Baker's, 
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"Masonry  Construction."  Pneumatic  Caissons  for  the  Third  East 
River  (Manhattan)  Bridge,  New  York.  Eng.  News,  v.  48,  p.  455,  Nov. 
27,  1902;  Eng.  News,  v.  45,  p.  171,  Mar.  7,  1901;  Eng.  Rec.,  v.  43,  p. 
194,  Mar.  2,  190T;  Eng.  Rec,  v.  46,  p.  510,  Nov.  29,  1902;  Eng.  Rec,  v. 
49 »  P-  332)  Mar.  12,  1904.  Pneumatic  Caissons  o!  the  Cairo  Bridge. 
Morison's,  "The  Cairo  Bridge";  Eng.  News,  v.  25,  p.  122,  Feb.  7,  1891; 
Jour.  Assoc.  Eng.  Soc,  v.  9,  p.  290,  June,  1890.  Pneumatic  Caissons  of 
the  Memphis  Bridge.  Morison*s,  "The  Memphis  Bridge";  Eng.  News, 
V.  30,  p.  509,  Dec  28,  1893.  Incidents  in  the  Construction  of  the 
Miles  Glacier  Bridge.  Eng.  Rec,  v.  62,  p.  763,  Dec  31,  19 10.  New 
Cornwall  Bridge  Piers.  Eng.  Rec,  v.  4c,  p.  643,  Dec.  9,  1899.  Quebec 
Bridge  Piers.  Eng.  Rec,  v.  44,  p.  74,  July  27,  1901.  Monongahda 
Bridge  at  Pittsburgh.  Eng.  Rec,  v.  47,  p.  2,  Jan.  3,  1903.  Omaha 
Interstate  Bridge.  Eng.  Rec,  v.  47,  p.  98,  Jan.  24, 1903.  Tower  Foun- 
dations of  the  Manhattan  Bridge.  Eng.  Rec,  v.  49,  p.  332,  Mar.  12, 1904. 
State  Bridge  at  Hartford,  Conn.  Eng.  Rec,  v.  50,  p.  764,  Dec.  31,  1904. 
Substructures  of  Bridges  on  the  Spokane,  Portland  &  Seattle  Railway. 
Eng.  Rec,  v.  58,  p.  555,  Nov.  14*^  1908.  Passyunk  Avenue  Bridge 
Piers.  Eng.  Rec,  v.  61,  p.  388,  Apr.  2, 1910.  Pneumatic  Caisson  Piers 
in  Alaska.  Eng.  Rec,  v.  61,  p.  559,  Apr.  23,  1910.  St.  Louis 
Municipal  Bridge  Substructure.  Eng.  Rec,  v.  62,  p.  427,  Oct.  15, 
1910;  Eng.  News,  v.  65,  p.  320,  Mar.  i6,  191 1.  New  Quebec 
Bridge.  Eng.  Rec,  v.  62,  p.  372,  Oct.  i,  1910;  Eng.  Rec,  v.  62,  p.  444, 
Oct.  15,  191c;  Eng.  Rec,  v.  64,  p.  199,  Aug.  12,  1911;  Eng.  Rec,  v.  66, 
p.  596,  Nov.  30,  191 2;  Eng.  News,  v.  64,  p.  262,  Sept.  8,  1910.  New 
York  and  Brookl3rn  Bridge.  Eng.  News,  v.  8,  p.  171,  April  30,  1881; 
Eng.  News,  v.  8,  p.  181,  May  7,  1881;  Eng.  News,  v.  8,  p.  191,  May  14, 
1881;  Eng.  News,  v.  8,  p.  201,  May  21,  1881;  Eng.  News,  v.  8,  p.  212, 
May  28,  1881;  Eng.  News,  v.  8,  p.  223,  June  4,  1881;  Eng.  News,  v.  8,  p. 
232,  June  II,  1881;  Eng.  News,  v.  8,  p.  262,  July  2,  1881;  Eng.  News,  v. 
8,  p.  273,  July  9, 1881;  Eng.  News,  v.  8,  p.  283,  July  16, 1881;  Eng.  News, 
V.  8,  p.  291,  July  23,  1881;  Eng.  News,  v.  8,  p.  301,  July  30,  1881;  Eng. 
News,  V.  8,  p.  313,  Aug.  6,  188 1.  Havre  de  Grace  Bridge.  Eng.  News, 
V.  12,  p.  24s,  Nov.  22,  1884;  Eng.  News,  v.  13,  p.  14,  Jan.  3,  1885;  Eng. 
News,  V.  13,  p.  41,  Jan.  17,  1885;  Eng.  News,  v.  13,  p.  122,  Feb.  21,  1885; 
Eng.  News,  v.  13,  p.  228,  Apr.  11,  1885;  Eng.  News,  v.  13,  p.  244,  Apr.  18, 
1885;  Eng.  News,  v.  13,  p.  262,  Apr.  25,  1885;  Eng.  News,  v.  13,  p.  274, 
May  2,  1885.  Schuylkill  River  Bridge  of  the  B.  &  O.  R.  R.  Eng. 
News,  V.  15,  p.  8$,  Feb.  6,  1886;  Eng.  News,  v.  15,  p.  195,  Mar.  27,  1886. 
Pivot  Pier  Caisson  for  a  Heavy  Swing  Bridge.  Eng.  News,  v.  51,  p.  5, 
Jan.  7,  1904.  New  Steel  Viaduct  between  Kansas  City,  Mo.  and 
Kansas  City,  Kans.  Eng.  News,  v.  58,  p.  323,  Sept.  26,  1907.  Pneu- 
matic Foundations  for  a  Bridge  across  the  Mississippi  River  at  Clinton, 
Iowa.    Eng.  News,  v.  61,  p.  67,  Jan.  21,  1909.      Pneumatic  Caissons  on 
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the  B.  &  O.  R.  R.  Bridge  across  the  Susquehanna  River.  £ng.  News, 
V.  62, 546,  Nov.  18, 1909.  Caissons  of  the  McKinley  Bridge.  Eng.  News, 
V.  63,  p.  9,  Jan.  6,  19 10.  Caissons  for  the  Sixth  Street  \^aduct,  Kansas 
City.  Trans.  Am.  Soc.  C.  E.,  v.  65,  p.  42,  Dec,  1909.  Bridge  over  the 
Tennessee  River  at  Johnsonville,  Tenn.  Trans.  Am.  Soc.  C.  E.,  v.  33, 
p.  171,  March,  1895.  The  Substructure  of  the  Glasgow  Bridge  over  the 
Missouri  River.  Jour.  W.  Soc.  Engrs.,  v.  6,  p.  104,  Apr.>  1901.  Pneu- 
matic Foundations  of  the  Thebes  Bridge.  Trans.  Assoc.  C.  E.,  Cornell, 
1905 7  P*  II*  Construction  of  the  River  Piers  of  the  Pierre  Bridge. 
Eng.  Rec,  v.  59,  p.  421,  Apr.  3,  1909. 

Metal  Pneumatic  Caissons. — Pneimiatic  Caissons  of  the  Alexander 
III  Bridge.  Eng.  Rec,  v.  37,  p.  275,  Feb.  26,  1898;  Eng.  News,  v.  39, 
p.  254,  Apr.  21,  1898;  Eng.  Mag.,  v.  14,  p.  515,  Dec.,  1897.  35  by  65- 
Foot  Steel  Caisson  Used  in  Wear  River  Bridge,  British  Isles. .  Eng.  News, 
V.  62,  p.  9,  July  I,  1909.  Substructure  of  the  Seventh  Avenue  Swing 
Bridge.  Eng.  News,  v.  30,  p.  198,  Sept.  7,  1893;  R.  R.  Gaz.,  v.  24,  p. 
404,  June  3,  1892;  R.  R.  Gaz.,  v.  25,  p.  19,  Jan.  13,  1893;  Eng.  Rec., 
V.  28,  p.  38,  June  17,  1893. 

Cylinder  Pier  Caissons. — Deep  Bridge  Foundations,  Atchafalaya 
River.  Eng.  Rec.,  v.  39,  p.  421,  Apr.  8,  1899;  Jour.  Assoc.  Eng.  Soc., 
V.  21,  p.  81,  Sept.  1898.  Pneumatic  Cylinder  Piers,  Valparaiso.  Eng. 
Rec,  V.  38,  p.  556,  Nov.  26,  1898.  The  Merrimac  River  Bridge  at 
Newburyport,  Mass.  Eng.  Rec,  v.  50,  p.  218,  Aug.  20,  1904.  Caissons 
for  a  Highway  Bridge  at  Trail,  British  Columbia.  Eng.  News,  v.  68, 
p.  1057,  Dec.  5,  1912. 

Physiological  Effects  of  Compressed  Air. — The  Caisson  Disease. 
Eng.  News,  v.  9,  p.  400,  Nov.  18,  1882.  Limit  of  Human  Endurance  of 
High  Air  Pressure.  Eng.  News,  v.  34,  p.  67,  Aug.  i,  1895.  Rules  for 
Working  in  Compressed  Air.  Eng.  News,  v.  40,  p.  405,  Dec.  22,  1898. 
Concerning  Caisson  Disease  and  Its  Prevention.  Eng.  News,  v.  41,  p. 
27,  Jan.  12,  1899.  A  198-Foot  Dive  in  Tacoma  Harbor.  Eng.  News. 
V.  42,  p.  138,  Aug.  31,  1899.  The  Occurrence  and  Treatment  of  Caisson 
Disease.  Eng.  News,  v.  46,  p.  157,  Sept.  5,  1901;  Eng.  News,  v.  46,  p. 
167,  Sept.  5,  1901.  Some  Observations  on  the  Deep  Pneumatic  Work  of 
the  New  East  River  Bridge  Foundations.  Eng.  News,  v.  47,  p.  358, 
May  I,  1902.  How  to  Prevent  the  Bends.  Eng.  News,  v.  51,  p.  226, 
Mar.  10,  1904.  Caisson  Illness  and  Diver's  Palsy.  Eng.  News,  v.  51, 
p.  436,  May  5,  1904.  Caisson  Disease.  Eng.  News,  v.  51,  p.  60, 
Jan.  21,  1904.  Slow  Decompression  is  the  Best  Way  to  Prevent  the 
Bends.  Eng.  News,  v.  51,  p.  282,  Mar.  24,  1904.  Hospital  Air-Locks 
for  Caisson  Disease.  Eng.  News,  v.  51,  p.  178,  Feb.  25,  1904.  Disease 
of  Caisson  Workers.  Eng.  News,  v.  58,  p.  435,  Oct.  24,  1907.  Possi- 
bilities of  Working  at  Great  Depths  Under  Water.  Eng.  Rec,  v.  S3^  P- 
222,  Feb.  29,  1896.      Limits  of  Pneumatic  Caisson  Work.    Eng.  News,  v. 
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36,  p.  112,  July  10,  1897.  Ph3rsiological  Effects  of  Compressed  Air. 
Esg.  News,  V.  47,  p.  125,  Jan.  31,  1903.  Caisson  Disease  and  a  Safety 
Apparatus  for  Pneumatic  Caisson  Locks.  Eng.  News,  v.  49,  p.  112, 
Jan..  23,  1904.  New  York  State  Law  Governing  Work  Under  Com- 
pressed Air.  Eng.  News,  v.  70,  p.  307,  Aug.  14,  19 13.  Criticism  of 
New  York  Law  (In  not  providing  fresh  air  in  air-lock).  Eng.  News, 
V.  70,  p.  425,  Aug.  28,  1913.  French  and  Netherland  Requirements. 
Eng.  News,  v.  70,  p.  $66,  Sept.  18,  1913.  Investigation  of  the  Effect 
on  Man  of  High  Air  Pressure.  Eng.  Rec.,  v.  53,  p.  796,  June  30, 1906. 
The  Death  Roll  Due  to  Bends.  Eng.  Ret.,  v.  js,  p.  55,  Jan.  12,  1907. 
Caisson  Disease.  Eng.  Rec,  v.  60,  p.  617,  Nov.  27,  1909.  Caisson 
Disease  and  Compressed  Air.  Eng.  Rec,  v.  63,  p.  362,  Apr.  i,  191 1. 
Compressed  Air  and  Its  Effects  on  Man.  Eng.  Rec,  v.  63,  p.  347,  Apr. 
I,  191 1.  Caisson  Disease  and  Its  Prevention.  Trans.  Am.  Soc  C.  E., 
\.  65,  p.  I,  Dec,  1909.  Cause,  Treatment  and  Prevention  of  the  Bends 
as  Observed  in  Caisson  Disease.  Jour.  Assoc,  of  Eng.  Soc,  v.  39,  p. 
283,  Nov.,  1907.  Symposiimi  on  Caisson  Disease.  Eng.  News,  v.  68, 
p.  862,  Nov.  7,  191 2.  Caisson  Disease  Experiences  and  Records. 
Compressed  Air,  1908.  Compressed  Air  Work  and  the  Hudson  Tunnels. 
Eng.  Mag.,  v.  11,  p.  937,  Aug.,  1896.  Health  of  Caisson  Workers. 
Eng.  Mag.,  v.  12,  p.  131,  Oct.,  1896.  Caisson  Disease.  Eng.  Digest, 
V.  3>  P-  381,  Apr.,  1908. 

Art.  200.    Pneumatic  Caissons  for  Buildings 

General. — Foundations  of  the  Municipal  Building,  New  York  City. 
Eng.  News,  v.  63,  p.  24,  Jan.  6,  1910;  Eng.  News,  v.  64,  p.  523,  Nov.  17, 
1910;  Eng.  Rec,  v.  62,  p.  522,  Nov.  5,  1910.  Substructure  of  the 
Guarantee  Trust  Building,  New  York.  Eng.  Rec,  v.  6$,  p.  44,  Apr.  20, 
19 1 2.  Reinforced-concrete  and  steel-plate  caissons.  Steel  Substructure 
of  the  Woolworth  Building,  New  York  City.  Eng.  Rec,  v.  65,  p.  177, 
Feb.  17,  1912;  Eng.  Rec,  v.  64,  256,  Aug.  26,  1911;  Eng.  Rec,  v.  66,  p. 
97>  July  27,  19 1 2.  Constructing  the  Foundations  of  the  Seaman's 
Church  Institute,  New  York.  Eng.  Rec,  v.  65,  p.  105,  Jan.  27,  1912. 
Continuous  Caisson  Foundations  for  High  Buildings.  Eng.  Rec,  v.  64, 
p.  318,  Sept.  16,  191 1.  Large  Pneumatic  Foundations  of  the  New  York 
Telephone  Building.  Eng.  Rec,  v.  65,  p.  610,  June  i,  19 12.  New 
Foundations  for  the  Old  Boston  Custom  House.  Eng.  Rec,  v.  63,  p. 
185,  Feb.  18,  191 1.  Testing  Foundations  at  the  Municipal  Building, 
New  York.  Eng.  Rec,  v.  63,  p.  196,  Feb.  18,  191 1;  Eng.  Rec,  v.  62,  p. 
46,  July  9, 1910;  Eng.  Rec,  v.  62,  p.  57,  July  16, 1910.  Bryant  Building 
Substructure.  Eng.  Rec,  v.  61,  p.  665,  May  21,  19 10.  Metal  shell  and 
timber  caissons.  Development  of  Building  Foundations.  Eng.  Rec, 
V.  57,  p.  412,  Apr.  4,  1908.      Peculiar  Pneumatic  Caisson  Wreck.    Eng. 
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Rec,  V.  52,  p.  320,  Sept  16,  1905.  Devdopment  of  Architectural  Con- 
struction: Caisson  Foundations.  Eng.  News,  v.  38,  p.  190,  July  30, 
1898.  Recent  Developments  in  Pneumatic  Foimdations  for  Buildings. 
Trans.  Am.  Soc.  C.  £.,  v.  61,  p.  211,  Dec.,  1908.  Pneumatic  Caisson 
Foundations  for  the  Adams  Express  Building.  Eng.  Rec,  v.  66,  p.  33a 
Pneumatic  Caisson  Foundations  for  the  Adams  Etpress  Building.  Eng. 
Rec,  V.  66,  p.  320,  Sept  21,  1912. 

Caissons  of  Wood. — Pneumatic  Caisson  Foundations,  Emigrant 
Bank  Building.  Eng.  Rec,  v.  63,  p.  568,  May,  30,  1911;  Eng.  Rec,  v. 
60,  p.  528,  Nov.  6, 1909.  Substructure  of  the  Bankers  Trust  Conq)any's 
Building.  Eng.  Rec,  v.  62,  p.  677,  Dec.  10,  1910.  Pneiunatic  Caisson 
Foundations,  Whitehall  Building,  New  York.  Eng.  Rec,  v.  61,  p.  792, 
June  18,  19 10.  Describes  tests  made  of  the  supporting  power  of  the  soil. 
Pneumatic  Foundations  of  the  City  Investing  Building,  New  York. 
Eng.  Rec,  v.  55,  p.  267,  Mar.  2,  1907.  Trust  Co^^)any  of  America 
Building.  Eng.  Rec,  v.  54,  p.  470,  Oct.  27,  1906.  Foimdations  of  the 
Singer  Building  Extension.  Eng.  Rec,  v.  55,  p.  116,  Feb.  2,  1907; 
Trans.  Am.  Soc.  C.  E.,  v.  63,  p.  i,  June,  1909.  Substructure  of  the 
United  States  Express  Company's  Building.  Eng.  Rec,  v.  53,  p.  315, 
Mar.  3,  1906.  Constructing  Foundations  of  the  Trinity  Building,  New 
York.  Eng.'  Rec,  v.  50,  p.  283,  Sept.  3,  1904.  Caisson  Foimdations 
for  a  Large  Steel  Cage  Office  Building  on  Broadway,  New  York.  Eng. 
Rec,  V.  49,  p.  284,  Mar.  5,  1904.  Foundations  of  the  Rogers  Building, 
New  York.  Eng.  Rec,  v.  49,  p.  362,  Mar.  19,  1904.  Auxiliary  Pneu- 
matic Caisson  Work  for  the  Bank  of  the  State  of  New  York.  Eng.  Rec, 
V.  48,  p.  245,  Aug.  29,  1903;  Eng.  Rec,  v.  46,  p.  242,  Sept.  13,  190:. 
Foundations  of  the  Gillcnder  Building.  Eng.  Rec.,  v.  35,  p.  14c,  Jan.  16, 
1897;  Eng.  News,  v.  37,  p.  13,  Jan.  7,  1897. 

Caissons  of  Wood  and  Steel. — Pneumatic  Caisson  Dam  Foundations, 
United  Fire  Companies  Building.  Eng.  Rec,  v.  64,  p.  334,  Sept.  16, 
191 1.  Blair  Building,  New  York.  Eng.  Rec,  v.  46,  p.  227,  Sept.  6, 
1902.  Construction  of  the  Hanover  Bank  Building,  New  York.  Eng. 
Rec,  V.  45,  p.  34Q,  Apr.  12,  1902.  Pneumatic  Caisson  Foundations  for 
the  New  York  Stock  Exchange  Building.  Eng.  Rec,  v.  44,  p.  289, 
Sept.  28,  19c  I ;  Eng.  News,  v.  46,  p.  222,  Sept.  26,  1901;  R.  R.  Gaz.,  v.  ^St 
p.  662,  Sept.  27,  1901.  Foundations  of  the  Atlantic  Mutual  Insurance 
Company's  Building.  Eng.  Rec,  v.  42,  p.  157,  Aug.  18,  1900.  Rapid 
Pneumatic  Foundation  Work.  Eng.  Rec,  v.  4c,  p.  509,  Oct.  28,  1890. 
Pneumatic  Caisson  Foundations  Under  a  Residence.  Eng.  Rec,  v.  30, 
p.  31,  Dec.  10,  1898.  Pneumatic  Caisson  Foundations  for  Mrs.  Shepard's 
Residence.  Eng.  News,  v.  40,  p.  363,  Dec,  8,  1898.  Good  description 
of  air-lock. 

Caissons  with  Metal  Shells. — Substructure  Work  of  the  Mutual 
Life  Building.     Eng.  Rec,  v.  45,  p.  396,  Apr.  26,  1902.       Foundations 
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of  the  Alliance  Building.  £ng.  Rec.,  v.  42,  p.  272,  Sept.  22, 1900.  Pneu- 
matic Caissons  of  the  Standard  Block.  £ng.  Rec,  v.  38,  p.  108,  July  11, 
1896.  Foundations  of  the  Commercial  Cable  Building.  £ng.  Rec., 
V.  35,  p.  427,  Apr.  17,  1897;  R.  R.  Gaz.,  v.  28,  p.  390,  June  5, 
1896.  Foundations  of  the  Broad  Exchange  Building.  £ng.  News, 
V.  44,  p.  340,  Nov.  15,  1900.  Pneumatic  Foundations  for  the  Man- 
hattan Life  Building,  New  York.  £ng.  News,  v.  3c,  p.  458,  Dec.  7, 
1893;  R.  R.  Gaz.,  V.  25,  p.  2c6,  Mar.  17,  1893;  R.  R.  Gaz.,  v.  25,  p.  882, 
Dec.  8,  1893.  Pneumatic  Cabsons  of  the  American  Surety  Companies' 
Building.  Eng.  News,  v.  32,  p.  71,  July  26,  1894;  £ng.  Rec,  v.  30,  p. 
104,  July  14,  1894. 

Art.  201.    Pier  Foundations  in  Open  Wells 

Open  Wells  with  Sheet- Piling. — Construction  of  the  New  Plaza 
Hotel,  New  York  City.  Eng.  Rec,  v.  54,  p.  553,  Nov.  17,  1906.  Diffi- 
cult Foundations  of  the  Hoffman  House  Extension.  Eng.  Rec.,  v.  55, 
p.  296,  Mar.  r,  1907.  Deep  Open  Excavation  in  Quicksand.  Eng. 
Rec,  V.  64,  p.  769,  Dec.  30,  191 1.  Excavating  Caissons  Hydraulically 
at  St.  Louis.  Eng.  Rec,  v.  66,  p.  262,  Sept.  7,  191 2.  Foundations  of 
the  Bamberger  Building.  Eng.  Rec,  v.  64,  p.  456,  Oct.  14,  191 1. 
Foundations  of  the  Kinney  Building,  Newark,  N.  J.  Eng.  Rec,  v.  66, 
p.  445,  Oct.  19, 19 1 2.  Deep  Open  Pits  for  Foundation  Piers.  Eng.  Rec, 
v.  67,  p.  158,  Feb.  8,  1913.  Deep  Foundation  Pits  in  Quicksand.  Eng. 
Rec,  v.  67,  p.  469,  Apr.  26,  1913. 

Open  Wells  with  Sheeting. — Foundations  for  the  City  Hall  at 
Kansas  City.  Eng.  Rec,  v.  25,  p.  292,  329,  403,  April  2,  16,  May  14, 
1892.  Chicago  Foundations.  Eng.  Rec,  v.  52,  p.  131,  July  29,  1905. 
Development  of  Deep  Building  Foundations,  Chicago.  Eng.  News,  v. 
52,  p.  560,  Dec.  22,  1904.  Foundation  Work  on  the  Cook  County  Build- 
ing, Chicago.  Eng.  Rec,  v.  53,  p.  800,  June  30,  1906.  Steel-Piling 
Foundations.  Eng.  Rec,  v.  53,  p.  246,  Mar.  3,  1906.  Extension  Ribs 
and  Jacks  for  Caisspns  and  Trenches.  Eng.  News,  v.  56,  p.  117,  Aug.  2, 
1906.  Foundations  of  the  Northwestern  Railway  Terminal,  Chicago. 
Eng.  Rec,  v.  59,  p.  595,  May  8,  1909.  Foundations  for  the  New  City 
Hall  in  Chicago.  Eng.  Rec,  v.  59,  p.  745,  June  12,  1909.  Piers  for 
Drawbridge  over  the  Calumet  River.  Eng.  Rec,  v.  67,  p.  208,  Feb.  22, 
19 13.  Chicago  Foundations.  Technogrz^h,  No.  19,  p.  5,  1904-05. 
Foundations  in  Chicago.  Journal  Western  Soc  of  Engrs.,  v.  10,  p.  687, 
1905.  Multiple-Spool  Hoist  for  Foundation  Work.  Eng.  News,  v. 
65,  P-  ^33y  Feb.  2,  191 1. 

Grouting  Process. — CofiFerdam  without  Timber  or  Iron.  £ng.  News, 
v.  25,  p.  249,  Mar.  14,  189 1 ;  Trans.  Am.  Soc.  C.  £.,  v.  24,  p.  334,  Mar., 
1891.      New  Process  for  Dealing  with  Quicksand.    Eng.  News,  v.  27, 
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p.  420,  Apr.  28,  1892.  Making  Concrete  Founds^ions  in  Quicksand. 
£ng.  News,  v.  31,  p.  533,  June  28,  1894.  Grouting  the  Foundations  of 
the  Merrimac  River  Bridge.  Eng.  Rec.,  v.  50,  p.  218,  Aug.  20,  1904. 
Grouting  Foundations  for  a  Bridge  over  the  Danube  River  at  Ehingen. 
Eng.  News,  v.  47,  p.  35,  Jan.  9,  1902.  Grouting  Concrete  Viaduct 
Piers  at  Riverside,  Cal.  Eng.  Rec,  v.  52,  p.  284,  Sept.  9,  1905.  Im- 
proved Methods  of  Constructing  Foundations  under  Water.  Trans. 
Am.  Soc.  C.  E.,  V.  29,  p.  639,  1893;  Trans.  Am.  Soc.  C.  E.,  v.  30,  p.  579, 
Dec,  1893.  Tests  of  Grouting  Gravel  in  River  Beds.  Eng.  News, 
V.  69,  p.  979,  May  8,  1913. 

Freezing  Pkocess. — Shaft  Sinking  by  Freezing— Poetsch  Method. 
Eng.  News,  v.  11,  p.  282,  June  7,  1884;  Eng.  News,  v.  i2>  p.  4,  July  5, 
1884;  Eng.  News,  v.  18,  p.  273,  Oct.  15,  1887;  Eng.  News,  v.  21,  p.  94, 
Feb.  2,  1889;  Eng.  News,  v.  21,  p.  601,  June  29,  1889;  Eng.  News,  v.  22, 
p.  103,  Aug.  3,  1889.  Freezing  Method  for  Subaqueous  Work.  Eng. 
Rec,  V.  49,  p.  237,  Feb.  27,  1904.  Freezing  as  an  Aid  to  Excavation 
in  Unstable  Material.  Trans.  Am.  Soc.  C.  E.,  v.  52,  p.  365,  June,  1904. 
Sinking  a  Shaft  by  the  Freezing  Process  in  Germany.  Eng.  News,  v.  47, 
p.  340,  Apr.  24,  1902.  Sinking  a  Shaft  in  Quicksand  by  the  Freezing 
Process.  Eng.  News,  v.  50,  p.  65,  July  16,  1903.  Building  Foundation 
Constructed  by  the  Freezing  Process.    Eng.  News,  v.  69,  p.  214,  Jan.  30, 

1913. 

Art.  202.    Bridge  Piers 

General. — Dimensions  of  Masonry  Piers.  Street  Railway  Journal, 
v.  28,  p.  398,  Sept.  15,  1906.  Concrete  Piers.  Ry.  Age  Gaz.,  v.  46,  p. 
165,  Jan.  22,  1909.  Classified  cost.  Design  and  Construction  of  High 
Bridge  Piers.  Eng.  News,  v.  53,  p.  548,  May  25,  1905.  Valuable  article 
showing  method  of  design,  also  shows  examples  of  solid  piers  and  hollow 
pivot  piers.  Mingo  Bridge  Approaches.  Eng.  Rec,  v.  49,  p.  789,  June 
25,  1904;  Eng.  Rec,  V.  50,  p.  27,  July  2,  1904.  Gives  excellent  description 
of  methods  of  construction,  building  forms,  etc.  Concrete  Bridge  Piers. 
Eng.  News,  v.  30,  p.  296,  Oct.  12,  1893.  Early  use  of  all-concrete  piers. 
Stability  of  Stone  Structures.  Trans.  Am.  Soc.  C.  E.,  v.  8,  p.  238,  Sept., 
1879.  Concrete  Piers.  Trans.  Am.  Soc.  C.  E.,  v.  29,  p.  622,  Sept., 
1893;  Trans.  Am.  Soc  C.  E.,  v.  30,  p.  567,  Dec.  1893.  Substructure  of 
Piscataquis  Bridge  and  Analysis  of  Concrete  Work.  Trans.  Am.  Soc. 
C.  E.,  V.  61,  p.  377,  Dec,  1908.  Distribution  of  Pressure  on  Piers. 
Eng.  Mag.,  v.  12,  p.  869,  Feb.,  1897.  Design  of  Bridge  Foundations. 
Eng.  Rec,  v.  38,  p.  376,  Oct.  i,  1898.  Bridge  Construction.  Trans. 
Assoc  of  Civil  Engrs.,  Cornell  University,  v.  1,  p.  5,  Apr.,  1893.  Bridge 
Work  on  the  Kansas  City,  Pittsburgh  and  Gulf  Ry.  Eng.  News,  v.  40, 
p.  114,  Aug.  25,  1898.       Construction  of  Substructures  and  Foundations 
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within  a  Radius  of  Sixty  Miles  of  Pittsburgh,  by  £.  K.  Morse.  Proc. 
Engrs.  Soc.,  W.  Pa.,  v.  27,  p.  i,  Feb.,  191 1. 

Solid  Piers. — Saybrook  Bridge  on  the  Connecticut  River.  Eng.  Rec, 
V.  65,  p.  186,  Feb.  17,  191 2.  Stone  masonry  piers  on  pile  and  timber 
grillage  foundations.  Substructure  of  a  Double-Track  Railroad  Bridge 
at  Peoria,  111.  Eng.  Rec,  v.  62,  p.  105,  July  23,  19 10.  Reinforced  with 
rods.  Copper  River  Bridge  Piers.  Eng.  Rec,  v.  61,  p.  642,  May  14, 
19 10.  Starling  heavily  reinforced  with  old  rails.  Piers  of  the  Miles 
Glacier  Bridge.  Eng.  Rec,  v.  61,  p.  559,  Apr.  25,  19 10.  Heavily  rein- 
forced with  rails  against  ice  pressure.  Bridge  Piers  on  the  Gudph  and 
Goderich  Railway.  Eng.  Rec,  v.  57,  p.  77,  Jan.  18,  1908.  Piers  of  the 
Columbia  River  Bridge.  Eng.  News,  v.  66,  p.  391,  Oct.  5,  191 1.  ,  Piers 
of  the  Cantilever  Bridge  over  the  Ohio  River  at  Beaver,  Pa.,  Pittsburgh 
and  Lake  Erie  R.  R.  Eng.  News,  v.  63,  p.  509,  May  5,  19 10;  Proc.  Engrs. 
Soc,  W.  Pa.,  v.  26,  p.  I,  Feb.,  19 10.  Piers  of  the  McKinley  Bridge  across 
the  Mississippi  River  at  St.  Louis,  Mo.    Eng.  News,  v.  63,  p.  9,  Jan.  6, 

1910.  Large  Concrete  Pier.  Eng.  News,  v.  53,  p.  330,  Mar.  30,  1905. 
The  Mississippi  River  Cantilever  Bridge  at  Thebes,  111.  Eng.  News,  v. 
S3>  P-  479>  May  11,  1905;  Eng.  Rec,  v.  51,  p.  263,  Mar.  4,  1905.  New 
Westminster  Bridge  over  the  Fraser  River,  British  Columbia.  Eng. 
News,  v.  53,  p.  611,  June  15,  1905;  Eng.  Rec,  v.  49,  p.  679,  May  28, 1904. 
High  Concrete  Piers  for  Railway  Bridge  across  Stone's  River;  Tennessee 
Central  Railway.  Eng.  News,  v.  47,  p.  251,  May  27, 19c 2.  Cumberland 
Extension  of  the  Western  Maryland  R.  R.  Eng.  News,  v.  51,  p.  304, 
Mar.  II,  1905.  Reinforced-Concrete  Piers  of  the  GilbertsviUe  Bridge. 
Eng.  Rec,  v.  51,  p.  265,  Mar.  4,  1905;  R.  A.  Gaz.,  v.  39,  p.  31,  July  14, 
1905;  Eng.  News,  v.  53,  p.  548,  May  25,  1905.  Ms^onry  Construction 
for  the  Black  well's  Island  Bridge.  Eng.  Rec,  v.  49,  p.  307,  Mar.  5,  1904; 
R.  R.  Gaz.,  V.  36,  p.  319,  Apr.  29,  1904.  Piers  for  a  Bridge  over  the 
Cuivre  River,  Burlington  &  Quincy  Railway.  Eng.  Rec,  v.  49,  p.  557, 
Apr.  30,  1904.  Concrete  Piers  for  the  Red  River  Bridge,  St.  Louis  & 
San  Francisco  R.  R.  Eng.  News,  v.  19,  p.  443,  June  2,  1888.  Sub- 
structure of  the  Cairo  Bridge.  Eng.  News,  v.  25,  p.  122,  Feb.  7,  189 1; 
Morison's,  "The  Cairo  Bridge."  New  Cornwall  Bridge  Piers.  Eng. 
Rec,  v.  4c,  p.  643,  Dec.  9,  1899, 

Hollow  Piers. — ^Tall  Reinforced-Concrete  Bridge  Pier.  Eng.  Rec, 
V.  62,  p.  160,  Aug.  6,  19 10.  St.  Louis  Municipal  Bridge  Substructure. 
Eng.  Rec,  v.  62,  p.  427,  Oct.  15,  1910;  Eng.  News,  v.  65,  p.  32c,  Mar.  16, 

191 1.  Hollow  Concrete  Piers  on  the  Louisville  &  Nashville  R.  R.  Ry. 
Age  Gaz.,  v.  55,  p.  146,  July  25,  1913.  Design  of  the  Broadway  or 
Sparkman  Street  Bridge,  Nashville,  Tenn.  Eng.  News,  v.  62,  p.  570, 
Nov.  25,  1909;  Eng.  News,  v.  61,  p.  199,  Feb.  25,  1909.  Substructure 
of  the  Mingo  Bridge.  Eng.  Rec,  v.  48,  p.  393,  Oct.  3,  1903.  Monon- 
gahela  Bridge  Piers.    Erig.  Rec,  v.  47,  p.  2,  Jan.  3, 1903.      The  Gunpow- 
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der  and  Bush  River  Bridges.  Eng.  News,  v.  68,  p.  144,  Aug.  9,  1913; 
Eng.  &  Con.,  v.  41,  p.  195,  Feb.  11,  1914. 

Viaduct  Piers. — Construction  of  the  Substructure  of  the  Mulberry 
Street  Viaduct,  Harrisburg,  Pa.  Eng.  Rec,  v.  58,  p.  228,  Aug.  29,  1908. 
Viaduct  Substructure,  Knozville,  Cumberland  Gap  &  Louisville  R.  R. 
Trans.  Am.  Soc.  C.  E.,  v.  34,  p.  247,  Sept.,  1895;  Eng.  News,  v.  33,  p.  383, 
July  13,  1895.  Viaduct  Foundations.  Eng.  News,  v.  44,  p.  379,  Nov. 
29,  1900.  Piers  of  the  Soulevre  Viaduct,  France.  Eng.  News,  v.  23, 
p.  606,  June  28,  1890.  Viaduct  in  Portland  Cement  Concrete.  Eng. 
News,  V.  30,  p.  79.  Jan.  27,  1893.  Difficult  Pier  Construction,  Man- 
hasset  Viaduct,  Long  Island  Railway.  Eng.  News,  v.  41,  p.  18,  Jan.  12, 
1899.  Bridgeport  Improvements  of  the  New  York,  New  Haven  & 
Hartford  Railway.  Eng.  Rec,  v.  50,  p.  104,  July  23,  1904;  Eng.  Rec, 
V.  50,  p.  127,  July  30,  1904.  Cost  of  Small  Concrete  Piers  for  Viaduct 
Supports.  Eng.  Rec,  v.  59,  p.  no,  Jan.  23,  1909.  Cost  of  Piers  of  the 
Chattahoochee  River  Viaduct.    Eng.  Rec,  v.  58,  p.  233,  Aug.  29,  19C8. 

Metal  Shell  Cylinder  Piers. — Cylinder-Pier  Bridges,  C.  &  N.  W. 
Ry.  Eng.  News,  v.  68,  p.  748,  Oct.  24,  19 12.  Cylinder  Piers  of  the 
Norfolk  &  Western  Bridge  No.  5,  Elizabeth  R^ver,  Norfolk,  Va.  Eng. 
News,  V.  61,  p.  620,  June  10, 1909.  Modern  Highway  Bridge  Construc- 
tion. Eng.  News,  v.  64,  p.  209,  Aug.  25,  19 10.  Substructure  of  the 
Dumbarton  Point  Bridge.  Eng.  Rec,  v.  62,  p.  172,  Aug.  13,  1910; 
Trans.  Am.  Soc.  C.  E.,  v.  76,  p.  1572,  Dec,  1913.  Tensas  RiVer  Bridge. 
Eng.  News,  v.  13,  p.  386,  June  20,  1885.  Bridge  Foundations  in  Nova 
Scotia.  Trans.  Am.  Soc.  C.  E.,  v.  29,  p.  622,  Sept.,  1893;  Trans.  Am.  Soc. 
C.  E.,  V.  30,  p.  567,  Dec,  1893.  Design  of  Concrete  Piers  with  Metal 
Shells.  Eng.  News,  v.  48,  p.  379,  Nov.  6,  1902.  Cylinder  Piers  of  the 
New  Portland  Bridge.  Eng.  Rec,  v.  53,  p.  252,  Mar.  3,  1906.  Steel 
Wharves  at  Manila.  Eng.  Rec,  v.  53,  p.  741,  June  16,  1906.  Dunsbach 
Ferry  Bridge.  Eng.  News,  v.  44,  p.  54,  July  20,  1901.  Greenfield 
Street  Railway  Bridge,  Greenfield,  Mass.  Eng.  Rec,  v.  49,  p.  462,  Apr. 
9,  1904. 

Reinforced- CoNXRETE  Cylinder  Piers. — Piers  for  Bridge  over  the 
St.  Croix  River  at  Hudson,  Wis.  Eng.  Rec,  v.  69,  p.  192,  Feb.  14,  19 14. 
Lift  Bridges  over  the  Buffalo  River.  Ry.  Age  Gaz.,  v.  54,  p.  197,  Jan.  31, 
19 13.  Reinforccd-Concrete  Piers  for  a  Bridge  at  Stakeford,  England. 
Eng.  News,  v.  63,  p.  103,  Feb.  17,  1910. 

I^rv^OT  Piers. — Substructure  of  the  East  Haddam  Bridge.  Eng.  Rec, 
v.  66,  p.  630,  Dec.  7,  19 1 2.  Substructure  of  the  St.  Louis  River  Bridge. 
Eng.  Rec,  v.  65,  p.  582,  May  25,  1912.  Pivot  Pier  of  the  Chelsea  Bridge 
North.  Eng.  News,  v.  68,  p.  138,  Aug.  2,  1913.  Pivot  Pier  of  the 
Gilbertsville  Bridge.  Eng.  Rec,  v.  51,  p.  265,  Mar.  4,  1905;  Eng.  News, 
V.  53i  P-  548,  May  25,  1Q05.  Draw  Foundation  Pier  for  Charlcstovvn 
Bridge.     Eng.  Rec,  v.  38,  p.  186,  July  30,  189S.       Substructure  of  the 
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Dumbarton  Point  Bridge.  £ng.  Rec,  v.  62,  p.  172,  Aug.  13,  1910; 
Trans.  Am.  Soc.  C.  E.,  v.  76,  p.  1572,  Dec,  1913.  The  New  Portland 
Bridge.  Eng.  Rec,  v.  53,  p.  252,  Mar.  3,  1906.  Pivot  Pier  of  the 
Interstate  Bridge,  Omaha,  Neb.    Eng.  News,  v.  30,  p.  410,  Nov.  23, 1893. 


Art.  203.    Bridge  Abutments 

General. — ^Design  of  High  Abutments.  Eng.  News,  v.  55,  p.  36, 
Jan.  II,  1906.  Economical  Concrete  Abutment.  Eng.  News,  v.  55, 
p.  296,  Mar.  15,  1906.  Heaving  of  Bridge  Abutments  by  Frost  in  the 
Ground.  Eng.  News,  v.  59,  p.  260,  Mar.  $,  1908.  Designing  Concrete 
Abutments  for  Steel  Highway  Bridges.  Eng.  News,  v.  65,  p.  190,  Feb. 
16,  191 1 ;  Eng.  Rec.,  v.  63,  p.  305,  Mar.  18,  19 11.  Gives  diagrams  for 
estimating  the  amount  of  concrete  and  the  cost  of  abutments.  Abut- 
ments for  a  Reinforced-Concrete  Girder  Bridge  at  Stakeford,  England. 
Eng.  News,  v.  63,  p.  193,  Feb.  17,  1910.  Concrete  Pedestal  Bridge 
Abutments  on  the  New  York  State  Barge  Canal.  Eng.  News,  v.  64,  p. 
180,  Aug.  18,  1910;  Eng.  Rec.  v.  61,  p.  154,  Feb.  5,  1910.  Design  of 
Railway  Bridge  Abutments.  J.  H.  Prior,  Proc.  Am.  Ry.  Eng.  Assoc., 
191 2,  V.  13,  p.  1086.  Discussion  of  Design  and  Specifications  for  a 
Reinforced-Concrete  Bridge  Abutment.  Trans.  Can.  Soc.  C.  E.,  v.  .21, 
p.  173,  1907.  Abutments  for  the  Delaware  River  Bridge,  New  York, 
Ontario  and  Western  R.  R.,  Hancock,  New  York.  Eng.  News,  v.  66, 
p.  725,  Dec.  21,  19 II.    Reinforced  arch  abutments. 

Wing-Wall  Abutments. — Concrete  Abutment  and  Parapet  Wall  for 
a  Skew  Bridge,  Ulster  &  Delaware  Railroad.  Eng.  News,  v.  50,  p.  270, 
Sept.  24,  1903;  R.  R.  Gaz.,  v.  37,  p.  602,  Dec.  2,  1904.  Reinforced- 
Concrete  Abutment  for  a  Bridge  on  the  Lehigh  Valley  R.  R.,  at  Towanda, 
Pa.  Eng.  News,  v.  57,  p.  277,  Mar.  14, 1907.  Buttressed  type.  Novel 
Concrete-Steel  Bridge  Abutment  on  the  Wabash  R.  R.  Eng.  News,  v. 
$2,  p.  62,  July  21,  1904.  Buttressed  type.  Abutments  on  the  Chicago, 
Milwaukee  &  St.  Paul  Ry.  Eng.  News,  v.  63,  p.  160,  Feb.  10,  19 10. 
Reinforced-Concrete  Abutments  on  the  Atlantic,  Birmingham,  &  Atlantic 
R.  R.  Eng.  Rec,  v,  56,  p.  100,  July  27, 1907;  Ry.  Age  Gaz.,  v.  45,  p.  23, 
July,  1908.  Substructure  of  a  Double-Track  Railroad  Bridge,  Peoria. 
Eng.  Rec.,  v.  62,  p.  105,  July  23,  1910.  Substructure  of  the  St.  Louis 
River  Bridge.    Eng.  Rec,  v.  65,  p.  582,  May  25,  191 2. 

U-Abutments  and  T-Abutments. — Abutments  for  Long  Span  Rein- 
forced-Concrete Girder  Bridges  on  the  West  Penn.  R.  R.  Eng.  News, 
V.  63,  p.  87,  Jan,  27,  1910.  Abutments  on  the  Cumberland  Extension 
of  the  Western  Maryland  R.  R.  Eng.  Rec,  v.  51,  p.  304,  Mar.  11,  1905. 
New  Type  of  U-Abutment.  Eng.  Rec,  v.  61,  p.  100,  Jan,  22,  1910. 
Method  of  Figuring  Foundation  Pressures  imder  U-Abutments.    Eng. 
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Rec,  V.  62,  p.  560,  Nov.  19,  1910.      Concrete  Bridge  Abutment  of 
T-Section.    Eng.  News,  v.  57,  p.  187,  Feb.  14,  1907. 

Buried  Abutments. — Abutments  of  the  Beaver  Bridge.  Eng.  News, 
V.  63,  p.  510,  May  5,  1910.  Abutment  for  the  East  Haddam  Bridge.. 
Eng.  Rec,  v.  66,  p.  630,  Dec.  7,  1912.  Design  of  Concrete  Abut- 
ments Without  Wing  Walls  for  Deck  Girders.  Eng.  News,  v.  70, 
p.  816,  Oct.  23,  1913.  Abutments  of  the  Mingo  Bridge.  Eng.  Rec, 
V.  49,  p.  789,  June  25,  1904.  Haw  Creek  Bridge  Abutment  Eng.  Rec, 
v.  5c,  p.  476,  Oct.  22,  1904. 

Art.  204.    Spread  Foundations 

General. — Sand  Foundations  for  High  Buildings.  Eng.  Rec,  v.  66, 
p.  310,  Sept.  21,  1912.  Development  of  Building  Foundations.  Eng. 
Rec,  V.  57,  p.  412,  Apr.  4,  liJoS.  Tall  Building  Foundation  on  Soft 
Clay.  Eng.  Rec,  v.  55,  p.  731,  June  22,  1907.  Gives  results  of  tests. 
Reinforced-concrete  footings  adopted.  Permissible  Reduction  of  Live 
Loads  under  Footings  of  Buildings  More  Than  Three  Stories  High. 
Schneider's  "General  Specifications  for  Structural  Work  of  Buildings," 
p.  58,  19 10.  Chicago  Foundations.  P.  C.  Shankland.  Eng.  Rec, 
V.  52,  p.  131,  July  29,  1905.  Proportioning  of  Foundations  for  Columns 
and. Walls.    Eng.  News,  v.  69,  p.  465,  Mar.  6,  1913. 

Steel  I-Beam  Grillage  Foundations. — General  Features  of  the 
Curtis  Building,  Phila.  Eng.  Rec,  v.  62,  p.  41,  July  9,  1910.  Phelan 
Building,  San  Francisco.  Eng.  Rec,  v.  57,  p.  366,  Mar.  28,  1908.  Dis- 
tributing Column  Loads  on  Irregular  Grillage  Foundations.  Eng.  Rec, 
V.  64,  p.  632,  Nov.  25,  ign.  Curtis  Power  Building.  Eng.  Rec,  v.  63, 
p.  17,  Jan.  7,  1911.  Design  of  I-beam  Grillages  for  Foundations.  See 
" Cambria  Steel,"  by  Cambria  Steel  Company,  also  "Pocket  Companion," 
by  Carnegie  Steel  Company.  Steel  Foundations  of  the  Title  Guarantee 
and  Trust  Company  Building,  New  York  City.  Eng.  Rec,  v.  53,  p.  531, 
April  28,  1906.  Foundation  Details,  New  Office  Building,  New  York 
Central  Lines.  Eng.  Rec,  v.  53,  p.  224,  Feb.  24,  1906.  Steel  Beam 
Grillage  Foundations.  Eng.  Rec,  v.  38,  p.  99,  July  2,  1898.  Rein- 
forced Wall  Foundations  on  Yielding  Subsoil.  Eng.  News,  v.  60,  p.  5, 
July  2,  1908. 

Rkinforced-Concrete  Spread  Foundations. — Novel  Type  of  Canti- 
lever Foundation.  Eng.  News,  v.  68,  p.  995,  Nov.  28,  191 2.  Slab  and 
Box  Foundation  for  Chimneys  and  Columns.  Eng.  Rec,  v.  65,  p.  636, 
June  8,  19 1 2.  Inverted-Arch  Foundation  of  Reinforced  Concrete. 
Eng.  News,  v.  66,  p.  763,  Dec.  28,  1911.  Rcinforced-Concrete  Raft 
Foundations  for  Tall  Buildings.  Eng.  Rec,  v.  64,  p.  622,  Nov.  25,  191 1. 
Foundations  of  the  Logan  Building  at  Youngstown.  Eng.  Rec,  v.  58, 
p.  278,  Sept.  5,  1908.       Reinforced-Concrete  Work  at  the  New  Railway 
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Terminal  Station  at  Atlanta,  Ga.  Eng.  Rec,  v.  55,  p.  399,  Apr.  12, 1906. 
Spread  Foundation  of  Reinforced  Concrete  for  a  Six-Story  Building. 
Eng.  News,  v.  54,  p.  77,  July  20,  1905.  Reinforced-Concrete  Candy 
Factory.  Eng.  Rec.,  v.  64,  p.  506,  Oct.  28,  191 1.  Long  Foundation 
Girders  for  a  Loft  Building.  Eng.  Rec,  v.  64,  p.  580,  Nov.  it,  191  i. 
Reinforced-Concrete  Footings  for  the  Factories  for  the  Bush  Terminal. 
Eng.  Rec,  v.  53,  p.  36,  Jan.  13, 1906.  Substructure  of  the  New  Meier  & 
Frank  Building.  Eng.  Rec,  v.  60,  p.  148,  Aug.  7, 1909.  Cantilever  and 
Raft  Foundation  for  a  Twelve-Story  Building.  Eng.  Rec,  v.  59,  p.  362, 
Mar.  27,  1909.  Method  of  Enlarging  Column  Footings.  Eng.  Rec,  v. 
58,  p.  487,  Oct.  31,  1908.  The  Substructure  of  the  Pope  Building, 
Cleveland,  Ohio.  Eng.  Rec,  v.  58,  p.  354,  Sept.  26,  1908;  Eng.  Rec, 
V.  58,  p.  489,  Oct.  31,  1908.  Beam  grillages  with  reinforced-concrete 
spread  footing.  Reinforced-Concrete  Store  Building  in  Chicago.  Eng. 
Rec,  V.  49,  p.  7 13,  June  4, 1904.  Design  oi  Reinforced-Concrete  Footing 
"  Concrete,  Plain  and  Reinforced,"  by  Taylor  and  Thompson. 

Art.  205.    Underpinning  Buildings 

General. — Underpinning  the  Cambridge  Building,  New  York  City. 
Trans.  Am.  Soc.  C.  E.,  v.  67,  p.  553,  June,  19 10.  Underpinning  Buildings 
near  Excavations,  New  York  City.  Eng.  Rec,  v.  60,  p.  598,  Nov.  27, 
1909.  Underpinning  a  Leaning  Chimney.  Eng.  Rec,  v.  60,  p.  27, 
July  3, 1909;  Eng.  News,  v.  62,p .  1 1,  July  i,  1909.  Shoring  and  Straight- 
ening a  Four-Story  Building  in  Milwaukee.  Eng.  Rec,  v.  59,  p.  480, 
Apr.  10,  1909.  Problem  in  Underpinning.  Eng.  Rec,  v.  56,  p.  94, 
July  27,  1907.  Underpinning  a  70-Foot  Wall  without  Temporary 
Supports.  Eng.  Rec,  v.  52,  p.  90,  July  22,  1905.  Transferring  a  2000- 
Ton  Wall  to  Columns  a^d  Girders.  Eng.  Rec,  v.  52,  p.  523,  Nov.  4,  1905. 
Underpinning;  Supporting  a  Brick  Wall  from  One  Side  Only.  Eng. 
Rec,  V.  43,  p.  525,  June  i,  1901.  Underpinning  High  Masonry  Struc- 
tures. Eng.  Rec,  v.  43,  p.  no,  Feb.  2,  1901.  Underpinning  without 
Supports.  Eng.  Rec,  v.  40,  p.  415,  Sept.  30, 1899.  Retaining  Walls  and 
Underpinning.  Proc  Am.  Soc.  C.  E.,  v.  28,  p.  202,  Mar.,  1902.  Under- 
pinning Buildings.     Eng.  Rec,  v.  57,  p.  420,  Apr.  4,  1908. 

Needle-Beam  Underpinning. — Underpinning  the  Cross  Building. 
Eng.  News,  V.  68,  p.  1134,  Dec.  19,  19 12.  Shoring  and  Remodeling  the 
Front  of  a  New  York  Building.  Eng.  Rec,  v.  65,  p.  296,  Mar.  16,  1912; 
Eng.  Rec,  v.  65,  p.  392,  Apr.  6,  191 2.  Deep  Underpinning  Through 
Sand.  Eng.  Rec,  v.  62,  p.  461,  Oct.  22,  1910.  Underpinning  a  300-Ton 
Column  on  Quicksand.  Eng.  Rec,  v.  61,  p.  649,  May  14, 19 10.  Knicker- 
bocker Trust  Building  Substructure.  Eng.  Rec,  v.  59,  p.  537,  Apr.  24, 
1909.  Underpinning  Buildings  Adjacent  to  The  Bridge  Loop  Subway, 
New  York.  Eng.  Rec,  v.  57,  p.  263,  Mar  7,  1908.  Underpinning 
38 


594        REFERENCES   TO   ENGINEERING  LITERATURE      Chap.  XIX 

Six-Story  Apartment  Houses  in  New  York  City.  Eng.  Rec.,  v.  57,  p.  689, 
Miay  30,  1908.  Underpinning  Adjacent  to  the  Silversmiths'  Building, 
New  York  City.  Eng.  Rec.,  v.  56,  p.  346,  Sept  38,  1907.  Combined 
Underpinning  and  Sheeting  Job.  Eng.  Rec.,  v.  56,  p.  254,  Sept  7,  1907. 
Underpinning  Job  on  the  Washington  Street  Subway,  Boston.  Eng. 
Rec,  V.  55,  p.  266,  May  2,  1907.  Underpinning  Foundations  Adjacent 
to  the  City  Investing  Building,  New  York.  Eng.  Rec.,  v.  55,  p.  267. 
Mar.  2,  1907.  Cantilever  Underpinning  in  Boston.  Eng.  Rec.,  v.  55, 
p.  700,  June  15,  1907.  Methods  Used  in  Underpinning  the  Singer 
Building,  New  York.  Eng.  Rec,  v.  55,  p.  275,  Mar.  2,  1907.  Under- 
pinning a  Tall  Brewery  Wall  on  Rock  Foundations.  Eng.  Rec,  v.  54, 
p.  20,  July  7,  1906.  Underpinning  the  Marshall  Field  Building  in 
Chicago.  Eng.  Rec,  v.  53,  p.  552,  May  5,  1906.  Underpinning  the 
Criterion  Hotel,  New  York.  Eng.  Rec,  v.  53,  p.  692,  June  2,  1906, 
Foundations  of  the  Myers  Building,  Albany.  Eng.  Rec,  v.  53,  p.  802, 
June  30,  1906.  Underpinning  the  Grand  Central  Palace,  New  York. 
Eng.  Rec,  v.  53,  p.  798,  June  30,  1906.  Underpinning  Brooklyn 
Stores.  Eng.  Rec,  v.  53,  p.  58,  Jan.  13,  1906.  Underpinning  Heavy 
Buildings.  Eng.  Rec,  v.  53,  p.  782,  June  30,  1906.  Underpinning 
and  Protecting  the  Foundations  of  the  Times  Building,  New  York. 
Eng.  Rec,  v.  51,  p.  595,  May  27, 1905.  Underpinning  the  Sears  Builchng, 
Boston.  Eng.  Rec,  v.  51,  p.  351,  Mar.  25,  1905.  Underpinning  an  Old 
Office  Building  on  Broadway,  New  York.  Eng.  Rec,  v.  48,  p.  698, 
Dec.  5,  1903.  Direct  and  Indirect  Supports  for  Underpinning  a  High 
Wall.  Eng.  Rec,  v.  47,  p.  294,  Mar.  21,  1903.  Complicated  Under- 
pinning. Eng.  Rec,  v.  46,  p.  299,  Sept.  27,  1902.  Underpinning 
Buildings  Adjacent  to  the  Adams  Express  Building,  New  York.  Eng. 
Rec,  v.  66,  p.  320,  Sept.  21,  19 12.  Lifting  and  Underpinning  a  Nine- 
Story  Wall.  Eng.  Rec,  v.  45,  p.  373,  Apr.  19,  1902.  Construction  of 
the  East  Market  Street  Subway,  Phila.  Proc  Engrs.  Club  of  Phila.,  v. 
25,  p.  219,  1908.  Underpinning  the  Decker  Building,  New  York. 
Eng.  Rec,  v.  45,  p.  442,  May  10,  1902. 

Breuchaud  Method. — Deep  Underpinning  in  a  Very  Narrow  Clear- 
ance. Eng.  Rec,  v.  64,  p.  276,  Sept.  2,  191 1.  Underpinning  a  Fifteen- 
Story  Building  on  Grillage  Foundations.  Eng.  Rec,  v.  64.  p,  307, 
Sept.  9,  191 1.  Underpinning  Buildings  Adjacent  to  the  United  Fire 
Companies  Building.  Eng.  Rec,  v.  64,  p.  334,  Sept.  16,  1911.  Under- 
pinning the  Aster  Building,  New  York.  Eng.  Rec,  >^.  62,  p.  17,  June  2, 
1910.  Underpinning  the  Mt.  Siani  Hospital  Dispensary.  Eng.  Rec, 
v.  61,  p.  478,  Apr.  2,  19 10.  Underpinning  Buildings  Adjacent  to  the 
Farmers'  Loan  and  Trust  Company's  Building,  New  York.  Eng.  Rec, 
v.  58,  p.  480,  Oct.  31, 1908.  Trust  Company  of  America  Building.  Eng. 
Rec,  V.  54,  p.  442,  Oct.  20,  1906.  Underpinning  Old  Walls  with  Steel 
Columns.     Eng.  Rec,  v.  53,  433,  Mar.  31,  1906.      Substructure  Work  for 
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The  Mutual  Life  Building,  New  York.  Eng.  Rec.,  v.  45,  p.  368,  Apr.  19, 
1902.  Underpinning  of  Heavy  Buildings.  Trans.  Am.  Soc.  C.  E.,  v.  37, 
p.  31,  June,  1897.  Underpinning  the  Stokes  Building,  New  York  City. 
Eng.  Rec.,  v.  34,  p.  183,  Aug.  8,  1896.  Underpinning  Heavy  Buildings. 
Eng.  Rec.,  v.  35,  p.  144,  Jan.  16,  1897.  Shoring  the  Walls  of  An  Old 
Building.  Eng.  Rec,  v.  37,  p.  211,  Feb.  5,  1898.  New  Method  of 
Underpinning  Heavy  Buildings.  Eng.  News,  v.  37,  p.  6,  Jan.  7,  1897. 
Foundations  of  the  New  Mutual  Life  Building.  Eng.  News,  v.  45,  p.  221, 
Mar.  28,  1 901. 

Art,  206.    Explorations  and  Unit  Loads 

Borings  with  Augers. — Test  Borings  for  Foundations.  Eng.  News,  v. 
21,  p.  324,  April  13,  1889.  Exploration  of  Soil  by  Wood  Augers.  Eng. 
News,  v.  41,  p.  175,  Mar.  16,  1899. 

Wash  Borings. — Sinking  Foundation  Test  Holes  with  a  Water-Jet. 
Eng.  Rec.,  v.  15,  p.  95,  Jan.  9,  1892.  Methods  and  Results  of  Surveys 
and  Borings  for  Oswego-Mohawk  Ship  Canal  Route  for  U.  S.  Board  of 
Engineers  on  Deep  Water-ways.  D.  J.  Howell.  Eng.  News,  v.  43,  p. 
418,  Jime  28,  1900.  Borings  for  the  Bohio  Dam  for  the  Panama  Canal. 
R.  C.  Smith.  Jour.  W.  Soc.  Engrs.,  v.  8,  p.  372,  Aug.,  1903.  Suggested 
method  of  Recording  Earth  Borings.  E.  R.  Shnable.  Eng.  News,  v. 
S3,  p.  20,  Jan.,  5  1905.  Wash  DriU  Borings  on  the  New  York  State 
Barge  Canal.  EmileLow.  Eng.  News,  v.  57,  p.  54,  Jan.  17, 1907.  Cost 
of  Wash  Drill  Borings  on  the  Deep  Water-ways  Surveys,  1897  to  1900. 
Eng.  News,  v.  57,  p.  57,  Jan.  17,  1907.  Wash  Borings  for  the  Rapid 
Transit  Commission,  New  York  City.  Eng.  News,  v.  57,  p.  58,  Jan.  17, 
1907.  Cost  of  Boring  Five  Test  Wells  for  a  Double-Track  Railway 
Bridge  in  California.  P.  J.  Robinson.  Engr.-Contr.,  v.  33,  p.  9,  Jan.  5, 
1910.  Borings  for  the  Panama  R.  R.  Dock  at  Cristobal,  with  Table  of 
Costs.  E.  B.  Karnopp.  Eng.  News,  v.  63,  p.  691,  June  16, 1910.  Jack 
for  Pulling  Drill  Rods  and  Sounding  Bars.  Eng.  Rec,  v.  67,  p.  37,  Jan.  11, 
1913.  Sub-surface  Investigations  on  the  Catskill  Aqueduct,  Board  of 
Water-supply.  Robert  Ridgway.  Eng.  Rec,  v.  57,  p.  522,  April  18, 
1908. 

Core  Drilling  with  Diamonds. — Explorations  for  Hudson  River 
Crossing  of  the  Catskill  Aqueduct,  New  York  City.  Alfred  D.  Flinn. 
Eng.  News,  v.  59,  p.  358,  April  2, 1908.  Sub-surface  Investigation  on  the 
Catskill  Aqueduct,  Board  of  Water-supply.  Robert  Ridgway,  Eng. 
Rec,  V.  57,  p.  557,  April  25, 1908.  Standard  Symbols  for  Borings.  Eng. 
Rec,  V.  6$,  p.  378,  April  6,  1912.  Diamond  Borings.  New  East  River 
Bridge  Foundations.  Eng.  News,  v.  36,  p.  198,  Sept.  24,  1896.  Ex- 
perience in  Diamond  Drill  Work  on  the  Deep  Water-ways  Survey,  with 
Statistics  of  Cost.    Eng.  News,  v.  50,  p.  83,  July  23,  1903.      Cost  of 
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Diamond  Drilling.  Eng.  News,  v.  57,  p.  389,  April  4,  1907.  Testing 
Diamond  Drill  Borings  at  the  Site  of  the  Olive  Bridge  Dam,  Asbokan 
Reservoir.  Eng.  Rec,  v.  58,  p.  25,  July  4, 1908.  Methods  and  Costs  of 
Testing  for  Bridge  Fomidations.  F.  ILfBainbridge.  Engr.-Contr., 
V-  3o»  p.  353,  Nov.  25,  1908.  New  Bridge  Crossing  of  the  Mississq)pi 
River  at  Clinton,  Iowa,  C.  &  N.  W.  Ry.  F.  H.  Bainbridge.  Eng.  News, 
v.  61,  p.  68,  Jan.  21,  1909.  Cost  of  Diamond  Drill  Work.  Eng.  Rec., 
V.  59,  p.  346,  Mar.  27,  1909.  Inclined  Diamond  Drill  Borings  under  the 
Hudson  River.  Eng.  Rec,  v.  61,  p.  68,  Jan.  15,  1910.  CoreDriUing  un- 
der the  Hudson  River  for  the  Cat  skill  Aqueduct.  Wm.  E.  Swift.  Eng. 
News,  V.  63,  p.  414,  April  7,  19 10.  Methods  of  Conducting  Test  Borings 
and  of  Sinking  Shafts  for  the  Hudson  River  Crossing  in  the  Catskill 
Aqueduct.  Engr.-Contr.,  v.  34,  p.  356,  Oct.  26, 19 10.  Cost  of  Diamond 
Drilling  and  Depreciation  of  Diamonds.  Engr.-Contr.,  v.  37,  p.  462, 
April  24,  191 2.  Time  lost  in  Diamond  DrDling  Operations.  Engr.- 
Contr.,  V.  39,  p.  93  Jan.  22,  19 13. 

Core  Drilling  without  Diamonds. — Davis  'Calyx'  Core  Drill. 
Eng.  News,  v.  45,  p.-  334,  May  9,  190T.  Methods  of  making  Test 
Borings  for  the  Catrkill  Reservoirs  for  the  New  York  Water-supply  with 
some  Plant  Costs.  Engr.-Contr.,  v.  31,  p.  511,  June  23,  1909.  Pre- 
cautions in  Interpreting  Records  of  Test  Borings.  Engr.-Contr.,  v.  33, 
p.  585,  June  29,  1910.  See  also  articles  in  preceding  paragraph  on  borings 
for  Catskill  Aqueduct,  Board  of  Water-supply,  New  York  City. 

Tests  for  Bearing  Capacity. — Preliminary  Foundation  Tests  for  the 
St.  Paul  Building.  Eng.  Rec,  v.  33,  p.  388,  May  2,  1896.  Safe  Load 
on  Soil  at  New  Orleans,  La.  Eng.  News,  v.  41,  p.  3303,  May  11,  1898  and 
correction  on  p.  333.  Foundation  Construction  for  the  New  York 
Capitol  for  South  Dakota.  Samuel  H.  Lea.  Eng.  Rec,  v.  57,  p.  437, 
April  4,  1908.  Bearing  Tests  for  Heavy  Foundation  Loads.  Eng. 
Rec,  V.  60,  p.  55,  July  10,  1909.  Testing  Bearing  Power  of  Hard-Pan. 
Extension  Whitehall  Building,  New  York  City.  Eng.  Rec,  v.  61,  p.  792, 
June  18,  19 10.  Tests  and  Costs  of  making  a  Test  of  the  Bearing  Power 
of  Soil  for  a  Building.  Engr.-Contr.,  v.  34,  p.  31,  July  13, 19 10.  Tests  of 
Bearing  Capacity  of  Sand  under  Municipal  Building,  New  York  City. 
Eng.  Rec,  v.  62,  p.  46,  July  9,  1910;  p.  57,  July  16,  1910;  Eng.  News, 
V.  63,  p.  24,  Jan.  6, 1910;  V.  64,  p.  525,  Nov.  17,  1910.  Device  for  Making 
Sub-surface  Tests  of  the  Bearing  Power  of  Soils  with  some  Examples  of 
Operation.  Eng.-Contr.,  v.  34,  p.  94,  Aug.  3,  19 10.  Testing  Soil 
below  the  Surface  for  Foundation  Loads.  Eng.  Rec,  v.  62,  p.  71,  July  16, 
1910;  v.  63,  p.  512,  May  6,  191 1.  Testing  Foundations  at  the  Municipal 
Building,  New  York.  Eng.  Rec,  v.  63,  p.  196,  Feb.  18,  191 1.  Stand- 
ard Tests  of  Soil.  Rudolph  P.  Miller.  Eng.  Rec,  v.  66,  p.  112,  July  27, 
1912.  Soil-Bearing  Tests.  Eng.  Rec,  v.  66,  p.  304,  Sept.  14,  1912. 
Hard-Pan  and  Other  Soil  Tests.    J.  Norman  Jensen.    Eng.  News,  v.  60, 
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p.  460,  Mar.  6, 19 13 ;  see  also  editorial  on  p.  463.  Building  Foundations. 
J.  A.  Smith.  Jour.  Assoc.  Eng.  Soc.,  v.  36,  p.  155,  April,  1906.  Results 
of  Tests  on  Chicago  Hard-Pan  at  a  Depth  of  57  Feet  below  Lake  Level. 
Frank  A.  Randall.    Engr.-Contr.,  v.  37,  p.  436,  April  17,  19 12. 

Values  of  Bearing  CAPAaxY. — Supporting  Power  of  Soils.  Randall 
Hunt.  Jour.  Assoc.  Eng.  Soc.,  v.  7,  p.  189,  June,  1888;  Eng.  News,  v.  19,  p. 
484,  Jime  16,  1888.  Construction  of  the  Buildings,  Bridges,  Piers,  and 
Docks  at  Jackson  Park.  Eng.  Rec.,  v.  28,  p.  199,  Aug.  26,  1893.  Al- 
lowable Pressure  on  Deep  Foundations.  Elmer  L.  Corthell.  Eng. 
News,  V.  56,  p.  657,  Dec.  20,  1906;  Editorial,  Eng.  Rec,  v.  54,  p.  647, 
Dec  15,  1906.  Foundation  Pressure  on  Hard-Pan;  Proposed  Rule. 
Rudolph  P.  Miller.  Eng.  News,  v.  64,  p.  727,  Dec.  29,  1910;  Eng.  Rec,  v. 
62,  p.  783,  Dec.  31,  19 10.  Sand  Foundations  for  High  Buildings. 
Eng.  Rec,  v.  66,  p.  310,  Sept.  21,  191 2.  Report  on  Unit  Pressure  Al- 
lowable on  Road-Beds  of  Different  Materials.  Proc  Am.  Ry.  Eng.  Assoc, 
191 2,  V.  13,  p.  388.  Failure  of  the  Transcona  Grain  Elevator.  Eng. 
News,  V.  70,  p.  944,  Nov.  6,  19 13. 
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Abbott,  H.,  139 

Abutments,  bridge,  433-451 
literature  of,  588 
buried,  449 

cubature  of  concrete,  445 
design  and  construction,  436 
form  and  dimensions,  433 
reinforced-arch,  449 

T-,448 
U-,  441 

wing-wall,  439 

Air  chamber,  concreting,  322, 360,  552, 
see  also  pneumatic  caissons, 
working  chamber. 

Air-locks,  309,  352,  556 

American  Railway  Engineering  Asso- 
ciation, 6, 16,  55,  66, 112, 113 

Analysis  of  time  and  cost,  157 

Bainbsidge,  F.  H.,  449,  525 
Bearing,  allowable,  under  caissons,  559 
capacity,  tests  for,  531 

values  of,  534 
power,  effect  of  rest  on,  95 
sub-suriace  conditions,  97 
taper,  166 
of  piles,  75-115 

literature  of,  572 
Bert,  P.,  332 
Blow-out  process,  319 
Borings  with  augers,  519 

wash,  520 
Box  caissons,  239-279  « 

literature  of,  580 
miscellaneous  types,  245 
of  concrete,  243 
of  timber,  240 
Breuchaud  process,  507 
Bridge  piers,  see  piers. 
BuRNHAH  and  Root,  458 


Caisson  disease,  331,  333,  337 
Caissons,  box,  see  box  caissons. 

cylinder,  see  cylinder  caissons. 

definitions  and  classification,  239 

hydraulic,  382 

open,  see  open  caissons. 

pneumatic,  see  pneumatic  caissons. 
Caps,  pile,  27,  30,  147 
Chemical  preservation  of  piles,  63 
Chicago  method,  370 
Cofferdam  process,  198 
Cofferdams,  2,  198-238,  350 

choice  of  type,  238 

construction,  300 

cost  of,  236 

crib,  215,  226 

design  of,  235 

double- wall,  203,  213 

earth,  199 

leakage  of,  234 

literature  of,  577 

miscellaneous  types,  232 

movable,  228 
on  grillage,  231 

self-supporting,  221 

sheet-pile,  203,  206,  210,  216,  221 
steel,  216,  221 
supported  by  cribs,  214 
timber,  203 

single- wall,  206,  211 
Compressed  air,  physiological  effects, 

329 
Compressol  system,  181 

Concrete,  559 

Concrete  piles,  11 6- 173 

advantages  of,  118 

cast-in-place,  116,  136 

choice  of  type,  163 

classification,  116 

cutting  off,  157 
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Cost  oc  cocsTdajna,  :  i*: 

concrete  piles,  if" 

pile  dri^inz.  7i-  ^f* 
CaAWToao.  J.  E..  52 
Crib,  35s 

construction.  2^ 

CCTN'XIXGH-UC,  A.  O.,  443 

Cutting  edge,  details  of,  294 
Cylinder  and  pivot  piers.  417-432 
Cylinder  caissons,  251.  304 

combination,  307 

literature  of,  58 1 

of  masonr>-,  252 

of  metal,  254 

of  reinforced  concrete.  257 

of  timber,  252 
Cylinders,  concreting  the.  513 

methcKis  of  sinking.  511 

pneumatic.  507 

transferring  load  to,  514 

Dam,  water-tight,  of  wall  piers.  361 
Design  of  bridge  abutments,  436 
F{ ridge  j)icrs,  411 

caissons,  313 

cofferdams,  235 

(yiinder  piers,  423 

(|ouhlc-(()lumn  footings,  464 

1  brarn  grillages,  459,  464 

nccdlc-bcams,  492 

pneumatic  caissons,  313 

pre- molded  pil^,  134 

rj'irjforc  cd-concrete  column   foot- 
ings, 477.  47Q 
•^prtMul  f'undalions.  474 


nth  cfiamonds,  524 

^  527 
allot.  527 

I>imiV  batter  paes.  41 

coocrece  pflcs,  152 

pifcs  butt  cfewn,  40 

timber  pflo,  37-74 
Dnip-haiiiiiKers,  20 

fafl  of,  Ss 

restrained  fall,  87 
weights  of,  85.  148 

Engineering  literature,  564-597 
Xcws  formula,  82.  gi.  162 

Ejector,  hydraulic,  278 

Explorations,  518 
literature  of,  595 
sub-surface,  need  of,  529 

Faclkxer,  E.  O.,  h 
Followers,  27 

Footing,  design  of  reinforced-concrete 
column,  477,  479 
wall,  474 

distribution  of  pressure  on  base 
468 

spread,  defined,  i 
Footings,  design  of  double-column,  464 

early  types,  453 

niasonr>'.  453 ,  see  also  spread  foun- 
dations. 
Formulas  for  bearing  power  of  piles, 

77,  82,  90,  105,  161 
Foundation,  placing  the  new,  503 
Foundations,  i 

grillage,  see  spread  foundations. 

in  open  wells,  2 

open  caisson,  2 

pile,  defined,  2 

pneumatic,  2 

spread,  see  spread  foundations. 
Fox,  B.,  157 
Freezing  process,  379 
Frictional  resistance,  326 
Friestedt,  L.  p.,  185 
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GlPFORD,  L.  R.,  189 
Goodrich,  E.  P.,  13,  56,  77,  88 

formula,  77,  105 
Greiner.  J.  E.,  113, 172, 389, 391, 397, 

410,  436,  535 
Grouting  process,  373,  376,  378 

Harris,  R.  L.,  377 
Hydraulic  caissons,  382 

Jackson,  J.  W.,  371 
Jaminet,  a.,  332 

Kriegsman,  E.  F.,  94 

Leads,  pendulum,  42 

pile-driver,  14 
clearance  of,  10 

swinging,  42 
Lighting  of  pneumatic  caissons,  544 
Literature,  engineering,  564-597 
Loads,  unit,  518 

literature  of,  595 
Lock-joint  pipe,  70 
Low,  Emil,  523 
Luther,  C.  M.,  449 

McClellan,  G.  B.,  48 
Mechanical  protection  of  piles,  66 
Merrill,  O.,  517 
Metal  piles,  174-197 
MiLLINOWSKI,  A.  S.,  94 
MODJESKI,  R.,  402,  403 
MORAN,  D.  E.,  460 
Morse,  E.  K.,  386 
MoRisoN,  G.  S.,  291,  294,  389,  395 
Murphy,  M.,  420 

Needle-beams,  design  of,  492 
examples  with,  493 
supporting  wall  below,  495 

Needles,  figure-four,  501 

Neukirch,  F.,  375 

Nicholson,  G.  B.,  87 

Noble,  A.,  403 

Overdriving  piles,  49 
Open  caissons,  2,  239-279 
literature  of,  580 


Open  caissons  of  concrete,  272 
of  metal,  270 
'  of  timber,  263 
single-wall,  246 
sinking,  277 
with  dredging  wells,  262 

Penetration  per  blow,  final,  88 

total,  100 
Pier  design,  example  of,  411 

foundations  in  open  wells,  366-383 
Piers,  bridge,  definitions,  386 

form  and  dimensions,  388 

general  requirements,  384 

literature  of,  588 

materials  and  construction,  394 

methods  of  failure,  411 

ordinary,  384-416 

specifications,  397 
cubature  of  concrete,  390 
cylinder,  417-432 

design  and  construction  of,  423 

metal  shell,  418 

on  piles,  418 

reinforced-concrete,  426 
hollow,  403 
pivot,  417-432 
solid,  examples  of,  398 
stability  of,  409,  424 
wall,  361 
Pile  caps,  27,  30,  147 
drivers,  14,  42,  147 

track,  16 
driving,  11,  37-55,  152,  169 

cost  of,  71 

diagrams  and  tables,  92 

literature  of,  567 

observations  in  practice,  37 

phenomena  of,  1 1 
hammer,  drop,  20,  147,  see  also 
drop-hammers. 

steam,  21,  147  see  also  steam- 
hammers, 
point,  32 

records  and  performance,  no 
rings,  27 
shoes,  32 
specifications,  112,  172 
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Pile  spikes,  32 
Piles  acting  as  columns,  75 
batter,  3 

driving,  41 
bearing,  3,  4 
bearing  power  of,  75-115,  see  also 

bearing  power  of  piles, 
classification  of,  2 
combination,  5,  144 
concrete,  see  concrete  piles, 
cutting  off,  58,  157 
definitions  of,  2 
disk,  178 

driving  butt  down,  4« 
guide,  4,  203,  206 
lagged,  8 
metal,  174-197 

literature  of,  575 
overdriving,  49 
pipe,  174 
reinforced-concrete,  see  concrete 

piles, 
removing,  58 
sand,  5,  180 
screw,  178 
sectional,  174 
sheet,  3,  174-197 
spacing  of,  55 
test,  II,  105,  169 
timber,  sec  timber  piles, 
tubular,  174 
Piling,  sheet-,  see  sheet-piling. 
Plant  and  equipment,  555 
Pneumatic  caisson  practice,  538-561 
caissons,  bracing  of,  296 
building,  315 
caulking,  544 
cofferdam,  300,  350 
construction,  541 
cnb,  298,  350 
cutting  edge,  294 
design  of,  313 
development,  338,  539 
excavation,  552 
for  bridges,  280-337 
literature  of,  5H2 
for  buildings,  338-3^*5 
literature  of,  585 


Pneumatic  caissons^  friction  of,  326 
joints  between,  361,  554 
launching,  315,  547 
of  metal,  302,  345,  347 
of  reinforced-concrete,  301,  349 
of  timber,  340^  347 
placing,  315,  549 
Removing  spoil,  319 
roof  construction,  283 
sealing,  322,  360,  552 
shafts  of,  309,  352,  544 
sinking,  317,  323,  356,  359,  549 
working    chamber,    293,    322 
360,  552 

Pneumatic  process,  280 

POETSCH,  F.  H.,  380 

Prior,  J.  H.,  451 

Puddle,  234 

Pump,  sand-and-mud,  321 

Raymond,  A.  A.,  116 
RiDGWAY,  Robert,  528 
Roberts,  T.  P.,  237 

schermerhorn,  l.  y.,  48 
Schneider,  C.  C,  389,  534 

E.  J.,  432 
Seaman,  H.  B.,  534 
Security,  degree  of,  loi 
Sheeting  in  open  wells,  370 
Sheet-piling,  3,  174-197 

concrete,  189 

design  of,  194 

driving,  190 

in  open  wells,  366 

steel,  184 

strength,  195 

supported  by  cribs,  214 
by  frames,  210 

timber,  181 

Wakefield,  182 
Sinking  open  caissons,  277 

pneumatic  caissons,  317,  323,  356, 

359,  549 

rate  of,  323,  359 
Smith,  A.  II.,  332 

C.  S.,  67 
Snell,  E.  H.,  336 
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SOOYSMTTH,  W.,  321 

Sounding  rods,  518 

Specifications  for  bridge  abutments, 

436 

concrete  piles,  172 

timber  pfles,  112 
Spread  foundations,  452-489 

concrete,  487 

design  of  rdnforced-concrete,  474 

I-beam  grillages,  construction,  458 
design,  459 

literature  of,  592 

modem  types,  457 

steel  grillage,   469,  see  also  foot- 
ings. 
Stability  of  piers,  409,  424 
Steam-hammers,  21 

advantages  of,  24 

weights  of,  23,  148 

Talbot,  A.  N.,  478 

Taper,  effect  of,  on  piles,  166 

Test  piles,  105,  169 

pits,  518 
Tests  for  bearing  capacity,  53 1 
Thompson,  S.  E.,  157 
Thomson,  T.  K.,  296,  313,  336,  353, 

SIS,  538 

Timber  pfles,  6,  567 
and  drivers,  1-36 
brooming  of,  29 
chemical  preservation,  63 
cutting  off,  58 
driving,  37-74 


Timber  piles,  durability  of,  8,  63 
form  and  dimensions,  9 
literature  of,  567 
mechanical  protection,  66 
specifications  for,  6,  7,9,  112 
use  of,  5 

ToREANCE,  W.  M.,  441,  449,  451 

Underpinning  bmldings,  490-517 

cantilever  method  of,  497 

literature  of,  593 

modem  methods,  515 

needle-beam,  490 

remarks  on,  560 
Upson,  M.  M.,  162 
UsiNA,  D.  A,,  353,  362,  363 

Waddell  and  Hawungton,  306 

Wales,  4 

Wall,  joining  to  the  old,  506 

footing,  474 
Water- jet,  147,  278 

equipment,  48 

literature  of,  570 

use  of  the,  43 
Wellington,  A,  M.,  82,  84,  91,  105, 

no 
Wells,  open,  foundations  in,  366-383 

literature  of,  587 

with  sheeting,  370 

with  sheet-piling,  366 
White,  L.,  528 
Whittemoke,  D.  J.,  28 
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